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26. RE AGREEMENT: IhisAgicemcnt. {bBe&crxvilhtheContnictnocufflcnts, constitutes thcentltefigroMitni between Subcontractor 
. and Stock and &ctB incnb other BBreenjeats, oi^ or-wntten,’ by and between the jattits hereto, except as to Subebniractor’s waanujiics- 
under any pn'or or conten^enrnacous Subcontractor Agraements with' SiocL; which wnimnties ore in collated 'byicrerenca herein for all 
purposes, This.'Agreemcnt; toseiher with the Contract Documents, d^ not createn partnership orblhefuaiaco^mfedassocialion 
* between the Subcontractor and Stock.- Thcielationsh^ of Subcontractoris that ofan independent cbrjtractor. 


.27.' HEADIKGS ; The paragraph headings in tto Agr e cnent arc forconvciucncc only and sfa'aH hot animtthetneanmg,InIttpretBliondrscope 
of the ^visioDS which follow tHein, 

28. NOTTC^; : Unless otherwise set forth hanh; any notice to pvea or'servedupou any party hereto in coimectioa with IhlsAgtceaKatrrrusl bb • 

ins 


sentby 

iacsimile transmission sviih n copy d^vered purpiant to (a) or (b) i^vc; > Any suA irotice or derremd shall be dtemed to havebecnduly gnren 


thereof^ such ofOcer, (ii) ifsoit^ fpesimile tmrBrnksIbnns of the date nhdthnaoftmnsgnssion; and. (iii) ifseht byFedetalEijrtesiEqiicss 
' Mail orbther reputable ot’ennght courier servi^ ipon the earlier oflhe dateof receipt or one (1) business dry aflerpostmg thereof. If nnbtice is 
ir^ed in the noimerprovided above, it is duIygivEn,'whedier prnot the addressee itcetved it. 


.29, tNVAljPlTy; Ifonyprowsionbflhis'ABrcanentishetdtobeillcgal,in:>'didoruncnforceafaie.'undcrpie^torfiituxs1aws;nch' 
provision shallbe fuUy seyerabl^' ThisAgrecmentsball be corrstmed enforced as if such illegal. invaUd orrmenroiceableptovisionhad 
never conpirsed a of this Agrcernenl, and the rcnrumngpfb\isibiis of this A^onent shall remain inlull force ondenecland shall hot 

' be afTected by the illegal, invalid or unenforceable provision or by its Mv'crancc from this Agrecmcnl. Furthermore, there thnll be added 
ouioiruticnlly as if part of this Agreement n {nbvision ns similar iti terms io pieh illegal, invalid or unenforceable provision ns inay bo 
possible and may be legal, valid and enforceable.; 

20.' DISPUTE ! If acootroversyor claim Otises out oforrclated io this Agreement, including n claim xelatiogto on octioa taken by Slock 
pursuant to the selfhelp lernedies ofparagraph 24, and the parties cannot resolve the rrutter between theteuives mlhin sixty (60) diys- 

aflec Slockis first provided written notice of theclaicn or controversy by Subcotilractor, the parlies ogree to try in good ^Ih iosettie the 

dispute by mediation tmder the Construction Indastiy'Mediotion Rules b flhe Ametinui Aibitmlion Association.’ If notsetllcd by 
mediation, the dispute shall be resolved by iinol bnd bindiog aibltiation in accordance with the Consfraclibh Ihdusby Aibibotion RuIk of 
the Anicricaa Arbitration Association, and judgment upon the award rendered by the arbitratorfs) may be entered in any court having 
jurisdiction thereof. Should a dispute suise between Stock and a buyer of n residence rcgonling maletrals supplied or woikpctfotrhed by 
SubcontToetpr; Subcontractor agrees la pailicipaie in, ood beboued by, arbitration proceedings between SlockandlhebU}'er.. 

. 31;. J1 IRTSDICnON end PRESUMPTION :' This Ageement shall be governed bv and construed under the laws of theStateofFIoiida. Any 
acljoh brought to enforce or interpret this Agreement shall be btbughlin the court of appropriate jurisdiction in the coun^ in which the 
property is located. Should any pro^ion ofthis Agfcemcnticquirc ju^cial interpretation, thepmties hereto a^ee and slipniate that the 
court interprefiog or considciing the same shall not apply thcpresuir^tion that the terms hereof shall be mote strictly constmed against a 
pony by reason of any legal conclusion that o docuineot should be Mosiiucd moro slricdy against ihcpaity who itsdf or through its agents 
prepared the some, dr being agreed that all partly heralo baycpdrtlclpat^ in thepreparation and negotiation of (Iris Agneemcht and each 
party bad full opportunity to consult legal counsel of its choice prior to the cxi^tion'of this Agreement, 

'22,' WATVER! Except as expressly set forth herein, Ibis Agreement tnay not be changed, rrtodified or terrrunated, except by on instrument 
executed by the parties hcrelo. No WBiver by eitherparty ofany failure orrefusa] to comply with the obligation pfenyotherparty,. 
hereunder shall be decffl^ a waiver of any ojhn or subsequent failure oriefixsal to so coti^ly. 


■ 33:- COUNlEkPARTS and FACSTMILE/PDF SfC^ATURESi -This Agtnmeni may be execirted in arxy number of couatcipinls,- each of 
' which'shall be deemed on original and all of which shall constitute one and the same agreement. : Signoturcs given, via facsitmld dr scon; 
PDF tronsimssion and shall be deemed ^ven as of the date rmd lime of transmission io the other pat^ nod shall be deerned origuiaL' 


34. PERSONS BOUND; Tbeprovisiohs of this Apement shall Inure to the benefit of, and droll bin'd; the heirs, excctitRS, adirudistralo'rs, 
-successors and ^i^s oflhe rmpeclivepartics. No person shall be deemed to ben third pat^beneGcIo^ ofthis Agreement orar^portion 
ibcrcdf.[Subcdntmcldr may riot assi^ jhis-Agreemmt without Stock’s xmorvyrilten consent, which consent Stock nuiy.withhold in its 
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nnd absoluie disOTlion. Stock may assi^ this Agreement to aiqr Bfrilmle, subsidit^ or other tliifd jjariy^y providing Sobconlniclor Sl\e ■ 
'(5) days'written notice ihcrcoL .. . - 

TN WITNESS WHEREOF, ihe p^Ies have executed this Agreem^t os of the day and year first nbo 


,STOaC: SIIflCONTBACTOK: ■ 










2647 Professional CIrde ♦ Suite 1201 ♦ Naples, FL 34119 


Subcontractor Basfl ACT^<»Tnent 


NAME OF SUBCONTRACTOR; 

OWNERSHIP;.C CORPORATION 
NAME(S)OFPRINaPAL OFRCERS, PARTNERS OPO 
SUBCONTRACrOR’^^R SOCtoL SKORITY NO; 
BUSINESS ADDRESs f^: • DOVl 

^ _ I /> t ak ^ ^ 


: &utf AMes^ U 

ION -J PARTNERSHIP Z. EROPRlETDR£HIP'-6 LIMITED LlABlLlTyCOMPANY 



PHONE ym -T-n-OC0d~) _.F^ 




2^-<^(a3.3. 


EMAIL jut atYibj/^ lftmbeon.Coh-> 


THIS AGREEMENT f'A^fnwO ?>*4e and entered into thb /^F^ davo f . 20 ^^ 'SrtnA b ^ -ee n Stock 

CoRj^ctibn, LLC, a Florida luniicd liebllity company, its fucecasars endibraMknaf'Saet'Tand Yigiil^ _ ' 

-! i4x^|liO^ . <£*fSVTCC't Metis . ! . —---__(-Subcontnasor“). 


I. Ab used borein the tollowing terms iball have the meaniflji^eoiiicdtinlexi the contcitotocnvinrequsea. 

(a) “Bid.TroposftT shall have the iseoninK ^redfied in Fangreph 4. 

(b) “Coniraet Doc^nU" shall mean this .\ereement, togetto with any and dl Subcontr&etor Safety &. Health Standtrdi (Field 
Guidelines), Work NotiScatioaFonns,B!dTroposak, and Pbns and Speeifications issued cr utiliTed In connectiin Wi WcnhpeitbTnKd 
bySubcootractor. 

(c) 'THA*' shall mean the Fedaal Housing Administrslion. 

I (d) "Plans wd SpecIiIeallons'‘aha1I mean proved fbundaiioa plans, fianieplans,floor plant, elevab'on plana, blueprints, construotfoa 
sheet details, end other tpedGcationt, inchiiEng F^ ramoals. 

(e) TrojeclT ahall inean the fbHowing: _ . 

(01'Stock*’ shall have the meaning spociflod in tho beginning paregrspb of iMs AgreemenL 

(g) "^beontrsetor" shall hm« the inesn|ag specified in dre bcgimlog peragnpb of this Agreement and shall jnclude Snbeonttsetar’s 
subcontrectott, laboren, materialnien, aganta, or employees, and ar^yone for ^hose Gets any of than may be' liable. 

<h) "VA’* shall mesnthe U,S.Dep8rtnwat ofYeferans Affairs. 

(0 "Wo^ shsn includn, withoirt Umhotton, any and all ofthe wo& spedlled In Paragraph 3 beW, tnd any and all change order woi^ 
extra work' faicIuM cn aU Work NotUicction Forms, usbudgeted wok, and other work directed by Stock to bepeakinned by 

Subcootractoc; indadiog but not Enn'ted to the management, supervision, financing, labor, mstalals, tools, fu^aupplios, itiIIMw^ 
equrpm^ and services of every kind and type neceataty to diUgeotiy, timely, and ftdly perform and asnpIelB in n good and woriananlike 
manner flic WoricTcqu^ by the Contract Docungnts. 

(0 “WorkNoiHicatibn Form" shall mean a written order IsshM by Stock to abOonbwlor speoi^ing certam Work to i»pcrfcmed; the 
term Work NotiRmion Fonn shall inclode forms d esignii e d "Putchass Order", “Job Start Order", "Field Purebase Order",'and other 
similar desi^tioRB end containing ceitahi informstioii aboot commencing aoch Work and thepayment fornidr Woik 


2. r NON-EXCLUSiynY; The purpose of tola Agreemeiit ia to fix the obU^^ons of Stock errd SobcontiWtor as to the perfonnanee by 
S(d)6onttactor of certain described Work. Snbocatractor ackimwledges that thii Agreement is nonexclosive thd that Stock ia hue to 
contact kith any other petseai or entity tor tbe petfbtmence of work which is toe sanie or ilmilcr to that described in this Agrednent 
Subtontractoris also free to enter into toird party contracts wito any other lubcontraetor, laborer andfor materialmen tortoeprovision of 

toe Work to be pmvidsd hereunder. Subcontractor will ciisare that toeb other work pertotined by toitd par^ asbcontractors, Itoonat and 

matetialipen does not interfm with Subcbntractoi's p erfo r m ance under toe’ Conliact Documents and ^ sudi other coiUra^ ahall sot be 
deemed a direct coiibect between Stock and tuofa toiid party subcontiuctOT laborers, ormaterlalma, Hiis A^eemeutltoan not be 
coostnia! as obligating Stodc to accept bids or issue Wok NotlEcationForma to Subcontractor. 
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3. . snfiPR OF WORK; The Woih to be pttfimned by Subcoataetor shall be num specifically described m subsequratly issaed Woric 

Nbtificatioh Fcnma but is scneriJIy described as: . ^ , t* . 

-J 

Cost Code No: __^___ 

As set forth above, in oihjunction vdtb this Agreement; Stock may tesue Work Nbcifiettion Fonns froni tline to lime, coveriog the Work to 
bo perfbmied mid rime for completion at Rich speeiEc job iocarion. Subcontractor riiall have no anthority to commence Work at any job 
jocarion vhifl it bai received a Work Notifiestion Rinn for a speciric job location.' It shell be Subebatnaor’s jnsponsibflity to obtohi a 
Work Notificalion Form before beginning any Work at a ipmfic job locab'on.. In the event Subrnbactor's proponL estimtie or similar 
document is attached to or refetesced In a Wotk NoriEcailon Form issued by Stodc, only tince mnns which define or Identify the work to 
be pafanned by Subcontractor shall be Incatpoiated as part ofthe Wotk Flotincalibn Tom and or this Agreement and any remainiog 
portiont of Subcontnetor' i proposal. cstimatB or similar docoment not be considemd pan of the Wotk Notification Fonn. this 

Agreemen t, or any agmement between Stock and Sabcontraemr. No sobsthurioDS shall be allowed In the peformance of the Wotk unless 
cctprcasly pimideid in the Plans end Spt^ertldna or eppUcaUe Week Notifintion Form, and only then iipon Subcontractor first receiving 
ell qiprpvals requited fiom Stock for substitutiabs.. Subcontractor Indemnify Stock for all loss, dano^ and espensa Jnewred as a 

result of avdi lobstltutions, whetho-ortiot Suboontiactarhas obtmned qiptoval thereof 

4. PRICING and PAYMEhTTS; : Subconbactnr haa submitted to Stock a Bid/Proposal pnianant to Stock's ‘Tnvltarion to bhT for Woi^ receipt 
of which If acknowledged thereon by Siodc, which BldTroposal is ineorporated herein by tcfcRnce.' The Bid/Piopossl may be modified 
by Subcontractor only by a subsequent written md dated amendment, as approved by and receipt nf wbich riiall be acknowledged thereon ' 
by Smek, which approval Slock may withhold in its sole and absolute discretion. Upcm accqiteece and approval by Stock, such amended 
BidTroposal shall be attached hereto and hteorporatod bereui by refocni^. The BidTiuposal h effect a the thne offoe issumea or any 
WorkNotifiearion Form ahaB be iqipKcfole to all Work to beporibtmed tbereosder, witbonl varialioa, unless bihetwice ap p ro ved hi 
wiiribg t 7 Stock. Subcontractor acknowledges that its compensation is n fixed contractial rate, subject to modi&allQn isider the next 
clause of this contract for changes in foe Work tequund. Compessatiem under foe Contract Documtnia b not hourly coirpemiation. 
Subetratntetor ngrtci thM payment shall be made to fiw ebrity named in the beginning patagi^ of this Agrracnt, and not to any 
individual poton which provides Work pursuant to this Agreement. 

Notwithsumding erring in this Agreemeht to ths contrary. Subcontractor’s right to any payment under ibis Agreement Is expressly 
cmntingeal end conditioned upoic (1} Stock's detenniiiallan that all Wodc to be peribimed pirsuant to a particular Work NotiCcstion Form - 
has been oonqileted aatisfoctotily; (2) If requested by Stock, foe Subcontnetor delrvorisg to Stock a foil and complete release of all liens 
and claims ofSoboont ia cfor and any and all of its subcooiractors end supplien ofreatotuls, labor, equipment, work, tools, services snd 
other items fomiahed in connecrioa wifo foe Work, end (3) If request^ by Stock, the Subcontractor delivering to Stock an aflidavit (in a 
form ssdsfoctoiy to Stock) that provides that so fores Sobcontfactor is cble lb ascertain, no petionbr enb'W otbrethan foe peraoi» or 
endries furnishing such wshw and rcleasca, has a right fo any aud lien or claim for tnatexisla, labor, equipment, work, tools, tsvices or 
other items fomkhed in cbnneeriaa with foe Work. 


' Notwhhstsixilog anything in this Agreement to foe oontreiy, if requested by Stocky Subcontractor’s fidhzto to supply foes: Ken waivers and 
rdesseswiTInegateanyrequestforpyTaentuntOsuchtimsaslbelien waivcrsandreleasesBreprovidcd, Ifaay lien or claim remains 


or resoTv^ such lien or ebim. including, without limitati^Ettomty's foes end costs. irSubcoatrsxdor&ilstamakeanynchrefaKl 
wifoln fifiem (15) dqysoTnotiM to Subrantractor fiom Stock, Subootibnetor shall be in breach of this Agr ee ment, and Stock tasy, in 
addition to any other right and remedy, withhold fiom any simu due or to become due Subcontractor under this or eny ofoor Agreement 
aucb amount as may be require^ in Stock’s sole discretion, to discharge or resolve any such lien or claim, and to reimburBe Stock for foe ' 
to^IIcbbis foes aad ciuts incurred by Stock. Suboontrastor ihsll dofoid, iiidemnlfy and hold bainnless Stock and Stock's purehaxcr fiom' 


the operation and effect of any lien or encumbrance arisiog out offoe pcr fon nancc of ^bccotractor’s work, and shall turn over foe 
prop e r t y subject to foe Work, including eny ireprovementa thereon, to Stock fiee ehd clear bf all such liens and escumbranees.. If any sudi 
lien or eneumbrai^ is daiirtod ^ any pstxon or entity perfontong any portion or Submtoectot’a work Ssbeoatnetor ehali, rcimcdlstbly. 
upon verbal notice fiom' Stock, discharge same by paymect or potttog a nifEoient bond to transfer foe lien or encumbrance pem foe ret] 
property to ths bond. If SubeonliBblbr obntinuea to rxeivc paymtoits from Stock; Enbcbatiactbr will hold these traymenls aad foe ti^is to 
fiitnre payments fiom Stock in tniA for foebneiic bf, and to be first Applied to paymeot of those subcontractore, Jabbrera, eqaqxneaf 
suppKere and Tnatetial siqipllen who have performed any portion of Suboontraetor’a work, before tiring any portion of such paymdil foir 
any other purpose.' In foe event Stod: hu reason to bdieve thm labor, tuaterial, equipment or other obKgations of Subcontnetor incurred L 
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steps deemed nkessay to ensme ihtst my psymeots fim Stock to Subconirsctor dull be ^Ized to pity soeb oblifailons.. Upon sudi' 
written notice. Stock msy require Sobcontrsetor to supply satis&cioiy evidence tbst Sobcontinctor's obligadoos have been p^ or to post a 
' pqroent end perfotmsnce bond ibr the piolectlon of Stock, its purchuer, end thou to whom Subcontrs^or has an obEgatkm for payment. 
The failure of Subcontractor to provide dtherof these means of fcahity shall entitle Stock to retain out of any payment doe otbecorhe doe 
to Subcontredor a ri^nabte amount to protect Stock fioa eny end all loss, damage or'expetiie imrludihg attomo'’* fees arislag bnt of or 
relating to any au A claim or Hen from one to whom Subamtnictar has an obii^dn imHl the diim or Ikn has been aatisfTed 
' Sirbcontractoc. 


Acceptance of Work and payment dioefore fay Stock under thia peragtsph shall not be cotistnred as a waiver by Stock fbr Work later found' 
. defective arid dull not releaso the Subcontractor from liability under my watianty fim deiixtivc Work dr for any obllgaddn to perforin 
' wnrianty service Work. 

'5, StlBCPhTTRACTOR REVIEW and INSPECTION: Subcontractor pcpreaalv agrees to read and familiaiiieltsclfconqileteiy with all 
. Contract Documents, including but not limited to the Flans and Sp^Ecaliona applicable to this Agretmoit or eny WoikNotiScation 
Form, to odependenHy verify all ^otmelton fumishd by Stock cs contained in the Plans and Spccificatfons and to iespm the Job site 
‘ before starting any Wo A under a Work Notiftab'onFc^ ^borntmetor ^allimniediately report b writing to Stock any dlta^nmcy, 
deficiency, variance fiom or vblatidn of arty bw^ oitfina n cc s , luka, legolations or oidera of atiypnbib authorities observed or known to 
Subcontractor b the Wo:^ flans and Epecificafiona or et the job aita All Plans and Specificaiioia furnished to Sabcontnictor by Slock arc 
i the piopaiy of Stock and shall not be dupl icated or used fbr eny purpose other ban th a pctfbiraanoe of the Work and must be returned to 
Stock at the corsplefion of Subcontnetar'a Work. Subcontractor ahall be solely responsible hr atl construedon under this AgroemMand 
arry Work Notification Form, mciudbg the tedmiques, sequences, pioceduies and meana, and for oooidmadon of all Work. 


Subcontractor has made an bdepdident fa ve a ligati on of the alte, and the soil condidons and has ^'ificd hsclf as to all of these conditions 
such that the BidProposal ineludepaytnattafbrall Work triiich may be performed by Sabcontnictor to overcome miyuhandcrpaled, 

. underground, or concealed condidoos. Sobeontractor waives eny and ail righis and claims ibr any cbaiigcs to the Work Notification Form 
amounl for any items brclaimi which Subcontractor could have becoino aware of prior to accrpdng the Work Notification Form andfor 
coniinencing Work thciocnderbad its exaininationaqrtheFiojcctbecn coixfuct^ in a reasonabloinanatr. 

Subcontractor drill be tt^nsible for inapectfog any vmik of aaoiher contractor that may affect its own Work and shall repot fa wiitfag to 
Stock any defects In such woifc upon discovery of defect prior to commencing any portion of the Work, m- it ahall be decoied to have 

accepted fud work as'coneci and fit to be accommodaM into its own. If Subcontractor shall bo delayed fa the comraoiceraect, 
prosecudon, or complodon of the Work or sfa’al I be obstnretod or hindered fa the oidady progim of the Work by an act, failure to net, 
bmiiskin, neglect or default of Stuclq any aidiitect, another contoKtor or subc o n tra ctor, or airy of their respective agate or enpkryeea, or 
' by any cause b^ond tho control of Snbeontrador, tbm the tinw fixed fbr cornpicdon of the Work may be extended fa the sole discredon of 
: Sl^ end only if Suboontactor nodfies Stock fa writing widifa Snty-cight (48) houra of the dlacovciy of die cause of such delay. 
SuboemtrE^ expressly agrcca not to tuaic^ and boAy wuives, eny claim fbr damages oh accbuut of any ddny; obstroedon, or hfndrance 
fyr any cause whalaoever, ioclcdfag but not limited to, dteafoiesaid auses, and agrees that Subconlractoi's role right and remedy in dm 
case of any delay aboil be an ext^on of die time fix^ fbr completian of the Work. 


6. PROSECUTION OF WORK ; Subcontrar^rsball cot^crate widi all other contmotora agag^ b)' Stock to the eflitot that theirWDtk riiall 
not be impeded and shall pye such other contractors access to the job site necessary to perform their contracts.. Subcxmtrector ihalt' 
perform the Work in a prompt and diligai manner Whenever ssrii Work, or any p^ of it, becomes available, or at such other dmo or dmes 
u Stock may direct so as to promote the pro g r es s of the entire FroJ^ Subcontractor shall not delay or otherwise fa terfer e with or binder 
the work of any other rontnetor on the job. If the work or praim^ of aroibar is biadered, deley^ or deraagod by Subconttacior, 

' Subcontractor will pay fbr all costaand damages mciiiTedby such o^paityai^ will cauroallnichdama^ to be conectod to the 
eads&cdon of and withofa c^ to Stock. Any itiuetiala that are to be furniabed \>y Subconiractorltacunder shall bo fionisfaed fa aufiieient 
time to caabie Subcontractor to peifirrai and compile its Work with the time or tima provided firrhticfa or fa any WoikNodficadoa 
Form. If, in the i^inion of Stock, in its sole discieUob,' Subcontractor fifis b^fad fa fiimithing the necesracy labor and/or materials to 


the rate of ^giVM, includfag, but not ifaiit^ to, facrcasfag the labor fbicc, number o f ahifta and/or work auch ovnrimo as may be 
required, at ha own expense, to tnfag its part of the V/oik t^i to Che schedule catablished Stock. Suboontraetbr agrcca to leimlniraocr 
p^ Stock, or Stock may withhold prqrment otherwise due under this Agrecramt, fbr any and all damages that Slock m^ lustafa as a result 
ofauch delays by Suboontractor. Time is of the cssace fa this Agrceniat, 

__ ^ _ ' _ ^^ 
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Sttbcontnictortfaailp^na all Idxirinallioninsh and voikasnlDce sunns; sccoidtng to thehi^estatandards of tbe trade. 
Sabcontrector.miRnlB that all labor done and iny malsiala furnished by l^bconlractor vnll mt^ or exceed IHA minimnm pspexty 
Etandsds, VA requirements; any applicable building code roqoirenteats and all Stock requirisnests.: Should n dispute arise as to (he proper. 
int e rpre t ation of this AffeancaUcT any work or material performed or iiirmdied hettunds, which cowuxtu thepardcs hereto only, or 
which concerns Subcontractor and any othscODtFactoT(E), subcontractorfs) or tcpplier{s); the dilute aball bo decided Stock, wlwse 

decition thereon shall be final and cbnduatve. In any event, and in sprtebrany dispute daim, orconttoversy arisiogemtof thit 
Agrcemrat, Subcontractor shall proc^ diligently wrdi file'Work, pending final dctcrmlnitinn pursuant to ar^ diqiates cltorae orpoisusnt 
to Btiy otlier action taken with respect to any dispute, chim, or controversy. 

7, i MATERtAtS 'and EOUIPhtENT; Eubeontractor dull secure and reaintam material ordered by. Subcontractor unta completion of the ■ 
Work and satisfadion a cce p tan ce bi‘ Stock. Subcontractor shall be responsible for the receipt, delivoy, unloading boheios stomge, 
waidtousing, protection, tnnianoo and all ofiier r^s of loss idaiing ro any materials or equipmM Eubconbnetor is to furniih. fustdl, 
provide, or iuve provided to' it under tlni Agreement Sutontiector sbdl adequate supply of materials on hand at all times; as 
r^uired to meet production sdiedales. Subcontractor shall be iKponsible for fiie security bfdl materials on the jobrite. Further, if the: 
Wodc requires the instailatlon of materials Atm^ed by others, h ahall bo the rc^nsrliility of the Subconliactar to exonine the items so 
provided, and to thereupon bzmdle, sto^ and ii^all the items widt such skill isid care (b ensure a satisfictory and pro p er kistalbfion. 

or daiTuge to the tiuterials due to eats of ocglificnce by the Subcontractor shall be deducted from any amoonta due or to benune due to the 
Subcontractor. 

8. SUBCONTRACTOR REPRESENTATIONS: SubcantrndorTepreseatsandwuianisihititisfunyipjaliliedincnte^cctstopsfomithe 
Work and shall at all times maintain strict disc^line among its employees. Snbcontractor than sigicivise and direct file Work competmlly 
and efnciaiUy, devoting s^ attcutian Ihucto and applying toicb s^ls and expertise as msy be necessaiy to peifimm the Woikin 
Bcconlaaca with the Contract Docnmenia. Subcontractor shall be le^nmiblB (0 see that the finished Work co^Ues accurately with the 

Contnel Documents.' Subco'ntractoragrcea not to emplt^ any persw unfit or without suflicienl akili to petform (he job for which 
Subcontractor was retained for the Project. Subcontractor sgiecs Stock shall cot provide trainmg of any IdndL Accotdhigiy, it ta the 

sole re^nsibility and expenu of Subcontraettw to provide training fer the Subconiractor or its eiqiloyeex, agenta, or subcooiraitora 

Subcontractor ahall not diaciimlnate agBinst any employee or applicant for employment because of race, creed, color, sex, age or national 
origin. Sobcontractor shall comply mth all equal opportunity or affirmative actioa rcquircrooils or plana aa may be set forth in the 
' CmuractDocumniif.. 

: Subcontractor shall at all trmos lemain an indq>endent contractor, solely responsible for the Work, methods, techakpies, procedures and 
. Buptrvirion end cobrdinnlrag ol portions of the Work to bo performed under this Agrecmeat snd Field OiikfeHnea, No provision baojf 
shall be construed to make Suboontractor Stock’s agent. All person emplcoird iry Subcbalnctor. or Subcantrectm’a aub-coutsetora to 
perform scryicos in Mrm^on with this .^greeroalt abali be rmder the exclusive control and direction of Subcostractor or Suhcbhtiaetor’fi 
subcantractors, it being Aie intention of the parties diet Subcontractor and its subcantrakors shall be and ronain an indepeedod contractor. 
Stock thBlI not exert actual control, nor possess die r^ to oontrol, the actions of the employees of Subeontraetdr or Siibctmtiactor’s 
subcontractors in perfbrmtog duties under fiili Agreement 

Subcontractor shall fiilly protect dm Work fidni loss or damage and shall bear the cost of any such loss or dam^ until finsl p^rnetU has 
been made. ifSubcontractorqr any one for whom Subcontraetor is legally liable for is rc^nnsible for at^kMs or damage to the Work, or 
oAcr woik OT materials of Stock or Stock's serrate contractors. Subcontractor shall be chafed with the same, and any moniet necessary 
to replace such loss or damage shall be deducted fiom any amounts due Sobcontnmtor. 

Subcontractor shall not load nor permit imy part of any structure orprop^ to be load^ in any manner that will endanger that sfioctiire or 
prppaty,norEhallSubconttactoraubjec(atiypBrtofdu3WorkorsdjBcen( pnipgt y In tinsKni nrjmvntm iha f iyni n 

9. LICENSES BtHl PERMfTS ; Subcontractor ahull, at Subcontractor’s sole mqiense. hold end maintain all required ot^in 

in lequinil pemiits end shall remply wifh ell laws arid ordinances and the rales, regulations, and orders of all piibHo aulhoiifieBrelating to 
the petibrmance of the Work. In the event of termination of this A g reement , Subcontractor ehali imtoedlaicly transfo and assiga to Stock. 

. any ar^ all applicable certUicates, permits, contracts, subcontracts, and purchase orders tdaling to fiio Woik. Subcontraotor agim that 

. Stock ia not raponsible fijT providing art)'tools or benefits for the Subcontractor or its employea, flgents, or subconirecttmi. 




]0, RF/TirT.ATORYrnVlPlJANCEBrKl HAZARDOU S SUBSTANCES; TlieOoaip^alSafrty and HedlhAclofl970,*s 

anicndsd (OSHA) established regulttkihs entidod OSHA Hazard Ctomunieation Standairf. Aocardingto the regolalion^ 

mmufeewrOT of hazardous tnaleriaU are fumfab MaK^ Safety Data Sheets (MSDS)Eiv!oginfcnnBSon on prc^lui^ 

and prec^onaiy measww in using the mafeiials. Maty substances commonly In lesidentid cwiitniction fit the detcri^n of 

hazarfoia mat erials esablished Vy OSHA. Subcontrector shall comply with ail ^lations pertsming to the work and any m^'als 

used In fte work, Subcontiactor shall have sole and exclusive lesponsibnity for lialniag io raploye^ subcontmctora and supph'ss in the 


■ aCViCCS HCWwu/U# lu ri'.-----^ 

obtafti all MSDS^pcrtamingto ar^hmidoua matcrid tied or axeted in dicproccasofp^onningthe work, md didl di^Ibutecopies of 
such MSDS's 10 Couipany and to all other edntnirtofs.snbcontractom, and MppH«p^oiniing work on the site. SubcontnsetOT diall alao ' 
obtain fiom all olher contractors, Ribarntractora and supplios performing work on foe tlt^ copies of aU MSDS'a lor all hazardous 
materials used or created by such edntraetpra, ai*MntractotBor8npp'*«». and slufi retain oppiea of such MSDS!s ami providetlian to ■ 
Subcontractor's employees subeantractors and siipplieni as reQoiied by the OSHA i^iafioni. In otto ■words, SubKsnlrtctorriust. 
extjjangB MSDSb wft all other eontraclors, aubeontraetora and suppliers, and implement a trailing prognnn te its enylo^, 


: Sobcontroctor ackiwwledgea snd imderata^ that the Project may be subject to the requirements of the Nafional Pollutant Uischarge 

Eiimfaation ^ten. US nnended (NPDES) end Clean Waieri^ as amended Su^mwor it folly aware of tbeNPDES and 

eWA and shall not in any way infeiliere, damage or in any way negativrily Intptcl the itmcturB and/or pmceduiM in place or to be 
implemented at the Pioj^ pertaining to NPDES and CWA,' Subratractor abail be'rnponiible for any loss, damage, fine and penalty 
incurred by Stock or Itt ofillialea due to ach of negligence by the Suboontractwand sudi costs and openses ^ bo dedn^ from any 
amounts ducor to becorao due to die Subeoniractor, Further, Subcontractor slusll indemnlly Slodc for any and all costs, fines, poudlies and 
expeasea inenfred by Stud: as a result of violafions of NPDES and CWA caused by Subcontrartor. 

11, FMRRfTENClES: In the event of an emergency afieeting the safely or protectiem of pusons or the Wotk or property at the job site or 
adjacent thereto, Subcontractor, without special Insttoetion or ai^rization fiom Stock is obUgated to ect to pieyenl tiuwtated damage, 

ir^^^yorlo» SubcontractorabaIlEiveSt»ckwritlror«ticevritWntwatty-fonr(24)hoin8Bftertf«occniintccorfoeem«^ 

Sobcontrectorbedievea toat uny significant change in the Work or vaiialiona fiom the Contract DocumenU have caused iheteby. If 

tho Stock detemmes that a change in the Contract Documents is required because oftlietelioottkcn in response to an emergency, a 

Change Order shall be issued to document foe oonsequenees of foe changes or vniinlibns. If Subcontractor fiiils to pros'ide the twenty-four 
C24) hour writtea iwUco noted above, foe SubconttiictoT ehall be dwmed to have waived airy right it otherwise may have had to sack an i 
adjustment Pricing or an extension to the tenn of fob Agreement. 

to ^«;«nivn>nnNOFUAHnJTYi Subcontractor agrees to, and heitiiy docs, assume full lesponsftility for any and all acts, negligence or 
omissions of Sobrontrector’a etnploye*x, laborers, agrots, mefcrialraro, and snbcoBtmctora and aoy and all employ^ and agcnla of the 
afoiemtsilioned, and aiy and all ofotr persons doing work under an oral or written order or contract yrith Subeoniractor, 

13 ; iNnFMNinPATTON. HOLD HARMliiSS & DEFENSE; The Work performed by foa Subcontractor shall be at foe risk of foe 
Subconfraefor ewiBsively. To foe follest extent permit^ by law, «t Sobeonlractor's »le esqumsc, Subebniracfor shall bdemiufi'. defe^ 
and hold harmlera both Stock and foe Owner (if different from Stoidc) and their affiliated ^saies, parents, subsidiaiie*, partnoa, joint 
reptesenlattves, members, designees, officers, directors, ehsrehold^ euqiloycss, agmts, successors, and Bsigns (tbllccdvriy 
tefened to as ‘Indemnified Pariy.lesT oC fiom, and agslnst any and all clainii concemlng, pertuniBg to. related to. arising out of and/tm 
connected with foe Work and COnbart Doewnents, including bid not limited to demands, wis, liabilities, causa of action, diara^ 
aI.Im'h tor bodny injury, death dr damage to property. Jud^neats, contracnial litbllitiea, mcliriiag costs and expensa associated foeieto 
which include but is not limited liryestightivx and repair co^ sitoroeyi' foes and eo^ coniultsnU’ fees and costs, aal oto expeswes. 
any of which arise out ofi rdate to, result fiom, ate occasioned by, contributed to by, conneicted wifo and/or are In ony trey causrf, in 
whole Of in part, by the acts of, dmiraloni, Mures and/or performance by Bubpdntractor Rd.Vv ^ of itt suboontraetora, laboresi 
msterialmen, agents, orejjq>loyee». or an^c for whose acts any of them may be liable, as to any of the follmybg (colledi\ii|Iy teforrod to 
es'Ctaim^: 


(a) Work as teqaired by foe Coobad Documcab and under this Agroomenf; 

(b) construotion or ofoera aervices as retired by foe Contract Documents and under fob Agreemoit; 

. (r) mtiw lnlt fiim!«hed'as required by foe Contract Pdcumeats end undafob Agreeroait; 

(d)violafions of allege vioIalioM of Occupadonal Safety old Healfo Ad of 1970, as amended, or to reflations piomnifted thereunder, 
aikh’dr to violations or alleged violations similar state liws and itgobtioni; ■ 
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: Stock Initisls. 
Subcontractor InltblsSi 






(eiinjurfes bJ/to md'cr dostnietlon of iaagible propnty, jncindiog i5ib lots of we or cconoiaJe loa 

(WcfcdiwIy pfffojiiiHi andfer alleged drfcclhrely pai^ Wo* by Sub^fractor andfer any of it* *utamtraotni7, lahoren^ 
roalaialmeii, agents, or employees, or anyone for whoso acts any of diem rosy be liable; 

telbrcachoftbisAgictmientBad/or. ..... .,, 

,0i)a^ or omissions wWcb rndude negligent or wimi miscondnsl of Sub^lraetor sndW eubcontxaetors, laborer 

malerialmeh, agents, or employees, or anyone for whose acts any of Ih^ may bo liable^ whetha- scliveor pss^ 


In Wlinle or in Part; Subobnlraetor'a obH^'on to indemnify, defiaid and hold baimleaa die indenmUied Parties, shall not be ranstr^ to 
ne^; abra^ trt oftcm-ise reduce any other ri^t or t^iigation of indemnity whidi would oihervnse ctlst to any ,party or person 
described in this PemgRph 13. 


• Subeonmetor’a obligation to Indemnl^. defend and hold harmksi the Indemnified Parties is tgjpitaiile vdiether any Claims are caused in 
pit by any bfthe Indemnified Parties, whether actiye crpassivc. 


‘ Subcontraelor’a cAlisation to indemnify, defend end hold haratless the [ndemniCed Pinto is applicable whether any Claims are ^ ' 

part by the can ciu t eo t ad(a), omission(s) by entt'or negiigeneebf any, of the Indemni^ ^es, wbrtha active or psssiye, provided 
however sold r""*'_ n—-i.-H lt!« fm^t^nwnKnteneirUirenceOTWninUI&UCOTldocto 


I .w,>..t;nn«ion OhhWont A Florida Statntes. Section 723dl& WWirtgettl in any and all Cto, Snbcontacfor*s obliga^to 
detod md hdd Sbs fte Indemnified shun Ml be limited in any way by any Junitanon on flic amount or type of dtmn^ 
edrupen^on. insmrmce rerpiirements and limits set forth b Exhibit “A”, or berrfu ps^le by/for SuUoor^r or any ipbcortia^ 
undB wnifceii’ or workmen’s compensation acts, disability acts or olher en^iloyce ads. Kotwilhitijrdm| the foregoma 

SubcontmetorV obligation to rndenmify, defend and hold hsrroless the Indemnified Parties shall be Irmrtnd to the greater oK 


(a)A maximum of $5,000,000.00; irt 

(blthe amount ofthis Agreement sum; or- , j u 

(c)lhe mialmum amoimt of insurance coverage limits available to the Subcontractor imda any and all pobcies of msunmea and awilicable 

toanyacimCsV 


The parties agree and acknowledge ihnt this limitation bears a reasonable eommeteial leMonshb to Ihit Agreonart Md the services bong 
provided howmder, and this indemnity clause is inlaided to con^Jy with the P^’da laws on indemnity nnd ^fically to comply with 
Florida Statutes, Soclioh 725.06, laoluding any amendments foorcto, and is to be inteipreled to aud a way » to bo fiilfy erifor^lm If any 
woid, cl^w piovirion of ais Peregraph 13 it deteonined not to be fa tomplianeo wHh Floridi Btote^ Sc^n 725.1^ including eny 
Emenaments tbereto. 


nirtvtn Defend: Subcontractor’s duty to deftnd under aisPaisgrsph 13 uindcperidcnt and separate fern to dofy to rndemrufyand hold 
Smtot^idto d«y to deftiid exito regardless of any uWmate Mability of Stock inibrimy Indcmrufled Party. Tlwdny to 
immediately upon presentation of a Claim by any person or entity with wrilten notice of such Claim being provided to Subcoctrsetor. 


' g.m,-»>.tPmvMon: Subcontractor’s obligation to indemnify, defend and hold harmless vdn aurvlve the expiration or eato lermination of 
this Agreranent imtn it is determined ^ final judgment lha an action against the IndenmlfiBd Party,les for any and all msttera mdemnified 
is fiilly and finally barred by the applicable statuie of limitsilons. 


Wnlver of SabroBBtlon ; Subcontractor wmvM any ligto'of subrogatlonagabst Stock and dial] require .any of Subcontricl^s ■ 
m bf li^mn-, i mitterialmen. tigents, or enqil^ees, end anyone for whose acta any of.focm may be liable, to waive therr 
Bubrogiaiba rights against Stock 

Secure Perfotman^ At to sole discretion. Stock may withhold, from time to time, from any monies oflierwrsc.doe Snbcpntrai^ ■ 
■hereunder or under any olhsr contram or sgreements, a tom of money, which. In the sole judgment of Stock, ahaU be sufficient to aearro me 
pcrfotmance of Subeontractor's obBgeflons under Ih'is Paragraph 13, 

Notice! Stock shall prov^ written notice of any Chums wi^n sixty (60) days afier Sto* become* iBiEootbfy aware that Siicontractor 
rnay be liable for any Rich CWms, 


ta ffimcoNTRACTOR WARRAMIIE; 

Subcontractor and incoiporaled in the Vr'o*'wfll be new, nrdessotl ^ 

■ Subcontraiioris Work shall be ofgood ^lity, fiee of defeeta sad in conformity wWi the Contract Doenmorts. it Is imderstood between 
foe partiw hereto ^ all oquipment, iratorials and Wo*not to in confoimiiy shall bedefcclivo. Sobcontraetor ^iflcslly r«rees foat it Is 
T^nsiblo for foe pratection of the Work imtil final eomplation and foat Subcontractor will maia good or replace, at no expwse to Stock, 
any damage to the Wotkvfoich occurs priorta siiid final completion. Inspection by StodtahaU not relieve Subcontractor of to obUgatiori 

herein. mlHrv^NTBAfTTOR ^JRTHER WAlUtANl Sm^T ALL LABOR AND MATCRlAlSFURIfiSHED BY __ 

--—^ ’ ' ' Stock Initial s -i 
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SUBCONTRACTOR SHALL BE FREE OF DEFECTS FORA PERIOD BEGINNING ATTHE DATETHAT STOCK CONVEYS 

•riTLE OFTHESUBJECT OFIME WORK, (HOUSE OR CONDOMINIUM UNIT) TO A PURCHASHl OFTHEHOUSE OR 

CONDOMINIUM UNIT. AND CONTINUING FROM SUCH DATE UNTIL THE LAST OF TOE FQU.OW1NO TO OCCUR (1) ONE 
YEAR' (2) FOR TOE DURAnON OF ANY UMITED WRITTEN WARRANTY GIVEN BY STOCK TO SUCH PURCfMSER OR (3) 
TOEDURATION OF ANY COMMON LAW OR STATE OR FEDERAL STATUTORY WARRANTIES OP SUCH PURCHASERi OR 
SUBSEQU^ PURCHASHL OR ANY OTHER PERSON ORENTTTY, IF SUBCONTRACTOR AGREE TO MA^ AT 

SUBCONTMCTOR’S SOLE EXPENSE,’ALL REPAIRS AND CORRECT TOCH DEFECTS IN ORD^ TO ME ET AN Y OF 
SUBCONTRACTOR’S WARRANTY OBLIGATIONS WITHIN EIGHT (8J HOURS OPNOTTCE (ORALOR WRITTEN) OF SUCH 
DEPOT IN AN EMERGENCY (DETERMINED BY STOCK IN ITS SOLE DISCRETION) AND WITHIN FORTY-EIGHT (48) 
HOURS OF NOTICE ON A NON-EMERGENCY B^S. ta addition ^bcoirtrielor shall tnnsftr any MdaUirpplicaHe iiiimnraamtf 
wOTsniies, ibgEiher with aO servica and opoa^j tnaoMla for niaieriali fiinilAod by it under this Agrcemmt, to Sto^ when fte V/oik is 
eompletrf «• this Apwmsot is lenninate^ whidwver Oecais fiisL The warrenty conlained in this pani£i^ 14 Is In addition to any other 
fpedal wnianties re^utned by contract or law, aid such waiianty does not neigate or tbiidse Stock’s to imert claitns rorhtent or 

patent defects in acconlBnce with at^ticable law. 


' The Subcontractor agtees to satls^ such warranty obUeadoss which ^pear within the wananty or gunrantecperiods established in fte 
. Contract DoeunientswithoutcdsttodieOwnerortlieContractor. If no gnarenlw of WOTtmlv Is reotrittd of the Contractor in Ibe Contra^ 
■ nnnnVimfii. then the Subcoiitreetorshsll putrantegor wTtrntntv the SuheomractorVoric (Qr.tteJXriOd.pfpne fl) veer from Oitdltrid-af 
cnTtvpvaneeto tfio end Utcn 

The Subcontractor further osrecs to estecote any ipeciat guarantees or. wantantfcs drat shafl be requited for the Subooatractor’s Work prior 
' to final paymenL 


An and warmntiea must be aubmittod to the Contractor in n form accqiiable to the Contractor prior to and b a condition for 

final paymenL 

Snhcontnictor espiotilj- agrees that all twfranties nade by it in thia Agircmeal shall mrvrvo tfie taminatlon or ^irarion of thh 
AEnecrnent for any reason prior to the eaepiration of the foil warranty period. 


yria 


15. RUBBISH andDbriRlSt ******r.-,——--- ■:—:-t—:-—t - 

Work or thiit of Its 8uhcontr2|tora arid to reoiovSSfw&e riratorials and rahbish on conrpletion or terrnination of its Work togrther willtaW 
tools, equyment, and nrachineey. Subcontractor agrees that upon ten na iati ng its Work at foe site, Subeonlrrti^ shafl conduct pnetri ^ 
ci«n-upopaBtiona,InclodIng,butaotlimittd to, the cleaning of glass cnrftces, paved strwts and walks, str^s and inlniorBociB and’ 
walls, where applicable. Any personal property left by Subconbactor on or around job rite for thirty (30) days following eomplerion of the 
Woik, Kctuding any Woikpwfbnned pntsuanl to warrantyserviccobjigations. will become the property of Stodc. 


IG. ALIGNMENT: SubcontrnctorriiallriotiissIgntftlsAgrceinentorBnypayri^taduaortobecomedoebCfeunderwllhoutlheprwr'writtBn 
consentofStocViwhiohcQnsttrtniaj'bewithhoIdlnfoaBoledlsetctloaorStodc PqmenratoSnbconriactorwr’llbcnesdemaeeonJanee 
■ whh' Stock's cutiem publisbed paynient procedutts, as the same miy be amended from tiine to thnn. Psymeat to Subconlraetei of all or 
sBiy portion ofimy ptogreb payment or foe final payment shall not constitute or imply or ho evidence of perfortnatico of fos Woiit by 
Subcontractor w ecc^fence ofany poifom of SubcontiBCtor’s Work by Etocfci or la any way waive dr airect Stock’s cldms or ri^ts 
' agsirut Subcontractor.. 


' 17.. Rtrvk rmvac the fieht to make changes fa the Wwk in foe naturo of additrons. defetlons. or modifications, without 

' invulldaforg fort Agreciricat and agrees to make corresponding adjustments In foe contract pnre end time for pcrformence., All 
.changts will be anthoiiaed by u new writfea Work Notification Fom wdiich will include conforming changes in my 
BidProposaL p ayrneat ^tsdule andfer tiriie for peifonnaace. 


18., rNSrilRANCP RFnrtTHFMRhfTR; Subceotrador riiall procuro and maintain braaruncopolidei In foe form and amounti as set 
firth da Exhibit “A”, hereto end incorporated heroin by reference. All eovci^ riiatl be placed vrith ari insunnee 

datrieis duly admitted in foe State of Florida arid ahall te reaaonsbiy acceptedrlo to S(^. All Inaurance carrien must tnainteia an 
AM. fled fating of“A-Vnr or better. C^fied copies of all insaisace poBcies ttHa be msdeavallaMB and provided to Stock 
■ within ten 00) days of Stock’s tegued. The word “aalma" used In this Paragraph 18 hasbeea defined foPsiagraph 13 alrove. 


■ pnHntCTtnwim in tneurtwee PoKeies: la dddltion to Exhibit •'A”, foe Sul^ntnuto Aall cany and maintain cerainerclal general liability 
insurance on ISO form CO 00 01 1001 (ora aubstitule form fuovidiug coverage equal to or grraterthaa said form). All policies of liability 
_ {naureiioe shall an Additional InauTftiEDdoisemtnt cm ISO form CO 20 iol l M (imttsifostitirte form piovidiiiRCoveaRtt equal to 
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' or greatu ftan said fonn which \rauld at a n^niaraih additional losuitd ataiiu widi respect nising oot of Sobcontractot's Work punaant to 
' thcCbrnnctDocumeataand whichprovidescovengeboibduiingtbepniductsoompIcfedoperolionahBzatdpcnod.) Sachtmunmessiun. 

< cover liability erisin^ out of premises, pperstia^ indep^enl eommeton, producis-cotnpleud eperations, poKmai and adveniahig injuiy,. 
bodily bvnQ , property damasCi ond liability Bsiamed coder an insured contract (including the tort liability of aoodier assumed in a 
business coniiacs). Them ahall be no endonement or jnodificBtion of the commercial general liability; eacess or umbrcila covoage forms 
which cont^ any of the ioDowing: 

. (a) Limitations or Modiiieallon of ContraeWl Liability Language; 

(b) limitations or gxcJnainns for Damago to Work Perfonced by Sub Contractors; 

(c) Liinimlons orExclosibna fbrReeidcntisl WcA 

(d) Limitatians orBedusioasibrMulH-UnitOwellingt 

: (o) Limitations or Exdusiohs related to explosion, colUps^ underground property damage; 

(i) Polhrtioti Erceiusions;ar 

(g) worlepetfonned taboontraefors. 

Arid ttionai Insured! Slock ahnil be Rttmed as an edditiona] ihstutd. loss payee and certificate bolder on cadi of the policies as outlied lit - 
Exhlhil Coyerags coda ail policies shail be afforded to the additional insureds whether or not any Claims tat aetualiy is litigation. 

' Stock aheli remain as an nddltianal insured on each policy for a pniod not less dian ten (10) contecutive yesra bom the dale of fmal 
conml^lon of entfre eonstiuction pnsjed that is the subject of this Agreement and tho Contrad Documents r^ardless of the when 
the SubcontreetDr. Sobcontractods adicontractan, laborera. inateitalmen, agenti, eii^Ioyed, andbr anyona for whose acts any of them. 

' may be liable, ampletd or ftaiahes any Work or any other cemt^ction work, and/or regardless of the dates any ccrtiltc^ of occrrpancy 
. are issued. Subcontractor’s obligation to have Stock lemain as cm additions) huuted on each policy for a period not less than ta (10) 
consecutive yean fiom the dde of ftnal completion of the ertire amatnrclion pmject will autyiyo the expiration or eoriier termindion of 
this Agteemeot until any and all Qaims are fully and finslfy bamsd by the grerner of any nnd all atatate of limitation nr itatute of 

repose. 

Priority onamranee Covemge : h is the intent of the poiiies dial all available and applicable insurance coverage of the Subcontrector, . 
whether pnmaiy or excess or umbrella policies be pnmuy cova^ for any and all Claims concerning paining to, rdat^ to, arisiag out 
. of and/or connected with the Wort; and Ciontract Documents,' tegsidlesa of who makes s^d aaims. Plslber, the parties intend that Stock's 
: insiiiancepdUciesboeeuiesaovErBvandBDayailableaadapplIcableinsarancepoliciesorSuhconiroctorforihBixiiposesofiademnliyBnd 
defense of Stock:. 

rettif;cate?i of Inmirance : Prior to commencing any Woifc ondertbis Agreement, Subcontractor shs] I submit fO Stod; copies orpolioies or 
. Certineate orbisunuee that oonfiim appropriate insurance coverage.. 

Each Certillcate of Insurance shall provide that the insuitr must give Stock at least nln^ (90) prior written nofa'ce of ncn-renewal or 

material change in covxrago end termination of tfic coverage thesmmdtr. Not less'to two (2) weeks prior to tho cjqiira^ cancellation 
or^troninetion any such policy, the Sidxontmstor ahall at^Iy Stock with a new n^lacemest Certificate of Inaurance and add^nal 
insur ed eadoiaementa as proof of renewal Vepiacemeot poUelei of {nsunnee. 

siibcnntraetor’i Notice to Inmrence Cnrrierr md Agents : Prior to commencing Bijy Work under ihia Agreemeoti Snbcaaltactor musl 
provide a fblly ekecuud complete copy of this .VgraemcBt with B<Mb{t~A" and bU aioeadntonts to each of its hssutaoce agents and : 
iniuranM catrioB. Within ten (10) de^ uRer execution by the parties of any . future amendmcnii, mc^iScatidns, additions, delerions,, 
Changea or addeadums to fills AgtecmeinL Sobeontractormurt provido a fiiiiy e«cuttd complete eopj of this Agtteroenl with Exhibit “A”, 
as amaid^ to each of ha insurance sgoitf and miuriuicd enriiets. 

■ .Snhcnniractor's Subcontraernrs; Subcontractor acknowledges it shall art subcontrsrt aiiy part of this Agreement without supplying Stock 
proof that ali Subcontractoi’s subcontractora, laborera, materialmen, agents, or employees, atxi anyone for whoso acts any of (hem may be 
Gable, obtains and mainiainB appropriate insurance dovemge u detalid in Exhibit “A^' It (hall be Snbeontnetor’a sole terponriblH^ to 
• ensure that Suboonlnictot’s lubcoutiBCtori, labdtms, mawitlmeji, agents, or eh^Ioye^ and anyone fcr whose acts any of them may bo 

I liable, fidly cdmpllM wifii this Piufagta^ 18 emd Exhibit “A’’, and fimire amendnients thereto. 
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Additionally, and prior to conunenceroent of the'Woik, (he Subcbninsctor ihall provide Sfoelc with a Certihcate of Insurance showins 
inaonnce covengcv In compllzuw with Exhihlr ‘‘A*’ each aad every Sohcootnctor'i ni^mninors, laboitn. materialmen, agenti, and/or 
employees, and r^one ibr whose acta any of them may be liablob Covewic shell be no less than the limits ns described in ExMbit 'W. In 
the event any of these policies are te r mina t e d,' to any reason, the Subcontnetor shall previde St^ copies of Cetriricatn of InsutsnM 
showing Rplacement enveisge in r^pllanoe with Exhibit 'A'*. 

'Waiver of Subroriition ftom Inmers: Subcontractor shall obtain fiom each of its insurera. a waiver of aulrogalion ai to each of its 
Intoarice policies, h> fiiynr of Stock with reqiect to any Claims ctracemiDg, pertaining to, related to, aioing out of snd/or cocnected widi 
fbe'Wotkand Chntisct Docomentsi 

Breech; Failims of Subcontractor to maintrin complete and appr o pri ate insurance is n material bre^ to this event, in addition the all 
other tem^y provisions In (his Agreement, Stock can elect to (cimhnle this Agnsement or to provide insurance nt Suboonti^ai’i sole 
expense; in neidter case, howet'er, shall Subeontractor* a liablii^be lessened. 

19. COMPLETION: Immediately upon topotomatMofany part ohheWoric, as between Suboontmemr and Stock, title thereto (hall vest 

in Stock to die extent permitted by law; {nnvided, however, the vesting of such tide shall not nnpose any obllgadoBa on Stodc or relieve 
.Subcontractor of any of tte ehligstions heretmder. Upon completion oftho Work descn'bed in any Work Notiiicstian Fonn, Suheontmetbr 
shall request the Suck t^xi^tstive bn the site lb nniinn coi^Icdon of the V/e^ ThaeafW,'provided that Suboo'iitrector fa sot in . 

breach of this Agreement, and provided that Sobconlractbr ia odierwise entided to payment nnder this Agtoment, upon ooriiication to 

' Stock, Stock shall piy Subcontractor to the Work described in (he WoifcNotlRntlon Fotm in ao^aiM udlh tha Woik Notification 
Form arid the Bid/Proposal within aixty (60) diya following Stock's receipt of a request for payment from Sulico o iracror. Subebatnemr 
hereby agrees that if Subcontractor iiiilt to request iibm Stock any tom, inchidiog, butnot limited to; wages or contnet soma due under this 
Agreement or any Work Notification Fonn, within ninety (90) days from the date they became due, aaid sums to Subconhactor and 
Subcontractor shall have no clarm thereto. 

20. WAIVER; TO THE EXTENT NOT PW)HIB1TED BY LAW, CONTRACTOR HEREBY WA1\’ES AND RELINQUISHES ANY AND 
ALL STATUTORY OR COmRACTUAL RIGHTS THAT IT MAY HAVE TO OBTAIN STOP KOHCES OR LIENS, MECHANICS* 
OR OTHERWISE, AGAINST THE PROPERTY OR IMPROVEMENTS THAT ARE TUB WORK AND AGREES NOT TO FILE ANY 
SUCH NOTICE OR UEN AGAINST SUCH PROPERTY OR IMPROVEMENTS FOR ANY L\BOR, SERVICES, WORK, 
MATERIALS, EQUIPMENT, TOOLS OR OTHER ITEMS FURNISHED TO OR FOR STOCK. TOTOB EXTENT NOT PROHlBnED 
BY-LAW, CONTRACTOR AGREES TO LOOK SOLELY TO rrS CONTRACTUALRIGHTS FOR RECOVERY.. 

21. TAXES'CHARGES: Subcontractor shall irav all taxes, contributions and/or ertmiuma navable bn ila arnJovpca or on ila ouenriima under 
workers’ compensation lawe, unettqrloyment compensation lows, the Federal: Social Seburity Act, bealih and wtjfiiro benefh ploi^ gross 
businen (axes, sales and nse taxes, eontributious aml/orpiernioms which are payable l^r the emplo}'ee3 and the Subrontnetor shall 
indemnify, defeixl and hold Stock harmless frotn bB iiabOify. loss and expense resulting fiom Subcontreclot’a falhte to comply with these 
requirements. Subcontractor shall compfy with all roles and r^tlationt at any time ^ipUoable bartto and aball, on demand, ^stantiate to ' 
Stock’s reasonable sstislimtlonilmt all tsxea anti charges are being proptefypaid SUBCONTRACTOR SHALL BE SOLELY 
RESPONSIBLE FOR WITHHOLDINO TAXK, SOCIAL SECURITY TAXES AND STATE WiEMPLOYMENTTAXES FOR ALL . 
EMPLOYEES OF SUBCONTRACKHL 

. 2L, DE t-hCflVE WORK; - Should Stock rwtHV Suhoontrador (ctall v or In writin gl that any part Of iho Work ia incorrect and does not conform 
to the terms of the Contract Doemnenta, Sub contra ctor ahall immedialdy being to correct such defccriro work and shall conqilete anch 
> collected work within fbiiy-ei^l (48) houraimless Stock shall agrw to a hmgsr period.' IfSubcontradortefi^toperfbimcnycatTecrive 
work, Sabcontiactor shall waive the above described forty-eight (48) hour period and such rcfutal or faDuro to perfotm the cbriective work: 
ahall be deemed idefitolt by Subcontractor Iroteunder.: Sabcontractor shall bear the ecthe cost of such corrective'work, mcludiogany cost 
incurred ^ the dlstmbance of work cornpleted by other con t i acto m . 

23. HKEACT ; SUBCONmACTCBLSHALLBEiNBR^CH OFTHIS AGREEMENT IF: 

(a) Subcontroccor’a 'VaAc is defectivu and rxit remedied az provided bcrehi; or 

: (b) Subcontxastor does not make prompt and propvpayroents to its enqjlpyen, B^ta and'or subdoabactora; or 
(o) Subcontractor does not make prompt and pn^rer jnyments to L^r, aeryicc^ wnik, materials or equipment fitmlshed by third parties. 
tnit:or 

;(d) AnqibffContmctor is damaged by an act to which Subcontractor la TC^xmsfble; or 
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twenty-four (24) hours sflef notice thereof to Subcontractor, kai Subcontractor has not posted a discberse bobd iuthin this twenty four (24). 
hour period; or;; 

(0 SobcodUmctor ftils to pcdbnn wsirenty service under this Agrccmtot or any other prior or conten^WBieons Sidicontraclor Agreement 
^vlth Stoclc; or 

(s) Stock is fin^ by any goyernraentfll Dgency on account of or arising out of Subcontractor'i (or Subcontrectur'a subcontracuns or 
agents) violatioh of any law, ordinance, teguiadon, administrative (tiling and'or court ord^ or 

(h) Subcontractor bsconies inioivttt or any petition forbanbnplcy is filed with reqnsct to Snbconiraclon or 

(i) Subcontractor Ms or neglects to prosecute the Work diligtatly ctd promptiy, whether due to inadequate or indompetent ai^servision. 
h^fiicleat ^Ded workers, lackof in*t^ or equipment, iaqrroper quMtity’or quality, or Jbr anj- other ir^ not described herein; 

(j) ■ Subcontractor Ms to dompiy vrfth ar^' terms of this Agieuuent or any Work Notification Form Issned under tins Agrecmeat 


24,: REMEDIES : IF SUBCONTRACTOR IS IN BREACH OF THIS AGREEMENT, In ADDITION TO ANY AND ALL OTHER 

REMEDIES AVAILABLE UNDER APPUCABl^ LAW, STOCK, IN ITS SOLE DISCREHON, MAY DO ANY OR ALL OFTHE 
FOLLOWINO: 


(A) IMMEDlATELY TERMlNATETTflS AGREEMENT, ANY WO^NOTIFl^TION FORM OR OTHER VERBAL OR 
WRITTEN AGREEM^ VWTH SUBCONTRACTOR OR OTHER SU^NTTLACTOR B^ AGl^EMENT BETWEEN 
SUBCONTR ACTOR AND STOCK AND DISMISS SUBCONTRACTOR FJUTM THE jOH SHE BYPROATOiNa 
SUBCONTRACTOR Wrm WRTTTEN NOTICE OF SUOT TERMINATION; 

(B) ENGAGE OREMPLOY OTHER CONTRACTORS TO REMEDY SUBCONTRACTOR’S DEFECTIVE WORK, TO COMPLOT 
ANY PORTION OF TOE WORK NOT COMPLETED BY SUBCONTRACTOR, PERFORM SUBCONTRACTOR'S WARRANTY 
SERVICE OBUOATTONS OR OTHERWISE CURE SUBCONTRACTOR'S BREACH AT SUBCONmACTOR'S SOLE COST AND 
EXPENSE; 

(C) WITHHOLD FROM SUBCONTRACTORFORUPTOONEHUNDREDTWENrY (120) DAYS ANY SUMSWHICHMIGHTBE 

DUBORBECOMEDUETOSUBCONTRACTOR,WHETHERUNDERTOISAGREEMENT,ANYWORKNOTTHCATJON FORM 
OR ANY OTHm AgRE^ENT, MAY CHARGE AGAINST ANY SUCH SUMS WITHHELD ALL SUMS EXPENDED OR 

COSTS INCURRED BY STOCK ARISING f=ROM THE ENGAGEMENT OF OTOER CONTRACTOR AS PROVIDED JN (B) 
ABOVE OR OTHERWISE RELATING TO RBCONTRACTOR'S BRACK, INCLUDING, BUTNOT LIMITED TO, STOCIC’S 
.OVERHEAD AND PROFm AND/OR 

(D) WITHHOLDFROMSUBCONTRACTORFORUPTOONECOVEARAN AMOUNT,WHICHAMOUNTSHALLNOT 
EXCEED FlWa PERCENT(5H) OF THE CONITIACT PRICE FOR THE WORK, TO INSURE SUBCONIRACIOR’S; 
PERFORMANCE OF WARRANTY SERVICE OBLIOAtIoNS. SHOULD SUBCONTRACTOR FAIL TO PERFORM SUCH 
W.UlR/UnYSERMCEOBUGATl6NS.STOCK.MAYOTARGE AGAINSTSUCH AMOUNT WITHHELD ALL BUMS . 
EXPENDED OR COSTS INCURRED BY STOCK ARISING PROM SUBCONTRACTOR’S FAILURE TO PERFORM SUCH 
WARRANTY SER;^'lCEOBUGA'^ONS. 


discretion, with or without by prowling Subcontractor with notice (writta or oral, in the sole determinstian of Stoed^ of auci 

temrinalion, and tadi terminsUon iihsli be ^ective as of the lime and date stated m auoh noricti' In the event of tenuin^'on of the 


lorniiation, dl sums duo and owing Snbecffltractor for all labor iactmed end all metetisls InccipotBled m fto Woikperfocmed under this 
: Agreement prior to tho ^ective data and time of tammatian, Sqbccntiacmr ackno wledges and agrees fliat If ^beontraelOT It temlaated 
puisuent to tfds pxragiuph 25 widi cause, SubcOTtractor s^ have no claim against Stock for any additkmal sums, inchidbiifo wdfliout 
Itnutations any for materiel purchased but not need in the Wo^ of for lost profits offofanyolherdaimOT sums whsteoevor. The 

tenninatlon payment described herein, if ^icable, b Subcontractor’i ioIb remedy and in no event sbsll Subcontractor have soy date for 
consequHttiel Further, In the event of termination, Subcoritractor will tom over all equipmal and mataiab ordered, ptaehued 

. for and ddlveicd to tho Project, end Stock will pay the Subcontector any amounts due based on the percentage of completion of 


Subconlraetor's Work tbit la mcompliaace with this Agreement rad tho Fncmg. tsaatiy rxeompusnen emi cquipmmi ana mBKtwis 
supplied tofeePtojccqexcludmgraypaymentfbruncamediBofil andoveibead. SlibeontractorwilJfesflilatoliBnslerofWwkto Stockby 
Bfirigning its rights laidersubbcmtracts end purchase orders,_ _ _ f 
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. '26. ENTIRE AGREEMETJTi This Agreement, (osethsrvMi the Coi^ctQocinnealt,can£tihites the entire sgreementbetwcmSubcontnictEsr 
and Slockimd there are no other agreemeou, ond biwritten, by between the panics heirto, ex^u to Soboonbactor’i v/onsiti&s' 

under any prior dr contetnporaneons Subcontnetor Agreezneatc with StockfWhich wmntiex boincoipoistedbynierenceha^ {brail 
' puipoees. This Agreesnent, together with the Cdntiect Oocumesu, does not crate a partnenhip or other unincoipontted asjocittion 
betvreen IbeSubooattactorasd Stock. The relatiantli^i orSubcontmetor is that of an {ridqjenderu contrastor.' 

' 27., HEADINGS :: Thepaiagiaph headings to this Agreement arefor convealeaee only and shall ootidiect the meaning, mtap rc t a lioa oracope 
of the pro vitidns wiiich {bllow thon.. 


-28. NOTTCES i’Unlea otherwise set tbrthbeiein. any notice to bo RTVen or seryed upon any cdrtyheniomconnecrioawhbtini Agreement tnest be 
in writing, and shall be 6>] delivered by haii^ (b) send by FedessI Express, Etpress M aO or ddier oy am jht courier service^ cent to the address on 
: die first page bercoforsudiodiersddress for notice as the parties shaQ last have iunushedin writing ts the person giwgthe notice or(c)st3it by 
&csiaule transmission with a deiiveiod pursoant to (a) or C>) above. Any such notice or demand ahaS be deemed to hsve'boen duly given 

or made ^ to have become efiberiva (i) if delivered tv hsiad to a it^xinrible ofiiccr of the party to whkh it is directed, at the time of die receipt 
. diereofby sueh officer, (o') if sent fay facsinrile tmnsnrisaioii as ofdie dale arid tims of tnmimksioD, and (ill) if salt by Fedemt Expn^ Ebqiras 
' Ma0oro6critpBtableoveaughtcourierterviee^opendieearlierofthedateoftcoriptcrone(Oburinessdeyafimpostingdxroaf. IfBnodceis 
m^ed in diernannsprovided riiove^ it is duly gtyoi, wheber ornot the addressee teceived it 

. 29. INVAUPITY; If any provision of this Agreement b held to be Dtegal, invalid or urienibtceable uixicr present or ffature laws, ludi 
provision shall be fiilly acyerabla. This Agreement shall be censtmed enforced as if such illegal, Invalid orunoifbtccahle ptovisioa bad 
never comprised a patt of Aia Agye^ont, ^ the lanaioiag provistona of this Agmemort ahall remain in fiill firree and efied and ahall not 
be affected by the illegal, invalid or unenforceable provision or try its severance fiom tMi Agreement Fuithermoro, there shall be edded 
eiilometicaliy as ifpsil of this .\gr^cat a piovision as similar in terms to such illegal, invalid or unenibrceablo proriaion as may be 
possible and may be legal, valid and enibrceable. 

30, ’ PlSPUTEi Ifa contmversy or claim arises out of or mlatcxl to fiiis Agreemeni, including a claim relating to an actfon taken fay Stock' 

pursuant to the self-help remedies of paragraph 24, and the parties cannot resolve the matter bdween theai^ves within sixty (60) days ' 
after St^ is fiiat pravided written nob'ce of the claim or controveny by Subcemtiactor, ibe partia agree to by in good filth to sdtie the. 
disputebymcdiationvnderdicConttnictionJnduatiyMedistionRuIcsorthcAmericanAibitTatiooAstoeiation. Ifnotsctticdby 
medistioa, the dispute shaQ be resbl^by final and bMing a r bi t ra tion In nccordance with the Cosatnrctlos Indiuby Aibitrstioa Rules of 
the American Arfahration Association, and judgment upon the award nmdered by the Bib[haim(a) may be entered in any court having 
Jurisdiction thereof. Should a dispute aiiu bMcca Stock and a buyer of a risidencs tTgarding materials supplied or work perfinited by 
' Subcontractor, Subcontcaetor agrees to participate in, and bo bound arbitration proceedinga between Stock and the buyer. 

31, JURISDICTION aiul PRESUM PnON: This Aracement shall be rovemod bv arid eonstriicd nnda-the tawi of the State of Florida. Any 
action brought to enftuoe or interpret tilts Agreemoit ahall be inriugfat in the court of ippiopriatejuriadlction ia the coa^ in wMck the 
property is located. Should any poviilon of tills Agrocment reqop Judicial mtapretation, the partis hereto agree end st^bls that the 
COM interpreting or considering the same shall not apply (he presumption that the terms hereof ahall be more strictly conatnied egaiiut B 
party by reason ofahy legal conshiaian that a doeumcot should be conabifid moro strict/ against (he petty who itsdf or titrou^ its agents 
prepared (be aame^ or being agreed that all partia bei^ have participated in the prepandion and negotiatian of this Agrees!^ anr) each 
party had ibn opportunity to consult legal coursel of ha ciboice prior to (he execution of this Attcahenb 

: 32. WATV'ER i Eac^ as exprasly set forth herein, tina A g reement may not be changed, modified or tamlnated, except by an inatnincid 
executed by the parties hereto. No waiver by either pony of any (allure or refiiasl to conply yrith thebbUgation of any otberporty 
hereunder shall be deemed B waiver of any other or subseqvrat fiihira or reftiaal to ao comply. 


' 33: COUNTERPARTS and PACSIMILE/FDF SIGNATURES: This Agrewnent may be exeemed fa any number of countopats, ecdi of 
' vrineb ahall be deoned an original end ell of. which shall constitute i»e and the same agre e m ent - Signatures ^en ria fioimile or scan 
PDF tranamiadon and ahall be deemed gw'ra n of the date and time of (ransmlsiion to the other party and shall be deemed OTfmaL 


.34. PERSONS BOUND: ‘niepreviaIoiisoftiilsAsreenMtsbBnmuretotIwbencfitofitindEhdlbfad,tiiel!ein,exs»itia,Bdministratoti, 
subcexsois aitd assigns of tiis respedrvo p^Ies. No person ahall be deemed to be a thnd party beaeficiaiy ofthii Aptebient or apy portion . 
thesreof.' Subcontraetormay not assign this Agreement without Stock’s prim vmttcn conaoit. which consent Stock may withhold in hs sole ' 
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and ^solute discretion, ^odc may saign this Agreement to any efliHue, Eubddla^ or other diird psny by provtdins Subcontrastor five 
CS) days written hotico thereof. 


IN WITNESS WHEREOF, the parties have executed Ihix Agreeiseot as of the day end ycer fim above written. 


CTOCKt 

STOCK TONSTKOCn 
Florida Ifinited liabi% i 


^CONTRACTOR; 
(SubeontractarEstilf'Nane) /J 'll y\ 
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^ Subcontractor Base Agregment 

NAME OF SI innwanAtTOR- Hansen. Screen Enclosures, Inc. _ 

OWNF-RSIliP: "WoRPORATION PARTNERSHIP • PROPRIETORSHIP • LIMITM) l.tAHIIJTY COMPANY 
NAM^S) OF principal OFFICERS. PAR 1 NERS OF OWNER) 
subcontractor's FJN or SOCIAL SECURITY NO; 

BUSINESS A ddress;11S40 Metro Parkway Ste. A. Fort Mvers; Florida 


phqnp. 239-278-3211 kav 239-267-1996 


EMAIL tth ompsonsi nanscreen: com 


THIS AGREEMENT |“Ajrrnrcnl“) made and Bitcird into thia lOth dgy of Januai 
Consliunfoa.' LLC. a Florida limiletl liibiliiy company, iu tuomsoa and/or oss^'i C^bck") and 
Hansen Screen Enclosures > Inc.. 


_ .20 11 , . and fceitvrtnStocl 


.ITSubcortnflor"). 


As ujtd herein ^ following lermi ahdl have Ihe meanings specified BnleM Ihe ctmicxi otbcnvise requires. 

(a) "Did/PraposaPshall have Ihe meenhig spcdfied In Paragraph 4 . 

(b) “Conlracl Documenls"shall mean Ihis AEreemenI, logethervilb any eind all Subconlreclor Safety &. I jealih Slandants (Field 

CuWelines), Woti NoUficioInn Forms. Bidfi'roposalt and Pteu end S^ficaliorw hwed or uUl'iad In' coniKction wtlh WcA performed 
by'Subcontraaor. v 

. (c) “FHA*’siull mean the Federal llauifeig Administration. 

(d) '’Plans and Spcelficnilons*'shall trtcan approved fomdalJem plara, Irame plans, finer plms, elrvailero plans, bloejainls. conMnicttim 
shed deliils. and 0 ^ specifications, including hlA mrauab. 

(e) “Prpkt^t" shall main ihe fnllnwlng: - 

(O'&nek” shall have the meaning specified in the ^girming paragraph ofthis AptemcnI. ^ ^ ^ ' 

(g) •^ubewuract or" shall hove ihc incanlng ^lecified In the beginning paragraph of ihii Agnecmcnl and thsll rntlude Subconlredor’s 
so^niraciors, libormmetcrialmtn.ascnU. oretnploy^ end enyone forwhosea^ cny of them'may be liable, 

(h) "VA“ shall mean the U.S. Departmcnl of Vdeniii AfTshs. 

(I) .“Wort'’ shall inejude. wilhoui limitation, any and all of the wuitspeclfied in Paragraph 3 hclow. and any and all change ordervmit, 
wtra VTOflt, tvoA Included on all WoiiNollfititKm Forros, dj*odgel^ wt^ and other wort dircoed bj' Slock to be perfoiraaf by 
Subuaiiractott including but nd llmhed inihcihanaceroenLaupcrviiRm, fineheing, lDbDr.matciia}a.imils.ruei,scpp|ics. uUIIiles, 
equipment and ftrylea of eveiy kind aind type neecsssy to diligently, timeiy. Bid fully perfonri and complete in n good and wwkaianiike 
oiaind the Work required by the Contract Documents.. 

Oll’Wwk Nwlficaiion forin-* ahJI roeon a written order Issued by Slock In Subcontraclnrspecirying certain Work In be perfimncd; the 
1^ Work Nolificiljon Form dtall include fomts dalgnaiad Tui^fiase Order?, “Job Slart Oidm*-, "Kcld Pureh^ Order", end other 

srmilardesi^tionssndcanialnlngceitilnlnrunitfionBboulcanimencinssuch Woikindlbcpaymenl forsuch Wortti 


2. MP?<-EXCl . U5IV I TY: ■nieputpaseorihisAgreemtnlisln/ixthcobrisBiioflsorsiockindSubconlraelDr^lotheperformioceby 

SubcenliiaDrof certain described Work. Subcontractor ackrwvriedges that thts ABJwmcnl Is noncaelu^b and that Slock Is fike lo 
odlcr petion or einliiy for the performancs of work which is the same or similar to that deseribed in this Aortmciil 
Subconlraraorls also Cne lo enter into ihini party ttniliw wid. ony other subcbiuiactor, lab^tmd/or roatetialroen the pnwtte of 

theWorktobeprovMcdhereunder. Subiontraelor srill ensure that such bder ytoA perJbrraed by third party wbro^ lahoitrsaod 

malenalmen does not radr^ with Subcoraraetm’a perfonnance laider ihc Contract Docuriiems Bid all surfi other contnids shiU t»i be 
deoiKd a dtrecl ermincf between Stock and such third par^ sobcortractora laborers, or milcrialmbn. ThU Awremnsl shall not be 

ooBstrutU BS obligating Slock to accepl bids or Issue Work Nolifiesaion Forms lo Subctmlraclor. 


Page I of 12 
Rev 0 IAJ 7 / 201 I 


■ Stock Initial s 

Subconlractoflniliois^SjF 









I he Work io be performed by Subconlracior shall be more specifically described in suhscqucnily issued Work 
Nnlific.iiion fionns bin is generally described os: *■ 


Cosi Code No: _ 

As sei lorth ahiivc. ir> conjunciion sWlh Ibis AgreemenL Slock may issue Work Nolifieoiion Forms from liine to lime, covering ihe Work to 
bepcrfiimicd and lime Ibr compiciion alcach s^cifiejob lo«lion.SubcDnlracior shall have nb auihoriiy to commence Work al any job 
Tocaii'on uniil ti bus received n Wnrk Nolificaiion Form for n specific job locaiinn. Ii shall be Subcbntraeior’s rcsponsibiliiy to pbiain n 
Work Nolilicaiion Form bclhrc beginning any. Work ai a speclficjob locaiion. In the event Sabconlroctor’s proposal. csiihiaieiir.>>imilar 
document i.s attueh'ed tn or riTerenced in a Work Notincation Form issued by .Stock, ooly those terms vliich define or idenlirv tlie wrk to 
be perfomied by Subcontractor shall be iheorpornled as part oflhe Work Nolifiratiqil Form nn'd/or this Agreement and any rttnalning 
poniuns of Subcontractor's proposal, estimate or similar document shall riot be cbnsidcfcd part nrihc Work "Nolificaiion Form, this 
Aerecnieni. or any agreement felwceii Slock nnd Subcbniracior. No substitutions shall be allowed in the perroimance Of the Work unless 
expressly provided in the Plans and Specificnilons or applicable Work Nolificalinn Form, nnd rtnly then Upon Subcontractor fiisl receiving 
all appruy-ols required rrarn Stock for substitutions. Subcontractor shall indemniry Slock for all loss, damage and expense incurred as a 
result ursuch .wbsiiiutions. whether omul Subconiroclor has obtained upproval Ihereor.. 

-<• PRIf-’INQ qndJ/V^MENTS; Subconiracinr has suhmilied to Stock a Bid/Proposal pursuant to Stnek’s "invilnljon to hid” for Work, receipt 
of w hich is acknowledged thereon by Slock, which Did/Prnposal is incorporated herein by refertnee. .The Bid/Propusnl may be modified 
b) Suhcbmraeiqr only by a subsequent twiilen and dated omendmenL ns appmved by and receipt of which shall be acknowledged thereon 
by Stock, which apprpwl Slock may withhold in its sole and absoiule discretion. Upon acceptance and approval by Stock, such amenJed 
Bid/Prtiposal .shall be oiiachcd hereto and incorporated herein by reference. 'Ihe Bid/Proposal in efiecl at the lime orihe issuance or uny 
Work Nulifienlion Fiirm shall be applicable lit all Work to be performed thereunder, without vanalion, unless odienWse approved iri 
writing by Stock. Subcontractor acknowledges that its compensaiion Is a fixed conlreciual rate, subject to rnddificalion under the next 
clause Ilf this contract for changes in the Work required. Coihpcnsaiion under the Contract Documents is nut hourly compe'nstiion. 
Subcontractor agrees that payment shall be made to the entity named in the beginning poragraph of this Agreement.* and niii in tny 
individual person which provides Work pursuant to this Agreement. 

Notwithstanding anything in this Agreeihcnl to the conlraiy. Subcontractor’s right to any payment under this Agreement is wpitsslj 
contingent nnd condidnned upon: (I) Stock's deierminalioii lhal all Work lb be ptrfo'nhcd pursuant to b particular Work Nolincaiibn Form 
has been wimpleled satisfactorily-. (2) If requested by Stock, the Subcontractor delivering to Sto^ a full arid complete release ofall liens 
and claims orSubcomraclor and any and all ofils subcontractors and suppliers ofraaicriBls. labor, equipment, Work, loots, .services anil 
other items furnished in connection with the Work, and (3) If requested by Slock, the Subcontractor delivering to Slock on amdayit (in a 
form saiisfacibry to Stock) lhal provides that so far as Sobcontiactor is able to ascertain, no person or entity other than the persons or 
' enliiic.s futni.sh!ngsuch waivers and relcasc.s, has a right to anysuch lien or claim for materials, labbr.cquipmenl.xvork. loots, sendees nr 
‘ other items furnished in connection with the Work. 

Notwithstanding anj thing in this Agreement to the contrary, if requested by Stock, Subconiraclor’s failure to supply these lien waivers nnd. 
releases will negate any request for payment until such lime as the lien waivers and releases are provided. If any lieii or claim remains 
, outstanding afier all payments are made. Subcontractor shall refund to Slock all monies lhal Slock may be compelled Io pay iq dijehaiging 
or resolving such' lien or claim, including, xvilhoul limilalion. atlontey’s fees and costs. IfSubconlractor fails Io make anysuch refund 
wilhiii fifiecn (|5) days of nolicc lo Subconlraclor from Slock, Sut^nliartor shall be in breach ofihis Agreement, and Stock may. in 
> addiu’on lo any other right and remedy, withhold from any sums due or lo become due Subconlraclor under ihis oi^any bihcr Agrcetnenl 
such Binuunl as may be required. In Stock’s sole d’lscretion. io discharge or resolve any such lien or claim, and lo reimburse Stock for the 
applicable fees arid costs incutred by Slock. Subconlraclor shall defend, Indemnify and hold harmless Slock and SlockV purchaser fiom . 
>h« op'rado" effect of any Hen or encumbrance arising out oflhe performance orSubcbnlrectoris work, and shall turn over the 
property subject to the Work, including any Improvements thereon, lo Stock free and clear ofall such liens arid encumbrances. If any such 
lien or encumbrance is claimed by any person or entity petforming any portion or Subconiraeiof’s work, Subconlraclor shall, immediately 
, upon verbal notice from Slock, discharge same by payment or poslingBsufficienibcmd to Iranslbrihe lien or chcumbrance froni Ihe real 
properly lo the bond. If Subcontractor continues to receive payments from Slock, Subcontractor vril| hold these payments and the rights lo 
fiilure paymenLs fnim Stock in trust for the benefit of. and to be first applied to paynient of those subcontractors, laborers, equipment 
suppliers and material suppljers who have performed any portion of Subconiraclor’s work, before using any portion ofsuch payment far 
■ any other purpose. In Ihe event Slock has reason lo believe that labor, material, equipment or other obligal 
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Ihcperibnnanrc or.Suhcnniraciors work are nolbeingpmmplly paid.filnck'may. upon giving ttrillcn nolicc id.SiihcnnInKlor.lakean> 
sicps deemed nevessnr) lo ensure dial anv payments from Slock io SutKoniraeiuralmil be uiili 7 cd U] pay such iihiigadnns. Upon .such 
WTiilcn nniicc. .Suiek may require Subcuntrjctiir lo supply suiisfacioo' evidence th.ii .Siibeontrocior's obligaiions have been paid or lo post a 
. payment and pcrfonnancc bond Rir the protection ofSiuck. its purchaser, and iliosc Id whunt Subeuniraclor has an obligalitm for payment, 
The failure ursuhcnntracturlo provide cither ofthese means of security shall ciilille Slock tu reiam out ofany paunenl'due oibecume due 
In Subcdnlraclor a reasonable amount id protect Slock from any and all loss, damage or expense including aliorncv’s ftc.v atWng nut nf or 
relating to any such claim or lien from one to whom Suhconlroclor hus 'an obligation until the claim or lien has been .’jaiislicd b) 

' Subcontractor. 

Acceptance of Work and payment Ihcrcforc by Stock under this paragraph shall nol be cnnslnied as a waiver by Stock for.Work later found 
defcciirc and .shall no| release the Subcontractor from liability under any uarraniy for delertivc Work oVforany obligation to perfonn 
warranty service Work. 

, SUBCONTRACTOR REVIKW and INSl’KOhON ; Subconiracturcsprcssly agree.s to read and fotnilinriiic ilsclfcomplciely with all 
Coniraci bocunicnis. inclpding but not limbed tq the Plans and Specifications opplicfible to this Agrccnitenl Or any Woik Noiilication 
Form.lo independently vcrliy all information furnished by Slock or contained in the Plans and Specirieallons and to inspect the job site 
before starling any Work under a Work Notification Fonn. Subcontractor shall immediately report in writing to Slock any discrepancy 
''deficiency, variance from or violation of any laws, ordinances. n]|e& regulations or orders ofany public authorities observed or known to ■ 
Subcontractor in the Work; Plans and Specificaiinns or at the job .site. All Plaas and Specilicalions furnished lo Subcontractor by Slock are 
the property ofSIqck and shall nol be duplicated or used for any purpose Other than the perfomtance ofthe Work and most be relumed to . 
Slock at the compleiion or.Subeonlraclor's ^ydlk. Subcontractor .shall be solely tcsponsihlc for all conslruciionundcrlhisAgrccmcni and 
any Work Notification I'onn. Including the techniques, sequences, procedures and mean.'!, and for coordination Of all Work. 


Subcontractor has made an independent investigation of the site, and Ihc soil conditions and has salisncd itselfas lo all of these conditions 
such that the Did/Proposal include payments for all Work which may be perfomted by Subcoiilracior lo overcome un> onaniicipaied. 
underground, or concealed conditions.' Subcontractor waives any and ail rights and claims for any changes lo the Work Nbllficilion Form 
amount for any items or claims which Suhcontracior could have become aware ofprior lo accepting the Work Nniilicaiinn Form and/or 
commencing Work thereunder had iise-vantinalions ofthe Project been conducted in a reasonable manner. 

: Subcontractor shall Ire responsible for Inspecting any wrirk of another contractor lhai may afTccl its own Work arid shall report In writing lo 
Stock any defects in such work upnn discovery of Ihc defect prior to commencing arty portion ofthe Work, or il shall be deemed to hove 
accepted such work as correct and fit lo be accommodated into its own.. irSubconlraclor shall be delayed in Ihc commencemenl., 
prosecution. Or completion ofthe Work or shall he obstructed or hindered in the orderly progress ofthe Work by on act. failure tu act 
• omission, neglect or default of Stock, any architect, another conlractoror suhcontracior. or any oftheir respective agents or employees, or 
by any cause beyond the conuol orSubconlractor, then the time fixed for compieiion ofthe Work muy be extended In Ihe sole discretion of 
'Slock and only irSubconlractornotincs Slock in writing within forty'^eighl (48) hours oflhc discovery ofthe cause orsuchdcloy. 
Subcontractor expressly agrees not lo make, and hereby waives, any claim for damages on account ofany delay, obstruction, cr hindrance 
for any cause Ayhalsoever. including but nol limited to. Ihe aforesaid causes, and agrees that Subconiracior's sole right and remedy in Ihe 
case ofany'delay shall bean exlen.sion ofthe lime fixed for completion ofthe Work. 

PROSECUTION OF WORK; Subconlraciorshall cooperate with all other conlrsciois engaged by Stock lo Ihe cfiect that their work shall 
not be impeded and shall give such other contractors access lo the Job site necessary to perfonn their contracts. Subconlraciorshall 
perform the Work in a prompt and diligent manner ■wheneversuch Work, or any part of il. becomes available, or at such other lime or times 
os Slock may. direct so as lo promote the prbgms ofthe entire Project. Subconlraciorshall nol delay orothenvise inlerfeirwilh or hinder 
Ihexvork of any other cqnlractor on the job, inhe wrork orpropeny of another is hindered, delayed.'or damaged by Subcontracidr. 
Subcqniraclor will pay for all costs and damages incurred by such other party and will cause all such damage' to be corrected lo Ihe - 
saitsfaction of and Arilhoul cost to Stock. Any materials that are to be rumlshed by Subctmtractorhcrcundcr shall be furnished in suflicient 
time to enable Subcontractor to ^rforni and complete its Work with the lime or limes provided for herein or in any Work NotilicaliDn 
Fonn. if. in the opinion ofSlock'. in its sole disciciion. Subcontractor fails behind in fiitnishing Ihe necessary labor and/or materials to 
> meet the schedule established by Slock, then' Subcontractor shall lake such steps and actions as are deeined necessary by Slock lo Improve 
the rate of progress, including, but not limited to, Increasing the labor force, number ofshifts and/orworfc such overtime its maybe 
required.al its own expense lo bring its part ofthe Work up to Ihe schedule established by Slock. Subconlractor agrees to reimburse or 
.pay Slock, or Stock may xvilhhotd payment otherwise due under this AgrccmcnL for any and all damages that Slock may sustain as a result 
i of such delays by Subconlractor, Time is nfihe essence in this Agreement. 
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6'ubcanlrji'inr .Nhtill pcrrunii nil inhnr in a thuniueh and workmanlike manner, ticcurding m the highest standards oflhe trade. 
.Subconiraciiir wariniits that all iahnrdnnc and any malerinls Aimisbcd b\ Subconiraclor will mccl or exceed FlIA ininiinum pn'pcrt.' 
standards, VA requircmcni.s. jns iipplicable building code requirements and ail .Stock requirements.' -S houid a dispute arise as id the pro^r 
inierprerjtion uf jhisvXpreemcni. or any' work or material perronned or furnished hereunder, which eonucms the paiiics hcretu only, or 
which enneems .Subciintructnr nnd any other cantracior(s).subconlraciur^s) or suppiicrts]. the dispute .shall be decided by Stock, vthosc 
decision thereon shall he linni and cnnclusivrx In anycvcnuandinspileof any dl.spulc. elahn.orcnntravensynri.smgoti| oflhis: 
Agreernenl. .Suheontractnf .shall proceed diligently with the Work, pending llnal detctminalinn pursuant to any disputes clou.se nr pursuant 
' to any other action taken with rc.spcct lo any dispute, claim, hr conlmversy*. 

7. MATERIAL.S and rOlill’MIiN I'; Suheontracior shall secure and tnaintnin maicrial ordered by .Subconlmcior iintil completion of the 
Work and saiisructitm acceptance hy . Stock. Subcontractor shall be responsible; for the receipt, delivery, unloading, halsling storage. 
' tvati:hou.sing; proiccliun. insurance and ail other risks of loss relating to any materials or equipment. Subcontractor is to itimish. inslall, 
provide, hr ha'e provided ih It under this Agreement, Subconiraclor shall keep adequate supply nf materials on hand at all limes, os 
. required ui meet pruduciioii schedules. Subconiraclor shall be responsible for the security of all materials on the jobsite. Further, if the 
Work requires the installation of materials furnished by others, it shall be the responsibility of the Subcontractor to examine the items so 
. provided, and to ihcmupun handle, store, and install the items with such skill and care lu ensure a saiisracioiy* and p7opcr Insiellslion, Loss 
or damage to Ihc material.': due to acts of negligence by |he SubconiraclorshBlI be deducted frnm any nmounis due or lo become due to the 
■ Subcontractor.' 


R. 



Subcontractor repmscnls and warrants that it is Ailly.quatincd in all respects to perform Ibr 


Work and shall at all limes hiiiinioin Strict discipline antong its employees. Subconlmctor shall supervise and direct the Wnrk competently 


and erncicnlly. devoting such attention therein and applying such skills and expertise as may be necessary' to pcrfomi the Work in 
accordance with the Contract Documents.. Subcontractor shall be responsible lo sec that the ilnishcd Work complies accurately with the 
Conlruci j)ix'umcnl.s. .Suhciinlractor agrees not to employ any person unfit orwiihoui suflicicnl skill to perform the job for which ’ 
Subcontractor was retained for the Project. Subcontrectoragreesthai Stock shall not provide training oFenykind. Accordm|ly. it is the 
sole re.sponsibility and expense ofSubconltaclor to provide training for Ihc Subepnlraclor.or its employees, agents, orsubc’onlniciots.. 


Subconiraclor shall not di.scrimtnaie against any employee or applicant for empinyment heeau.se nf race, creed, color, .sex. age dr national 
origin. Subconiraclor sliall comply with all equal upputtunity or alTItmolive action a'quircmcnis or plans u may be sei forth in the ’ 

' Contract Documenb. 

Subcontractor shall at all times remain an independnit conlraclor. solely responsible for the Work, methods, techniques, procedures and ' 
supervision and conrdinoilng al ponion.s ofihe Work to be performed under this Agrecmcnl and Field Cuidelines. No provision hereof 
shall be construed to make Subconiraciar Slock'.s agent. All person employed by Subconiraclor. or Subcontractor's sub-contractors lo 
, perform services in connection with Ihis Agreement shall be under the exclusive control and direction orSubconiracidrorSulconiiaciDr’s 
: subcontractors, tl being the inicnilon ofthc parties that Subcontractor end its subcohiractDr.s shall be and remain an independeni contractor,. 
Slock shall not exert actual control, nor (xtssess the right to control, the actions, of the employees of Subcontractor or Subcontractor's 
. subeonlractors in pcrfnnning duties under ihi.s Agrecmcnl.. 

Subcontractor shall fully protect the Work from loss or damage and shall bear the cost of any such loss or damage until final payment has ’ 
been made, irsubconlracjor dr any one for whom Subcontmclor is legolly jiable for Is responsible for ony 1q.ss or damage to the Work, or 
other work or maicriahs afSiock or Stock's separate contractors, Subcontractor shall be charged with the same, and any monies necessary 
to replace such loss ordainage shall be deducted from any amounis due Subconiraclor, 


Subconlmcior shall not luud nor permit any part of any structure or property lo be loaded in any manner that will endanger that siruciurc of 
property, nor shall Subcontrdctor subject any pan ofihe Work or adjacent property to stresses dr pressures that will endanger it. 

9.. ' I.ICENSES and PERMITS: Subcontractor shall, al Subcdnlraclor’s sole expense, hold and maintain all required licenses, obtain ■ 

all required permits and shall comply with all laws and ordinances and the rules, reguloiions, and orders of ell public eulhorilies relating to 
the performance ofihe Work, tn the event ofleiminalion oflhis Agreement, Subcontractor shall immcdiulely transfer and assign to Stock 
any end all applicable certUlcaies. permits, contracts, subronlracts, end [xjrchase orders relating to the Work.' Subconlractdr agrees UidI 
Slock Is not rc.spnn.sible for providing any tools or benents for Ihc Subcontractor or its employees, agenu:. or.subconlracturs. ■ 
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10. Rl-.GIILATORV COMPLIANCU and HAZARDOUS SUBSTANCK.S ; TTieOccupalional Safclj aiid Ilealih Acl nri970.a.': ■ 
amended lO.SI lA) has esinhiished fcgulalinns ehlilled OSHA Hazard Communicnlion Sjandard. According to the iegulalions. 
manurneliircrs nrhazanlous materials .are required la iumish Material Safcl} Ualu Sheets (MSDS) siving inrarmalion On proper handling 
und preenutionar} measure.s in v.sinE the inalcrials. Many substances commonly used in residential construction 111 the description oP' 
hazdninus materials e.sinhlished by 0.11 lAw .Subcontractor shall comply with all OSiiA regulations pertaining to the worie and any materials 
used in the tvorlt. Subconlniclor shall have solcand e.sclusivc responsibility for imining its employees;, subconiraclors and suppliers In the 
prbpcrhandling nrhazardoiismalcriajs and any precautionary measures required. Subcontractor shall supply all protective clothing and 
devices necessary to protect its employees, subconliaciors and suppliers Prom hazardous maicriuls while on the site. Subcontractor shall 
dbtaih all Mini's periuining lu city hnzardniu material used or created in the process oPperPorining the Work, and Shall distribute copies oP 
such MID.S's to Company and to all other contractors, subcoritractors. ond suppliers perPotmiog work on the site. Sub'conltaciorshall also 
obtain Protn all other contractors: subcontractors and suppliers pcrPoiming work on Ihe site; copies of all MSDS's Por ail hazardous 
malctlaU used or created by such contrueiors. subcontractors orsuppHcrs. and shall retain copies oPsuch MSDS's und provide them to 
Subcontra'clor’s employees, subconlmctors and suppliers as requited by the OiMA regulations. In other words, Subconiraciormusl 

■ exchange MSIkS's with all other canlroctors. subcontractors and suppliers, and implcrncnl a training program Par its employees,. 

Subcontractor acknowledges and understands that the Project may be subject to the requirements oPthe Notional Pollutant Discharge' 
Uliminatinn .System, os omended (NPDF.S) and Clean Water Acl. as amended (CWA). Subcontractor is fijlly aware oPihe NPDE.i taid 
eWA and shall nut in any way inlerPere. damage arm any way negatively impact thestruclures and /or procedures In place or to be 
Implemented at the Project pertoining to NPDES arid CWA. Subconlrnctorshall bo responsible Pornny los.s. dnmoge.! iine and penally- 
incurred by Sluel: or its affiliates due to acts oPnegligence by Ihc Subcontiador and such c»sls and »pcns^ shall be deducted Prom any 
amounLs due or In became due (o the Subcontractor. Further. Subcontractor shall indcmnllV Stock for any and all costs, lines, penalties and 
expenses incurrad by Stock as a result oPviolaiinns of NPDES and CWA caused by Subcontractor. 

11. FMF.RtinNCIES : In the event of an emergency aiPecting the safely or protection oPpersons or the Work or property at the jobsite or 
adjacent thereto. Subcontractor, without special instruction or authorization Prom Slock is obligated to net to praveni threatened damage, 
injury or loss,' Subcontractor shall give Slock written notice within twenty-four {2d) hours after Ihe occurrence oPlhe cmergenc)'. if 
Subcontractor believes that any significant changes in the Work or variations Prom ihcConlmci Documents have been caused thereby, IP 
the Stock determines that u change in the Contract Documents is required because oPthe ortion taken in response to bn emergency, a 
Change Order shall be i.ssucd In document Ihe consequences oPlhe changes or voriaiions. IPSubcontruclor Palls to provide the Iwenly-Pou'r 
(24) hour written notice nnicd above, the Subcontractor shall be deemed lo have waiyed any right it plhenvise may have had lo seek an 
.adjustment Pricing or an c.xicnsinn in the term oPihis Agrcmcni., 

12. ‘ ASSUMPTION OF LIADIUTY : lubcnnlraclor agrees to. and hereby doct. assume full responsibility for any and all acts, negligence or 
omlsshms nP Subcontractor's cmplo.vccs, laborers, agents, materialmen, ond subcontractors and any and all employees and agents oP the 
aPorcmcnlibncd. and any and all other persons doing work underan oral orwritlen order or contract with Subcontractor. 

13 ; indemnification. HOLD liARMI.F.SS'& DEFENSE :fbe Work perPoimed by the Subcontractor shall be at the risk of the 
Subcuniraciur c.xclusively. 1'o Ihc Pullcsi extent permitted by law. at Subconiracior's sqle expense. Subconiracior shall indeninii}'. defend 
and hold harmless both Stock and the Owner (if dilTetenl from Stock) and their aPniialed companies, parents. subsidiariK, peitncrs.j'oini 
ventures, representatives, members, designees, officers, directors, shareholders, employees,’egerils. successors; and assigns (collccilvely 
tePerred to as r'indemnified Party/ics") of. Prom, and against any and all claims concerning, pertaining to, related lo. arising out of and/or 
connected with the Work'and Contract Oncumenls. theiuding but noT limited to demands, suits, liabilities, causes of acUon. tlaniagcs. 
claims for bodily injury, dealH or damage lo property, judgments, conliaciual liabilities, including costs and expenses associated Ihetelo 
which include but is nol limited investigative and repair costs, altomcys' fees arid costs, consultants’. Pees and costs, and other expenses, 
any oP which arise out of. relate to. result from, ere occasioned by. contributed to’by. connected w|ih and/or are in any way coused, in 
whole or in pari, by the acts oP. omissions, failures and/or paPoimance by Subcontractor and/or any oP.ils subcontrariors, laborris. 

■ materialmen, ogtnls, or employees, or anyone for ■whose acts any oPthcm may be liable, as to any oP the Pollovving (cblleclivciy rtfared lo 
as "Claims-): 


(a) Work as required by the Contract Uocurnenls and under this Agreement; 

(b) consimciion or olhets services as required by the Contract Documents and under this Agreement: 

(c) materials Arrhished as required by the Contract Documents and under this Agreeincnl: 

(d) vihlolions or alleged yiola'iioris of Occupational Safely and Health Act oP 1970. as amended, or to regulations premuigalcd thereunder, 
and/or to viiilalions or alleged violations .similar stale taivs and reguloiions;. 
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(c)iniurics iili'lo ahil/of dcsiruclion of (anfible property, including the loss of use or economic loss resullTng ihcrernim:. 

(Odcleeiivclv perlbnncd ond/or alleged Uerectively perronned'Work by liubcbnlraclor and/or.any oF Us subconlrociors.'laborers, 
mairrialmen. agents, nr employees, nr anyone For » hose acts any oF them may be liable: 

(g) brcach oFlhis Agreement: and/or 

(h) acU nr omissions Mbich include .negligent or \vitllut misconduct oF Subconlrautor and/or any nf Its subcontractors.' lebdrets. 
maicrialrncn. ngents. or crnploycctt. or anyone For whose aebt any of them may* be liable, wbelher active or passive. 

In Whole or in Part :; Subcontractor's obligation to indemniFy. dcFcnd .and hold harmless the Indeinnined forties, shall not beconsinicd to 
negate, abndge, or otherwise reduce any other right or obligation of indemnity which would othenvisc cm'sI Id any party or person 
described in this Paragraph 13' 

h'ubcunlrnclor‘.s iihlignlinn to indemniFy, deFend and hold harmless the IndemniFied Ponlesisapplicable whethcrany Claims arc caused in 
part byahvoFthcIndcinnificd Parties.whcthcraetiveorpassivc..' 

Subconlrucldr's obligolion to indemniFy. dcFcnd and ho|d harmless the Indemniiied Parties is upplicabte whether any Claims ate caused in 
part by the concurrrni nct(s), omissiun|s] by and/dr negligence of any of the Indemniiied Parties, whclhcr active or passive.' provided 
hoSvcveh .said Indemniiied Party sholl not he indemniFied For its own sole negligence' or willful misconduct. 

I.imitations on Obliealidns & Plon'dn Siotuies. Section 735.06 ; With regard to any nnd all Claims, Subcontractor s obligolion lit irulemnlFy. 
deFend und hold harmless the Indemniiied Parties shall not be limiled in any tvoy by any limitation on the amount or type qF damages, 
compensstion. insur.Vncc requirements nnd limits set forth in Exhibit “A**, or beriefils payable by/for Subeoniractnr or any fuheonlraclor 
under vvotkers' or workmen's compcnsalton ocis, disabiliiy eels or other employee ben'elits acts. Noiwilhslanding the; foregoing, 
Subconlracior's obligation lo IndemniFy. defend and hold harmless the Indemnined Parties shall be lirnilcd to the greater ol; 

(a) A maximum a r5S.OUO.UOO.00: or 

(b) the amount of this Agreement sum: or 

(cjihe maximum amount oFinsuronce coyerage limits available lo the Subcontractor under any.ond all pulictes oFinsunince and opplicabte 
lo any Clnim(s).- 

Thc parties ogree and acknowledge that this limitation bears a roasonable rammerciai rcistinhship to this Agreement and the services being 
provided hereunder, and this indernniiy clause is intended lo comply xvilh the Florida laws nn indcrrinii) .and .epecilically 16 comply with 
Florida Statutes. Section 725.06. including any amendments thereto, ond is In be interpreted in such a way as to be liilly enForceable. IFony 
word, clause or provision oF this Paragraph 13 is determined not to be in compliance with Florida Statutes. Section 725.06. iaciudlng any. 
amcndmcnl.slhcrcta.ic'shallbeinerFecliveand ihei^ainingwords.clBusesandprovisionsshall rernninin Full ForceandcfFcct. ' - ’ - 

I Duty m DeFend : Subconlracior's duty lo deFend under this Paragraph 13 is independent and separate From its diiiy to indemnify and hold ’ 
harmless, and the duty.lo deFend exists regardlus 6Fany ultimate liability of Slock and/or any Indemnined Party, ‘The duly lo deFend arises 
immediately upon presentation of a Claim by any person or entity with written notice oFsuch Claim being provided |6 Subcontractor.' 

Survival Provision : Subconiroctor's obligation lo indemnily, defend ond hold haimicss will survive the expiration or earlier Icimlneiion of' 
this Agreement unlil it is'dcicimined by iinal Judgment (hat an action agoinsi the IndemniFied Pariy/ics Forany and all rhaiters indemnified 
is fiilly and iinally barred by the applicable statute of limilations.. 


• Waiver oF Subroeetibn : Subcontractor 'waives airiv lights of subrogation against Stock. and .shall require, any oF, Subconlracior's 
subconiraclois, laborers, materialmen,, agents, or employees, and anyone For tvhose acts any of them niay be liable to Waive their 
' subrogation rights against Sluck.- 

: Secure PCTFormahee : At its sole discretion. Stock may withhold, from lime to lime, from any monies olhenvise due Subconlractor, 
hereunder or under any other contract or agreements, a sum of money, which, in the sole judgment oF Stock, shall be suflicienl lo secure the 
perFarmanceoFSubcoiiiractor's obligations underthis Paragraph 13; 

Notice : Stock shall provide written notice of any. Claims within sixty (60) days aAcr Slock becomes reasonably owore'lhai Subconlractbr 
may be liable Forany such Claims. 


: Id. SUBCONTRACTOR WAURANTIES : Subcontractor represents end warrants lo Slock that all equipment and matcrial.x provided by 
Subconlractor and incnrporalcd in the Work will be new; unless olhenvise specllicd in the Plans and Specincaliohs. and together trilh Ihe 
Subconlracior's Work shall be oFgoadqualliy, Free oFdeFcets and In conFormily with IheConiract Documents. It is understood between 
. the parties hereto that nil equipment, materials end Work not so in conformity shall be deFeclive, Subcontractor specifically agrees that it is 
' responsible For the protection oF the Work until final completion and that Sul^nMctof will make good or replace, at no c-ypenk to Slock. 

' any damage to the Work which occurs prior lo said nnal completion. Inspection by Stock shall not relieve Subconlractor oF its oblig 
herein. SUDCONTRAO'ORFURTHER WARRANTSTHATALLLABORANDMATERiALSFURNISIlEDBY 
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SUBCONTRACrOR SHALL nn KRI-KOl- DEFECrS FOR A PERIOD Bl-GINNING ATTIIU D/\TIiT«ATSTOC*K CONVEYS 
TITIJ OFTllh SI'WECr OFTHI: WORK. (HOUSE OR CONDOMINIUM UNlinO A PURCHASER OFTHF IIOILSF.OR 
CONDOMINIIIM UNfl'. AND CONI INl'INO FROM SUCH DATF UNTILTIIK i.AST OFTlIIH FOLLOWINGTO OCCUR: (1) ONE 
YEAR: (2>F6R’l‘Hli DURATION OF ANY (JMITED WRIITEN WARRANTY GIVEN BY STOCK TO SUCH PURCHASER OR (3) 
THE DURATION OF ANY COMMON I^WOR STATE OR FEDERAL STATUTORY WARRA.NrnHS OF SUCHi'ORCIIASLR. OR 
SUUSHOUEN'l' PURCHASER. OR,ANY () I HER PERSON OR ElTn i’Y. IF ANY. SUBCONTRACTOR AGREES TO MAKE:. AT 
SUnCONTRACTORLS SOLE UXPI-.NSIL ALL RhPAIRS AND CORRECT SUCH DEFECTS IN ORDER TO MEET ANY'OF , 
SUBCONTRACTOR’S WARRANTY OBLIGATIONS WITHINEIGHT(8> HOURS OFNOTICE (ORAl.OR WRlTlFNjOFSUCH 
DEFECr IN AN FMHRGENCV IDIiTl-RMlNED BY ^QCK IN ITS SOLE DISCRCTION) AND ■VS’ITHIN FORTY-nOH rH8) 

■ HOURS OF NOTICE ON A NON-EMERGENCY OASIS. In addilion. SuhcontTacidrshall Irsnsler any and all :ipp|icabRinaniiraciurcr*S' 

. ivarrantie]!. logeihcr wth all .SKnice and nperuilng manuals fur maieriais furnished bjr il under this. Agrccmcni. lo Slock when the Work is 
complclcd nr this Agreemenl Is lermrnatcd.uhichcycr Occurs firsL Tho Nvananly cunleined In Ihis patugniph M isin nddillun loan)'other 
special uarraniies required by conlracl nr Ian. and such wananly does nol negate ur abridge Stock's righi lo assert clatnui for loient dr > 
patcnl defects in accordnncc sviih applicable law. 

The Suhconiraclor agrees lo satisfy such warranty obligations which appear within the wananty or guarantee penods estabiishri in ihe 
Contract Diicumenis widiliut cost lo the Owner or Ihe Contraclor. If no guarantee orwan-anlv is required nriHc Coniraciorinlhe Conlracl 
Documents, then the Subconiraelor shall euaraniccor warTonlvlheSubconlraelorWork for Iheneriod of line Ml tear from the dale(>>or 
conveyance lo Ihe end ilscf. 

The Subconiractur funlieragrecs lo execulc .my special guarantees or warranlies that shall be required for the S'uhconlraclnr's Work piior 
id (ina) payment. .. ' 

All guarunices and warranlies must be subniillcd.lo the Cuniracior in s fonn acceptable lo the Conlmcior prior to and as a condition for' 
final pavmcni. 

Subcontractor c.xprc.ssly ngrees that all warranties made by il In'this Agreement shall survive Ihc Icnninnlion or c.vpiralion ofihis 
. Agreemcril for an) reason prior to the c.s'pirailon of the full warranty period. 

15. RUBBISH and DEBRIS : Subcontractor agrees lo keep the jobsite and adjoining property free orw'a.sie rnsierial and rubbish uused by ilS 
Work or lhai of its subconlraclors and lo remove all 'waste materials and rubbish on completion or termination ofiis Work together with all 
tools, equipment, and tnachiiieo'. Siibconlractor a^ccs that upon tcrminaiine iLs Work at Ihe site, Subconiracior Shall condud general 
. clean-up operations, including, but not limited to. the cleaning of glass surfaces, paved streets and walks, steps arid inlerior floors and 
walls, where applicable.. Any personal property IcR by Subcontractor on or around job site for ^iriy (30) days following completion of the 
Work] excluding any Work performed pur.suonl lo wareaniy service obligations, will become the property of Slock. 

' 16. ASSIGNMENT ; Subconiracior shall not assign Ibis Agreement or any payments due or to become due hereunder wiihnul the prior xyriiien 
eofisenl of Slock, which consent may be withheld in the sole discretion of Slock. Pa)'menls to Subconiracior will be made In accordance 
with Stock's current published payment procedures, as the same may be amended from ilrne to time. • Faymeiii to Subconlraaor ofill or: 
any portion of any progress payment or the final payment shall not constitute or Imply or be evidence ol’perfotmance of the Work by 
Subcontractor or acceptance of any poriion of Subcon irocior’s Work by Slock, or In any way waive or uffecl Stock’s claims or rights ■ 
against Subcontractor. 

17, CHANGES: Slock reserves the right to make changes in the Work in the nature of additions, deletions, or modifications,, without' 
invalidating this Agreement and agrees to make corresponding adjustments in the canlract price and time for performance. All 
changes: \vill,be authorized by n new xtritlen Work Nolificalion Fonn wkich wil| include conforming chenga in any. 
Bid/Propo.'uiL payment schedule and/or time for pcrfomtance. 

i J, INSURANCE REoUlREMENT.Sr . Subcnnlrnctor shall procure arid malnlolri Insurance policies in the forTO and amourilsas scl 
forth oh Exhibit “A", attached hereto and Incorporated herein by reference. All coverage shall be placinl with an insurance 
carriers duly admitted in the State ofFloridu and shall be reasonably acceptable to Stock. All insurance carriers must ihainlaiii an 
A'.M. Best rating of’-’A-VHr* or better. C’enificd copies of all insurance policies must be made available and provided to Slock 
within ten (mV days ofSlock's request.. The word “Claims" used in this Pamgraph 18 has been defined in Paragraph 13 obove.. 

Endorsements in Insurance Policies: .In addition lo Exhibit "A”. Ihe Subcontractor shaU carry and maintain commercial general liability 
insurance on ISO form CG 00 01 1001 (or a substitute form providing coverage equal to or greater than .said form}.' All policiu ofliatiillly 

_ insurance shall contain an Additional Insured Endorsement on ISO fonn CG 20 10 II 8S (ora wbslilule form providina covtranrr’Miwi^ 
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iir grcaiLT than vaid rnmi nhich wiiulil ul n minimum iiJdiiionnl insured jlaiuj with respect arising otii orh'uhconiracior'S'Wmkpursuant to 
I the Contmct pucumcnis and which prucides cuverege both during, the products coinpleted opcralionshazard period.) Such insurance shall 
enter liability arising nut orpreinises. operations. Independent cnntraidots, producls-complcted operations, personal ond advertising injuijv 
bodilv injur>. pmperty damage, and' liuhilily assumed under an insured contract (including the tort liability or another assumed, in n 
' business cuntracl). There shall be no endorsement or modilication ofthe commercial general liability. o.iCcss or umbrella coverage forms 
' which cnntain.s any of the rollowihg; 

(a) l.iinitaiinns dir MudinColiun arConirnciuql Liability Language: 

(b) l.imilaiions orc.xclusion.s for Damage in Work Perfotincd bv Sub Cnniracinrs:. 

' (c) Limitaiiuns or kvciu.siuns rurKesideniial.WotV 

(d) Limitations of E,\cjusions forMulli-Unii Dwellings- 

' (e) Limitations or HNclusIniis related to c.tplosion, collapse, underground property damage: 

(I) Pollution Esclu-sinns: nr 

,(g) workperrormed by siibeonlraciors.' 

Addiiional Insured: Stock Shall be named as an additional insured, loss payee and ccrtincalc holder, oh each of Ihc policies as outlined in • 
Exhibit "A" Cnyeragc under all policies shall be afforded to the additional insureds whether or not any Claims arc actually in liiigellon. 

Slock'shall remain as on fidJhtonaLInSurcd nn cuch policy Tor a period not le.ss'lhBn ten (10) consecutive years from The date oflinal' 
camplciion uf the entire cnnsiruciinn pifijcci that Is the subject bfthis Agreement end the Conlracl Documents regardless oflhcdale.when i 
' the Subcoiilractiir, Suhcrinlractiir's suhcnnlmctors. laborers, materialmen, agents, employees, and/or anyone for'whose acts any of them - 
may' be liable, completes nr finishes uny Work or any other construction work, and/or regardless of tlia dales any cenilicalas of occupancy 
are Issued. .Suhcnnlracliir's nhligatinn to have Slock remain as an addlllnnal Insured on each policy for a period not less than ten (tO) 

■ cohseculive years from the date of final completion nfthe cnu'rc consirucu’on project will survive the expiration or earlier lennintlion of 
this Agfccmenl imlil any and all Claims arc fully and finally barred by the greater of any and all applicable statute oflimltaliDn or slaluiepf r 
repose. 

Priority of Insurance Coverage ; It.is the Inlent of the parries lhal all available and applicable insurance coveroge of the Subcohltaelor. 
whether primary or e,xcess or umbrella policies, be primary coverage for any and ail Claims concemihg. pertaining to. rtlnied to, arising out. 
ofand/or connected with the Work and Contract Documents, regardless of who makes said Claims. Further, the parties Intend that Slack's 
insurance puliciu be e.xccss over any and all available and applicable insurance policies of.Subcontraclor for Ihe purposes of indemnily and 
defense nfSiock. 

Certificnies onnsurance : Prior, In enmmeneing any Work under this Agrecmenl. Subcontractor shall submit to Slock copies of policies or 
Certificate of Insurance that confirm approprialc insurance coverage. 

Each Ccrtificalc of Insurance shall provide that the insurer must give .Slock at least ninety (90) days prior written notice of oon-rchewal or 
material change in coverage and termination ofthe coverage thereunder. Not lessThan two (2) weeks prior in the expiralion. cancellation 
' orlemiinalion of any .such policy, the Subconlraclof shall supply Slock with a new and rcplacemanl. Certificate oflnsunuice and nddilionej 
• insured endorsements ns proof of rcncwal/replacement policies ofinsorance. 

Subcohlractnr^s Notice lo ihsurimce Carriers and Agents; 'Prior Ip commeheing any Work under this A'^cmenl, Subcontractor liiusl 
provide a fully e.xccuied complete copy of this Agreement with Exhibit ’’A” and all amendments to each of its insuiiance agehls end 
insurance carriers, Within ten (10) days aRcr execution by the parties of anyTulure amendments, modifications, addiiionSi deletions, 
changes or addendums lo this Agreement. .Subcontractor must provide a fully e.xeculcd complete copy of this Agruentcnl with Exhibit “A*’, 

. as amended, to each ofils insurance agents ond insurance cturiets. 

Subronifacior’s .fubconlraciors : Subcontractor acknowledges it shall noi subcontract any port of this Agreement wllhoul supplying Stock 
proofihat oil Subcontractor's subconlraclors. laborers, materialmen, agents, or employee, and anyone for whose eels any orihem may be 
liable, obtains and maintains appropriate insurance coverage as detailed in Exhibit va". It shall be Subconlraclor’s sole responsibility lo 
ensure that Subcontractor's subcontractors. laborers, materialmen, agents, or cmpIOiTts. and anyotte for whose acts any ofihem may be 
liable, fully complies with this Paragraph 18 and Exhibit "A", and future amcndincnla thereto., 
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AtJdllinnall}. linU prior to commcncenteni oflhe Work, the Subcontra cl nr shall provide Slock \viih a Ccrtillcalc orinsurjncc ^howinf 
imtiraiuv ciivchijje. in compliance vilh r.\hihit '’A" each and every Suhconlracior'v subconlraclors. lahoicrs, nmlcnulnicn.a;nils.an(lAor 
cmplovccs. and anyone Tor uhoSc acts any orthem may be liable. Ccncragcshajlbeno Icsstlian the limits as described In lixhiWl "A" In 
Ihe event any of these policies arc terminalcd. Tor any reason, the Subcontmcior shall provide Siocj; copies of C'crlificaics of Insurance 
shoivin^ rcpiaccincnl coverage in compllaiice wilh Exhibit **A% 

Waiver nf Kiibrocaiion rrom Insurers : Subconlraclor shall, obtain frrsm ench of iLs insurers, a vvaiver of subrogation n$ lO each of its ■ 
iniajiancc policies, in favor of Slock with rrapecl to any Claims concerning, pertnininE to, related lo. arising out of and/or connected with ■ 
the Work Olid Contract Documents.. 


Rfcncb . Pailurc nl'Subconlracior to inainiain complete and appropnaie insurance is n moierinl breach. In this event, in addilinn to the nil 
other rcincdj pruvislons in this Agreement. Stock can elect to terminate ibii Apeemcnl or to provide insurance at Subconimcipr's sole, 
c-xpcnvcriit neither case, hovv’cvcr, shall Subcontfaetdr's liability he lessened. 

19. COMPUrriQN: Immcdiolcly upon the pcrTormencc ofany pari oflhe Work, ns between Subebntractorond Stock, title ihtrciu shall veil 
in Slock to the extent pcimilicdby law: provided,'however, the vesting ofsiich title shall nol impose uny obligations On Sipek of relieve ■ 
Subcontractor ofany of its obiigailons hereunder. Upon completion oflhe Work described in any \Vorfc Noiilicalion FOm. SubCOtiiratlor 
shall request the Stuck representative on the job site lo conliim completion oflhe Work. Thereafter, provided that Subconiraciw is not in 
breach itflhis Agrecioeni. and pro vided that Subcontractor is oihcnvisc entitled to paytpeni under this AgreemenCupon noljncalion (o > 
Stock. Stock shall pay Subconlmeior Ibi^lhe Work described in the Work Nolificotion Form in accordance with the Work Nolificaiton 
Fonn and the Bid/Proposal within sixty (6U) days followng Stock's receipt of a request for payment from Subcontractor.. Subcontractor 
hereby agree.! that if Suhconirncior fail's to request from Slock any sum. including, bul nol limited lo. wages or cdnimcl sums due uiidcr this 
Agreement or any Work Noiilicalion Form, within ninety (90) days from the date they become due. said sums lo Subconlraclor and 
Subconlraclor shall have no claim Ihereio. 

JO. WAIVER: TOTIIEEXTENTNOTPROIIIDITEDBV LAW.CONTRACTOR HEREBY WAIVES AND RELINQUISHES ANVAND 
ALLSTATl'TORYOR CONTRACTUAL RIGHTSTHATITMAY HAVE TO OBTAIN STQPNOnCnS DR LIEN.S. MECHANICS' 
OR OTHERWISE. AOAIN.ST THE PROPERTY OR IMPROVEMENTS THAT ARETOE WORK AND agrees NOT TO FILE ANY 
SUCH NOTICF OR I.IEN AGAINSF SUCH PROPERTY OR IMPROVEMENTS FOR ANY LABOR. SERVICES. WORK. 
MATERIALS, EOUIPMEN'r.'fOOLS OR OTHER ITEMS FURNISHED TO OR FOR STOCK. TO THE EXTENT NOT PROillBlTED. 
BY I.AW. CONTRACTOR AGREES ‘10 LOOK SOLELY.TO ITS CONTRACTUAL RIGHTS FOR RECOVERY. 

2 1. TAXF.S/CIIARGES : Subconlraclor shall pay all taxes, contributions and/or premiums payable on its employees or on iis operations under 
• workers' compensation laws, unemploymeni compensalion lows, Ihe Federal; Social Securily Act. hcalih and wxlfarebenem plans; gross 
business taxes, sales and use taxes, coiitribuliansand/arpremiums which ore payable by Ihe employees and theSubconiractorshalL 
indetrinify. defend and hold Slock harmless from oil liability, loss and c.xpfflse tcsulling from Subcontractor's failure 16 comply with these 
rcquiremcnts.r Subcantractnrshall comply with all rules and regulations at any lime applicable hereto and shall, on demand, subslantiatc lo 
Stock's reasonable saiisraclion that all taxes and charges arc being properly paid SUBCONTRACTOR SHALL BE SOLELY 
RESPONSiDLE FOR WITIIIIOLDING TAXES, SOCIALSECURJIV TAXES AND STATE UNEMPI.OYMENTTAXES FOR ALL 
EMPLOYEES OFSUBCONTRACTOR. 

22, DF.FEniVF WORK: Should Stock noti^ Subconlraclor (orally or in writing) that any part of the Work is incorrect find doer not conform 
to the terms oflhe Contract Documertis. Subcontractor shall immediately being lo correct such defective work end shall complete such 

I corrected work within foriyrelghl (48) hours unless Slock shall agree to a longer period. irSubconlracior refuses to perform finy corrective 
work. Subcontractor shall waive the abo ve described forty-^i^t (48) hour period and such rcfiisal or failure lo perform the corrective work 
. shall be deemed a default by Subcontraclor hereunder. Subcontractor shall bear the entire cost ofsiich coneclive vvork. including any cost' 
.'Incurred by the disturbance of,work completed by other contractors. 

2J. BREACH : SUBCONTRACTOR SHALL DEIN BREACH OF THIS AGREEMENT iF: 


I (a) Subcontractor's Work is defective and nol remedied as provided herein; or 

(b) Subcontractor does not make prompt and proper payments lo its employees, agents and/or sub'cbniraciors: or 

(c) Subcontraclor does not make prompt ond proper payment! for jabor, services, vyoriq materials nr equipmetil furnished by third parties 


■toil: or .... 

,(d) Another cnhiraclor is damaged byanaci forwhich Subcomracioris responsible: or 
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(i!)^Siihronlracliy or nnj ihird pnriy rumishitig labor.servicer, 'wofk, maien'als. ci|u!pmenl. loflis or oihcr items for ijie Wort: files BnJ 
claim or lien ligamsl the pniperty where the Work has been pnlhnned and such claim nr lien has noi been discharged nr rwiolvcd iWlhin 
iwemy-four (2<1) hours- aficr nolicc rhcrcnfln .Suhcomracinr.and.Suhcommciorhas not posted a iliseliargc bond within this twenty fiiuriz-ij 
hour period; or; 

(I) Subconiracinr fails to perlbnn warranty sen-iec under this Agrccmcnl or any other poor dr contemporaneous Subcuntracinr Agtiemenl 
\vilhS|Qck:pr • 

(b) Slock is fined by any goyemmenlal agency on acrounl of oraiising out ofSubconiraciors (or .Subconlracinr'siuhconiraciors dr 

agents) violation ofuny law. ordinance, regulation, edministrutivc ruling and/or court order: or 

(hj Suhcontracinr becomes insolvent oraoi petition for bankruptcy is filed with respect lo Subcunlracipr; tir 

(i) Subcunlractor fails or neglects to prosecute the Work diligcnlh and promptly, whether due to inadequolt dr fneoinpcicnl supervision, 
insu/iicicnl .skilled workers. lack of material or equipment, improper quantity or quality, or for any oihcrrcason not described befeln: 

(j) Subcuntraclur fiiiLs to comply trilh imj Icnns ufth» AHrccmcnl urany Work Noiincailon Fonn issued under Ibis Agteemeni; 

24 MMimiiS: IF.SUHCpNTRACrOH IS IN HRI-ACH OFTHI.S AGRfcKMENT. IN ADDITION T O ANY. AND ALL OTHER 
REMEDIRS AVAILABLE UNDER APPLICABI.n i.AW. STOCK. IN ITS SOl.F, DISCRETION. MAY DO ANY OR ALLOFTIIE 
FOLLOWING: - • 

(A) IMMEDIATELY TERMINATETIIIS AGREEMENT. ANY WORK NOTIFICATION FORM OR OTHER VERBAL OR 
WRITTEN AGREEMENT WITH SUBCONTRACTOR OR OniER.SUnCONtRACTOR BASE AGREEMENT DETWF.EN 
SUBCONTRACTOR AND STOCK AND DISMISS SUBCONTRACTOR FHOMTHE JOB SITE BY PROVIDING* 
SUBCONTRACTOR WITH WRITTEN NOTICE OFSUCII TERMINATION; 

(D) ENGAGE OR EMPLOY OTI lER CONTRj\CTORS TO REMEDY SUBCONTRACTOR'S DI-FECTIVF. WORK; TO COMPI.I- IE 
. ANY PORTION OF THE WORK NOT COMPLETED BY SUBCONTRACTOR. PERFORM SUBCONTRACTOR’S WARRANTY 
: SERVICE OBLIGATIONS OR OTHERWISE CURESUHCONTRACT’OR’S BREACH ATSUBCON’I’RACrOR’S SOI E COSt AND 
EXPENSE:- • . . . 


(C).WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE HUNDRED TWENTY (120) DAYS ANY SUMS ^HICTHMIGinr BE 
DUE OR BECOME DUE TO SUBCONTRACTOR. WHETHER UNDER THIS AGREEMENT. ANY WORK NOTIFICATION FORM 
OR ANY OTHER AGRF.EMENT. AND MaY CHARGE AGAINST ANY SUCH SUMS WITHHELD ALL SUMS EXPENDED OR 
COST.S INCURRED BY STOCK ARISING FROM ’HiE ENGAG’EMENTOF ot| lER CONTRACTORS AS PROVIDED IN (B) 
ABOVE OR OTHERWISE RELATING TO SUDCON’|-RACTOR’S BREACH, INCLUDING. BUT NOT LIMPTED TO. STOCK’.S 
OVERHEAD AND PROFIT; AND/OR- 


, (D) WITHHOLD FROM SUBCONTRAC TOR FOR UP TO ONE(I) YEAR AN AMOUNT. WHICH AMOUNT SHALL NOT 
EXCEED FIVE PERCENT (S%) OF ‘|>IE CONTRACT PRICE FOR THE WORK,TO INSURE SUBCONTRACTOR’S: 

. PERFORMANCE OF WARRANTY SERVICE OBLIGATIONS. SHOULD SUBCONTRACTOR FAILTO PERFORM SUCf| 
• WARRANTY. SERVICE OBLIGATIONS. STOCK MAY CHARGE AGAINST SUCH AMOUNT WITHHELD ALL SUMS 
EXPENDED OR COSTS INCURRED BY STOCK ARISING FROM SUBCONTRACTOR’S FAILURE 'TO PERFORM SUCH 
WARRANTV SERVICE OBLIGATIONS. 


23; TERMINATION: ’This Agicemenl may also be terminated and Subcontraclur dismissed from Ihe Job site by Slock at any lime in its sole. 
discretion, -iviiij or wilhout cause, by providing Subcontractor with notice (written or oral, in the sole delcrminelion oTStock) ofsuch 
lerminalion. and such termination .shall be effective as of the lime and date slated in such notice. In the event orierminatioii ofthe 
Agreement pursuant In this paragraph 25 wlihoul cause. Stock shall pay Subcontractor within sixty [60) days afier the efTcclive dole ofsuch 
termination, ail 'sums due and otying Subcontractor for all labor incurred and all materials incorporaicd in Ihe Work performed under this 
A^emenl prior to the elfectivc dale and lime of termination. Sobconlraeioracknowledgcs and agrees dial ifSubcdnlracior is terminated 
punuant to this paragraph 25 with tausc. Subconlraclarshall hove no claim against Slock Tor any additional sums, mcluding. without 
limitations any claim.s for material purchased buI not used in the Work, or for lost pralilsor forany other ciaini nrsums whatsoever. The 
termination payment described herein, if appjicable. is Subcontractor's sole remedy and in no even! shall Subcontractor have any claim for 
consequcnU'al damages. Further, in Ihc event of termination. Subconuaclor will turn over all equipment and malerials ordered, purchased 
' for Md delivered to the Project, and Muck tvill pay the Subcontractor any amounts due based on Ihc percentage nfcompielion ui 
Subcomractnr’s Work that is incompliance with this Agreement and the Pricing, actually accomplished and cquipmcni and materials 
Supplied to the Project: excluding any payment for unearned profit and bvethead. Subeohlracior will facilliate transfer of Work to' Slock by 
assigning its rights under subcontracts and purchase orders. 
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2f'- 1: NI|K1;NT ;. This Agrcciiicni. logeihcr with Ihe Conincl Documcnis. consiHuies ihc entire agrecineni bcl\«en Subconlractnr 
anti Kinck anil there are nil iiilicr agreeniciiis; oral or MTiiicn. by and bcmcch Ihc panies hereto, except as In SuhMntractor's iwrranlics 
imdcr ahy prior or conlcinporancaus Siibconiracior Agreements with Slock, which wananties arc incorporated by reference herein For all 
puippsex.■ This Agrccmcnti together with the Contraci Doeumenb. docs not ercaic a panneishlp oi* other unincotporated association 

beuviicn the .Subconiraeior and Stock The relationship orSubcontmctor is thin ofnn independent eonlraclor. 

27. HlianiNtJS ; Tlie paraereph headings in tins Agreement arc rorconvenicncc cniy and shall not dlTdci ihe meaning, inltrpreUyon wscope 

• of the provisions uhichTiiltiiu them, -- 

28. WPTiq-S . Unless olhemise set forth herein, any notice to be given orsmtdiipon any pany hereto in connection nilh this A|r«ciiient must be 
in writing; and shell be (a) delivered by hand, (h) send by Federal l-xpress. Ilxptcss Mall or other overnight courier serviee.'seiil Inihe bddreas on 
the first page hereof or such other address for notice as the panies .Shall Iasi have furnished in writing to the pereon giving lhenoii^or<c)strl bv 
facsimile inmsmission with a cops detivered pursuant to (a) or (b) above. Any such police or demand,shall be deemed lo have been duly given * 
or made and to have become cITcct We (I) Ifdclivered by hand lo a reponsfljle ofiiccr of the party lo which it is directed, at the limcorihcrcceipi 
Ihereorby such olficer. (ii) ifscol hy facsimile transmission as oflhcdatc and lime oftmnsmLwion, and (iiij if.seni by Federal Repress, Express 

; Mail brother reputable overnight courier service, upon Ihe earlier ofthcdaie of receipt or one (IJ business day allcr posting ihereof, Ifa notice is 

mailed in the manner provided above, it Is duly given, whether or hot Ihe odiiitssee received it. 

29. INVAUPITYt If any provision of this Agreement is held lo be illegal, invalid or unenforccahle under present or fiilure laws, such 
provision shall be fully severable. This Agrccmcnl shall be construed enforced as ifsuch illegal, invalid or unenforceable proyislon had 
never comprised a part oflhis Agreemenh nnd the remaining provisions oflhis Agreement shall remaiii in full force and effect and shall not 
be affected by the illegal, inyulid or uncrirarceabic provision or by its severance from this Agreement.. Furthermore, there shall be added 
automatically as if pan of this Agreement a provision as similar in terms lo such illegal, invalid or unenforeeablepmvislon nsmaybc' 
possible and rhay be legal, valid and enforceable. 

,30. .n,lgPUj>:; Ifa controversy or claim arises qul of or related lo this AgrecmenL including a claim relating l6 an action taken by Slock' 
pursuuni lo the selFhelp remedies of paragraph 24, and the parlies cannot resolve the matter between ihemselvus within sWiy {6D) days 
afier Stuck is first provided wTliien notice of the claim or controversy by Subcontractor, the panics agree lo try iii good faith lo settle the 
dispute hy mediation under the Construeiiun Industry Medlalion Rulesofihc American Arbitration A.s.sbcialion. If oolsetlled by 
mediation, the dispute shall he resolved by final and binding aibilfaiion in Dcconiance with the Construction tmlosliy Arbilrollnn Rule,s of 
the American Atbilrailon Asspeiation. and judgment Upon the award rendered by the orbitralorfs) may be entered in any coun having 
Jurisdiciion thereof. Should a dispute arise between Stock and a buyer of a residence regarding materials supplied or work performed by i 
Subcontractor. Subcbnlractor agrees in participate in. and be bound by. arbitration proceedings heiwccn Stuck and the buyer. 

•31. JURiSPlCTIQN Bnd.PRF..SUMP'flON: ’Ihis Agreement shall be governed by and construed under the laws of the State ofFlorida, Any 
action brought to enforce or inlctprcl this Agreement shell be brou^t in the court of appropriate iuri,sdiciion in the county in which Ihe 
properly is located. Should any provision of this Agreement require judicial mierprclalion. the parlies hereto agree and stipulate that Ihc 
court imetprciing or considering the same shall not apply the presumplion that ihe leims hereof shall be morcsln'ctly consthted against a , 

, parly by reason of any legal conclusion that a document should be construed more strictly againsi the party who itself or ihrou^ its agents 
prepared the same, or being agreed that all panies hereto have participated in Ihe preparation and negotiation oflhis Agreement and caeh ’ 

party had full oppanuniiy to consult legal counsel of its choice prior lb the execution oflhis Agreement. 

32, WAIVER: Except as e.\presslyset forth herein, this Agreement may no| be changed, modified or Icrfninmcd. except by an inslnimenl 
executed by the panics hereto. No Vvaiver by either parly of any failure or refusal lo comply with the obligation ofany other party 

' hereunder shall be deemed a waiver of any other or subscqtieni failure or refusal lo so comply. 

33. '. ’ COUNTERPART'>_anil FAC$lMltE/PDF SIGNATURES : This Agreement may be executedTq any number of coumetparts. each of 

whicli shajl be deemed an original and ail of which shall constitute one and the same agi^menU Signatures given via .fanimile or scan 
'PDF transmission and shall be deemed given as of the dole end time of trinsmission'io the other party and shall be deemed original. 

'34. EfRSQtfS.BQ.UNP: The provisioh.x oflhis Agreement shall inure lo Ihe benefit of. and shall bind, the heirs, cxecuiers. adminisiralois. 
.successbis and assigns of the respective parties. No person shall be deemed lo be a ihird party beneficiary oflhis Apeemenl orany portion 
Ihcrrof. Subcbnlractor may nu| aisign this Agreement wiihoui Stock’s prior written consent, which consent Slock may wiilihblJ in its sole 
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and iibsohiic Uui'rciibn .Slock may assign this Agreement to any afTilialc. subsidiar)' or other third panyby providing Suhilontraciar live 
(5)da}s »nlltfn notice tlicrcor. 


iN WITNESS WHKREOH. the piirties huxcc.'ccculcdthi'! Agreement as ofthc Uuy and jear first above ^vritten. 



Sl'BCONTHACrOH; 
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. 2647 Professional Circle ♦ Suite 1201 * Naples, FL 341 ig 


Subcontractor Base Aer^mcnt 


MC Ca 



NAME OF.SLIBCpNTRACTOR:_5J_ 

OWNERSHIP: 0, CORPORATION _■ PARTNERSHIP u PROPR 
NAME(S) OF PRINCIPAL OFFICERS, PARTNERS OF OWNER 

SUBCONTRACTOR’S EIN ORSOCIAL SECURITY NO__ 

Bt^ESS ADDRESS; Old H / Rof. -^ 30^ 


r Lie. 


oRSHip >itMitro liability company. 


EMAIL 


0 




.THIS AGREEMENT (“Agreement") made and entered into Ms /O dayol '■ 20 // . bv and betweenSloel; 

Consimclion, LLC, a Florida limited Jiabiliiy company, its successors and/or assigns ("Stock") and ^ _ . _ 

_- d. y _ 4- C . -f^r . _.(“Subcontraolor”). 

1; As used herein the following terms shall have the meanings specified unless the context othcnlise requires.. 

(a) "Bid/Proposal" shall have the meaning specified in Paragnph 4. 

(b) “Contract Documents" shall mean this Agreement, together wilh any arid all Subcontractor Sa fety & Health Standards (pjcld 
Guidelines). Work Notification Forrris, Bid/Proposals, and Plans and Spccificaitons issued or utilized in connection with Work p'erfonn'ctl i 
by Subcontractor. 

(c) “FHA" shall mean the Federal Housing Adiriinistration. 

(d) “Plans and Specifications” shall mean approved foundah'ori plans, fiairic plans; fioorplans, cloyadon plans, blueprints, consimclion 

•sheet dciailsj and othcrspecificalioris.incIudmgFH/^anuals. ■/ ~ 

(c) t'Project" shall mean the followinE: ■( j/ip. j j ^ J I da iJS^ \ 

(I) "Slock" shall have the meaning specified in the beginning paia^ph of this AgrccmcnL ^ 

. (g) “Subconlraclot” shall have the meaning ^ccified in the beginning paragraph of this Agrccracnl and shall Include Subcontractor’s 
subcontractors, laborers, materialmen, agents, or employees, arid anyone for whose acts any of them may be liable. 

(h) “VA" shall mean the U.S. Department of Veterans Affairs. 

; (i) “Work'l shall include, Nviihout limitation, any and all of the work specified in Paragraph 3 below, and any and all change order Work,. 
extra work, work included on all Work Notification Forms, unbudgeted work, and other work directed by Stock to be perfonned by 
Subcontractor; including but not limited to the management, supervision, financing, labor, materials, tools, fuel, supplies, ulilidcs, 

: equipment and services of every kind and type necessary to diligently, timely, and firlly perform and complete in a good and workmanlike 
manner the Work required by the Contract Do wments. 

(j) “Work Notification Form'! shall mean a written order Issued by Stock toSubconiractorspcci^ng certain Work to be performed; thel 
term Work Notification Form shrdt include forms designated “Purchase Order”, "Job Start Order”, “Field Purchase Ordci”, and Other 
nmilardesighatibnsand contairung certain information about commencing such Work and the payment for such Work: 

2. NON-EXCLUSIVITY ; The purpose of this A^ement is to ILx the obligations of Stock and Subcontractor as to the perforinanceby 
• Subconlraclor of certain deseri^ Work. Subcontractor acknowledges that this Agreement is nonexclusive and that Slock is Iree to ' 
comraciwiih any other person orentity for the performance of work which is the same or similar to that described in this Agreement. 

: Subcontractor is also freelo enter into third party contracts wilh any other subcontractor, laborer and/or materialmen for the provision of 
the Work to be provided hereunder- Subcontractor will ensure that such other, wrorit performed by third party subcontractors, laborers and 
' materialmen does not interfere with Subcontractor’s performance under the Contract Documents and alt such other contracts shall not be. 
deemed a direct contract between Stock and such third party subcontractors laborers, or materialmen. Tliis Agreement shall not be 
I consiiued as obligating Stock to accept bids or issue Work Notification Forms to Subcontractor.. 
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•Cost Code No: ' 


As set rorlh above, in corgunction with this Agrccmeht,' Stock may issue Work Notification Forms Irom time lb lime, covetiig the Work to 
be performed and Urae for completion at each specific job location. Subcontraclorshall have no authority to commence Work at any job - 
location until it has received a Work Notification Form for a specific job location. It shall be Subconbactor’STCspOnsibility to obtain a 
Work Notification Form before; beginning any Work at a specific job location. In the event Subcotitractor’s proposal, Klimate orsimilar 
docunicht is attached to or referenced in a Work Notification Form issued by Stock, only those terms which define or identify the work to 
be performed by Subcontractor shall be incoiporafedas part of the Work Notification Form and/or this Agreement and any remaining, 
portions of Subcontractor’s proposal, estimate orsimilar document shall not be considered part of the WqrkNotiCcalion Form, this 
Agreement, or any agreement between Stock and Subcontractor. No substitutions shall be allowed in the performaiice of the Woik unl^' 
expressly pro vided in the Plans and Specifications or applicable Work Notification Form, and only then upon Subcontractor first receiving 
all approvals required fVom Stock for substitutions. Subeontractorshall indemnify Stock for all loss, damage and expense incurred as a 
resultofsuchs'ubsdtutions, whctherornotSubcontractorhasobtainedapproval thereof. 

4.. PRICING and PAYMENTS ; Subcontractor has submitted to Stocka Bid/Proposal pursuant to Stock’s "invitation to bid" for Work, receipt 
of which is acknowledged thereon by Slock, which Bidffroposal is incorporated herein by reference. The Bid/Proposal may be tnodlficd 
by Subcontractor only by a subsequent svriltcn and dated amendment, as approved by and rece'pl of which shall be acknowledged thereon 
by Slock, which approval Stock may wilhhold in its sole and absolute discredon. Upon acccpTance and approval by Slock, such amended 
Bid/Proposal shall be attached hereto and incorporated herein by reference. The Bid/Proposal in effect at the time of the issuance or any 
Work Notification Form shall be applicable lo all Work to beperfoTroed thereunder, without variation, unless otherwise approved in 
sviiting by Stock.'. Subcontracior acknowledges that its compensadon is a fixed contractual rate, subject to modification under the next 
clause of tliis contract for changes in the Work required. Compensation under the Contract Documents is not hourly compensation. 
Subcontractor agrees that paymcrit shall bo made to the entity named in the beginning paragraph of this Agreement, and not id any 
individual person which provides Work pursuant to this Agreement 

Nouyilhsuinding anything in this Agreement lo the contrary, Subcontractor’s right to any payment under Uiis Agreement is expressly - 
contingent and conditioned upon: (1) Stock's dctcrminah'on that all Work to be performed pursuant to a particular WorkNotificadbn Form i 
has been completed satisfactorily; (2) I f requested by Stock, ihc Subcontracior delivering to Stock a full and complclc release of all liens 
. and claims of Subcontractor and any and all of its subcontractois and suppliers of materials, labor, equipment, work, tools, Services and. 
other items fiimished in connection vrith the Work, and (3) If requested by Slock, the Subcontracior delivering to Slock an affidavit (in a 
form satisfactory to Slock) that prp'vides that so far as Subcontractor is able lo ascertain, no person or entity other than the peisons or 
entities furnishing such waivers and releases, has a right to any such lien or claim for materials, labor, equipment, work, loals, services or ' 
oth'eritems furnished in connection with the Work. 


Notwithstanding anything in this Agreement to the contrary, ifrequesicd by Slock; Subcontractor’s failure to supply these lien waivers and 
■ releases will negate any request for payment until such time as the lien waivers and releases areprovided. If any lien or claim remains 
outstanding after all payracnis arc made, Subcontractor shall refimd lo Slock all monies that Stock maybe compelled lo pay in discharging, 
or resolving such lien or claim, includirig, without limitabon, attorney’s fees and cosis. If Subcontractor fails lo make any such refund 
Svithin fifteen (15) days of notice to Subcontraeipr fiom Stock, Subcontractor shall be in breach of this Agreement, and Stock may, fn 
addition to any other right arid remedy, vvilhhold fi-om any sums due or to becoriie due Subcontractor under this or any other Agrcemeiit 
such amount as may be required, in Stock’s sole discretion, to discharge or resolve any such )|en or claim, and to reimburse Slock for the 
applicable fees and costs incurred by Slock. Subcontractor shall defend, indemnify and hold hanrilKS Slock and Stock's purchaser fi'om' 
the operation and effect of any lien or encumbrance arising out of the performance of Subcontractor’s -vvork, and shall turn over the 
property subject to the Work, including any improvements thereon, to Stock ficc and clear ofall such liens and encumbrances. Ifany such 
lien or encumbrance is claimed by any person or enlify performing any portion or Subcontractor’s work; Subcontractor ^lall, imriicdiately 
upon verbal notice from Stock, discharge sanic by payment or posting a sufficient bond to transfer the lien or encumbrance fiom ihc real 
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property to the bond. irSubconiractpr continues to receive paytnenls fipm Stock, Subcontractor will hold these payments and the rights lo 
future payrncnls from Stock in trust for the benefit of, and to be first applied to payment of those subcontractors, laborers, equipment 
suppliers and material suppliers \yho have performed any portion of Subcontractor’s xTOrk, before using any portion of such payment for 
any other purpose. In the evenlSlock has reason to believe that labor, material, equipment or other obligations orSubcontractor inclined in 
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Ihc pMrofiuancc of Subconiracior’s work arc nolbeing promptly paid. Slock tnay, upon giving wn Uen oolite to Subcootraclor, lake any. 
steps deemed necesary to ensure that any payments from Stock to Subcontraclor shall be utilized to pay such obligations.- Upon such 
svrilien notice, Slock may require Subcontractor to supply satisfactory evidence (hat Subconiraclpr's obligations have been paid or to post a 
payntent and pcrformaticc bond for t^e protection ofSiock, its purchaser, and (hose to whom Subcontractorias an obligation for payrnent.': 
The failure of Subcontractor to provide cither of these means of security shall entitle Stock to retain out ofany payment diie or bekome due 
to Subcontractor a reasonable amount to prelect Stock from any and all loss, damage or cxperisc including allomto>’sfees arising out ofor' 
relating to any such claim or lien from one to whom Subcontractor has an obligation until (hcclai^ or lien hasbeehsaiislied by 
-Subcaiilracior^ 

Acceptance of Work and payment therefore by Stock under litis paragraph shall not be construed as a waiver by Stock for Work later found 
dcrcctive and shall not release the Subconlractor from tiabiUty under any wananw for defective Work or for any obligation lo perlbrm 
wntraniy service Work. 


?.• SUBCONTRACTOR REVIEW and iNSPECTTON ! Subcontractor expressly agrees to read and rainiiianzeltselfcoroplctcly with all 
Contract Documents, including but not timited to the Plans and SpeciGcations applicable lo this Agreement or any Work NbliGcation 
' Fomi. to independentiy verify ail informatiori furnished by Stock or conuined in the Plans and SpcciCcations and to Inspect the job silo. 

■, before starting any Work under a Work NotiGcation Form. Subcontractor Aall immediately report in writing to Stock any discrepancy, 
dcGcieiicy, variance from or violation of any, laws, ordinances, rules, regulations or orders 6f any public authorities observed or known to 
Subcontractor iri the Work, Plans and Spccincations or at the job site. All Plans and SpeciGcations furnished to Subcontraciorby Stock arc 
the properly of Slock and shall not be duplicated or used for ai^ purpose other than the perfomance of Ihe-Work and must be returned to 
Stock at the completion of Subcontractor’s Work, Subcontiactorshall be solely responsible for all constnictioh under this Agreement and 

■ any Work Notification Form, including the tcchruques, sequences, procedures and means, and for coordination of all Work 

■ SubcoiilracDr has made an independent investfgatiori of the site, and the soil conditions and has satisfied Itselfas to all of these conditions 
such tiial the Bid/Proposal include payments for all Work which may be performed by Subcontractor to overcome any unanticipated. 
Underground, orconccaled conditions. Subcontractor \vaivcs any and all rights and claims for any changes to the Work Notification Form 
amount for any items or claims which Subcontraelor could have become aware of prior lo aceepting the Work KolificallohFomt and/or 

' eommeneing Work thereunder had its cxarriiiiatiojis of the Project been conducted in a reasonable manner. 

Subconlractor shalj be responsible for inspecting any work ofaiiotbcr contractor that may afTecl its own Work and shall report in writing to 
Slock any defects in such work upon discovery of the defect prior lo commencing any portion of the Work, or it shall be deemed to have 
accepted such work as correct and fit to be accommodated into its own. If Subconlractor shall be delayed In the commcncementj 
prosecution, or completion of the Work or shall be obstructed or hindered in the orderly progress of the Work by an act, failure to act,- 
omjssion, neglect or default o fStock, any architect, another contractor or subconlractor, or any o F their respective agents or employees, or 
by any cause beyond the control of Subcontractor, then the time fixed for completion of the Work may be exietded in Ihc sole discretion of 
' Stock and only ifSubcomraclor notifies Stock in writing ■within forty-eight (48) hours of the discovciy of the cause pfsuch delay. 
SubcomracDr expressly agrees not to make, and hereby waives, any claim for damages on account of any delay, obsiniclion, or hindrance 
for any cause whatsoever, including but not limited lo, the aforesaid causes, and agrees that Subcontractor’s sole right and remedy in the 
case ofaiiy delay shall bean extension oflhe time fixed forcomplctionoflhe Work. 


• 6. PROSECUTION OF_WORK: Subcontractor shall cooperate with all other contractors engaged by Stock to Iho efiect that their work shall 
: not be impeded and shall give siich oUicrconiraclots access to the job site necessary to perform their contracts. Subcbniracior shall 
perform the Work in a prompt and diligent manner whenever such Work, or any part of it; becomes avaflablc, or at siich other lime or litiies 
asStock may direct so as to promote the progress of the entire Project.. Subconlractor shall not delay orotherwisc interfere vrilli or hinder 
the work of any other contractor on tiiejob. If the work orproperty of another is hindered, delayed,dr damaged by Subcontractor, 
Subcomracior will pay for all costs and damages incurred by such other party and will cause aD such damage to be corrected lo the 
satisfaction of and witliout cost to Slock. Any materials that arc lo be furnished by Subcontractor hereunder shall be furnished tn sulficicnl' 
time to enable Subcontractor to perform and complete its Work with the rime or times provided for herein or in any Work Notification ' 
Form. If, in the opinion of Slock, in its sole discretion, Subcontractor falls behind in furnishing the rieccssaiy labor and/ or materials to 
meet the schedule established by Slocki then Subcontractor Aall take such steps and actions as are deenred necessary by Slock to iirprovc 
the rale ofpro^css, including, but not limited to, increasing the labor force, number ofshifls and/or work such dvehirnc as may be 
required, at its own expense, to bring its part of the Work up to Iheschedule established by Stock.' Subcontractor agrees to reimburse or 
pay Stock; or Slock may withhold payment other^visc due under this Agreement, for any and all damages lhat Stock may sustain as a result,' 
ofsuch delays by Subconiiacurn Time is oflhe essence in this Agreement. 
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: Subconlractor shall perform all labor in a Ihorough arid workmanlike manner, according to the higheststandards of the trade.' 

: Subeoritractor warrants that all labor done and any materials furnished by Subcontfactqr will meet or exceed FHA minimum property. 
standards, VA requirements, any applicable building code requirements and all Stock icqiiirementSi should a dispute arise as to the pro^r 
interpretation of this Agreement, or any work or material performed or fiithishcd hereunder, which concerns Iheparlies hereto only, or 
which concerns Subcontractor andany other contraclorfs), subcontracloi^s) or supplierfs), the dispute shall be decided by Sloclq ^^■hose 
decision tftercon shall be final and conclusive. In any event, and in spile of any dispute, claim, or" controversy arising out of this 
Agreement, SubcontfaetbrshaU proceed diligently with the Work, pending final deleminarionpursuantto any disputes clause or pui^ant 
to any other action taken with respect to any dispute, claim, or controversy. 

. 7 ,_ I materials and EQUIPMENT; Subcontractor shall secure and maintain material ordered by Subcontractqr uritil conqjlclion of the 
Work and satisfaction acceptance by Stock. Subcontractor shall be responsible for the receipt, deliveiyi unloading, hoisting storage, 
warehousing, proleclion, insurance and all other risks of loss relating to any rhaterials nr equipment Subcontractor [s to furnish, install, 
provide, or. have provided to it under this AgrecraenL' Subcontractor shall keep adequate supply of materials on hand at all times, as, 

' requircd'lo meet production schedules. Subcontractor shall be responsible for the security ofall maleriah on the jobsite. Further, if the 
Work requires the rnslallation of materials furnished by otheis, it shall be the responsibility of the Subcontractor to examine the items so 
provided, and to thereupon handle, store, and install the items with such skill and care to ensure a sarisfacloiy and proper installation. Loss, 
or damage to the materials due to acts of negligence by the Suixontractoir shall be deducted from any amounts due or to become due to the 
. Subeontraciar. 

8. SI tHCONTR ACTOR REPRF.SF.NTATlbNS !! Subcontractor represents amd warrants that it is fully qualified in all respects to perfotm the 
Work and shall at all times maintain strict discipline among its employees. Subcontractor shall supervise and direct the Work competently 
and efficiently, devoting such aitcmlon therein and applying such skills and expertise as may be ncccssaiy to perform the Work in 
accordance wih the Contract Documents. Subcontractor shall be responsible to see lliat the finished Work complies accuralcly wth the 
Coniracl Documents. Subcontractor agrees not to employ any peisoh unfit or wiihoulsullicient skill to perform the job for which 
Subcontractor was rciained for IheProjecL Subconlractoragrees that Stock shall not provide training ofany kind.' Accordingly,it is the 
sole responsibility and expense orSubeontractor to provide training for the Subcontractor or its employees, agents, or subcontractois. 

Subcontractor shall not discriminate against any crtiploycc or opplicant for employment because of race, creed, color, sex, age or naUorial 
origin. .Subcontractor shall comply with all equal opportunity or affirmative action reqmrcments or plans as may beset forth in the 
; Contract Documents. 

Subcontractor shall at alj limes remain an independent conUaclor. solely responsible for the Work, methods, techniques, procedures and 
supervision and coordinau'ng al portions of the Work to be performed under this Agreemcnl and Field Guidelines, No provision hereof 
shall be construed to make Subcontractor Stock’s agent. All peraon employed by Subcontractor, or Subconlracior’s suh-contraclors to 
perfomt services in connection wilti this Agreemcnishail be under the exclusive, control and direction of Subcontractor or Subcontractor’s 
subconiraciors, it being the intention of the parties that Subcontractor and its subcontractois shall be and remain art indeperident contractor., 
Slock.shall not exert actual control, nor possess the right to control, the actions of the employees of SubconhactOr.or Subcontractor’s 
subcontractors in performing duties under this Agreement. 

■ Subcontractor shall fully protect the Work from loss or damage arid shall bear Hie cost of any such loss or dainagc until final payment has 
' been made, If Subcontractor or any one for whom Subcontractor Is legally liable for is responsible for any loss or damage to the Work, or 

■ other workor materials ofStock or Stock’s separate eontractois,' Subcontractor shall be charged with the same, and any monies necessary' 
to replace such loss ordaniage shall be deducted Com any amounts due Subcontractor. 

Subcoiiltactor shall.not load norpemriiany part ofany structure orproperty to be loaded in any rnahner that will endanger that stmeture or 
property, nor shall Subcontractor Object any pan of the Work or adjacent proper^ to stresses or pT«sur« that wil) endanger it. 

, g , LICENSES and PERMITS : Subcontractor shall, at Subcontractor’s sole expense, hold and mainlairi al] required licenses, obtain 
all required permits and shall comply with all laws and ordinances arid the rules, regulations, and orders of all public authorities relating la 
the perfonriance of the Work. In the event of Icmunation of this Agreement, Subcontractor shall immediately Iransfcrand assign to Slock 
any and all applicable certificates, permits, contracts, subcontracts, and puich^corders relating to ^e Work. Suhconlra^r agrees that 
Stock is not responsibic for providing any tools or benefits for ^c Subcontractor or its employee, agents, or subcontractors. 
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•0. regulatory compliance and HAZARDOUS SUBSTAKC^: TTic Occupational Safely and Hcaini Aclof 1970, M 
amended (OSHA) has established regulations entitled OSHA Hazard Communication Standard. According to the regulations, 
manufactureis of hazardous materials arc required to furnish Material Safety Data Sheets (MSDS) giving information oii proper handling 
and precautionary measures in using the materials. Many substances commonly used in residential constmclionitlhedtscriplionof 
hazardous materials established by OSHA; Subcontractor shall comply wth all OSHA rc^lab’ons pertaining to the Work and any matcnals 
used in the work. Subcontractor shall have sole and exclusive rc^onsibiliiy for training its employees, subconltactors and sippliets iti iho 
proper handling ofhazardous materials and any precautionary measures required. Subcontractor shoill supply all protccbVe do thing and ■ 
devices nccesaiy to protect its employees, subcontractors andsupplieis from hazardous materials While on thesilc/Subcomraclar shall 


obtain all MSDS's pertaining to any hazardous material used or created in the process of performing the work, and shall distribute copies of 
:sucli MSDS's to Company and to all other contractois,subcqntiactois, and suppliers performing work, on the site. Subconliactor shall also 
obtain from all other contractors, subcontractors and siqrpiicts performing work on the site, copies oCall MSDS's for all hazardous' 
materials used or created by such contractors, subcontractors or suppliers, and shall retain copies of such MSDS's and provide them to 
iSubcbritractor’s employees, subcontractors and siqipliers as required by the OSHA regularions. In other woiris. Subcontractor must 


exchange MSDS's 't^lh all other contractors, subconlractors and suppliers, and implement a training program for its employees. 


Subcontractor acknowledges and understands tha the Project may be subject to the requirements of tlie National Pollutant Discharge 
Elimination System, as amended (hlPDES) and Clean Water Act, as amended (CWA). Subcontractor is fully aware of IhcNPDES and 
C\VA and shall not in any way iriterferc, damage or in any way negatively impact the structures and /or procedures iiTplace or to be 
implemented at the Project pertaining to NPDES and CWA; Subconiraclor shall be responsible for any loss, damage, fine and penalty 
incumd by Slock or its aililiates due to acts of negligence by the Subcontractor and suth costs arid cscpcnscs shall be deducted from any 
amounts due or to become due to the Subcontractor. Further, Snbeontraclorshall indemnify Stock for any and all costs, fines, penalties and: 
expenses incurred by Stock as a result of violations of NPDES and CWA caused by Subcontractor, 


lli EMERGENCIES; In the event of an cniergcncy affecting Ihesafcly or protection of persons or the Work or properly at the job sileor 
adjacent thereto, Subcontractor, without special iastruciipn or aulliorization from Stock is obligated to actio prevent threalercd damage, 
injury or loss. Suheoniractor shall give Stock written notice within twenty-four (24) hours after the occuircnec of the emergency, if 
Siibconlractof believes lhai any significant changes in the Work or variations from the Conlnicl Docuraenis have been caused thereby. If 
the Stock deteimiires that a change in tlic Contract Documents is required because of Uie action taken in response to an emergency, a 
Change Order ^all be issued todocumcirtlhcconsequencesofthecliangesorvariations.. If Subcontractor fails to provide the iweniy-rour 
(24) hoiir wticn notice noted above, the Subcontractor shall be deemed to have waived any right it otherwise may have Md to seek an 
adjustment Pricing or an extensiph to tlic term of this Agreement. 

12. ASSUMPTION OF LIAPiLITY: Subcomractor agrees to, and Hereby docs, assume flrll responsibility for any.and all aeli, negligence or 
oriiisrions of Subcontractor’s employees, laborers, agents, materialmen, and subcoiitraclors arid any and all employees and agents of the 
aforemenlloned, and any and all other persons doing work under an oral or ivriltcn order or contract with Subcontractor,' 


IT. indemnification, hold HARMLESS & DEFENSE: Hic Work nerformed hv the Subcontractor shall, be at the risk of the 
iSubconlractor exclusively. To the fullest extent pemulte'd bylaw, alSubcontraclbr’s sole etpense. Subcontractor shall indemnify, defend 
and hpld harmless both Slpck and the Owner (if difTcrenl from Slock) and their arfiliated compam'es, parents, subsidi^'es, partners, joint 
■vcniuresi representatives, members, designees, officers, directors, sharehpidets, employees, agents, successors, and assigns, (coliccu'vely 
referred to as “Indemnified Party/ics") of, from, and against any and all claims concerning, pertaining to, relale'd (o, arising out of arid/or 
connected with the Work and.Contract Documents,.including but not limited to demands, suits, liabilities, causcs.of action, damages, 
claims for bodily injury, death or damage to property, judgments, contractual liabilitres, including costs and expenses asspeiared thereto 
svhi^ include but is not limited invcsltgativc and repair costs, attorney’ fees and costs, consultants’ fees and costs, and other expenses, 
any pf which arise out of, relate to, rcritll from, are occasioned by, bontribuled to by, connected with andfor arc in any way caused. In 
'Whole or in part, by'lhe acts of, omissions, failures and/or.performance by Subcontractor and/or any of ils subconltactors, laborers,. 
. materialmen, agents, or employees, or anyone for whose acts any of them may be liable, as to any of the following (collccrively referred to 
as''Claims’’): - ■ - . 


(a) Work as required by the Contract Documents and under this Agreement; 

(b) construction or others services as required by the Contract Docuraenis and under this Agreement;. 

(c) materials furnished as required by the Contract Documents and under tius Agreement; 


(d)vialations or alleged 'violations of Occupational Safety and Health Act of 1970, as amended, or to regulaliphs promulgated thereunder, 
and/or to violations dr alleged'vblations similar slate laws and regulations;: 
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: (c)injuriu ol/lo and/or dcstniction of tangible propeny, including the loss of use or economic loss TCsullihg therefrom; ‘ 

, (Odefcctively iperformed and/or alleged.defectively performed Work by Subcontractor and/or any'of its subconlractois,,laborers, 

■ materialmen, agents, or employees, or anyone for whose acts any of them may be liable; . - ' 

(g)breach'orih!s Agreement; and/or 

■'(hjacts or omissions which .include negligent or willful misconduct of Subcontractor and/or any of its; subcontractors; laborers, 
materialmen, agents, or employees, or anyone for whose acts any, of them may beUable, whether active or passive. 

In Whole o r in Part; Subcontractor’s obligation to indemnify, defend and hold hanrJ«s the Indemnified Panies, sh^ liotbB conslrued to 
negate, abridge, or otherwise reduce any other right or obligation of indemnity which would otherwise exist to any party or person 
deKribcd in this Parag^ph 13, 

Subcontractor's obligation to indemnify, defend and hotd hannicss the IndemnlCcd Parlies is applicable whether any Claims are caused iri 
, partbyanybfthelndemnificd Parties,whclheracliveorpassivc.' 

Subcontractor’s obligation id indenuilfy, defend and hold harmless the Indemnified Parties is applicable whether any Claims are caused in 
part by the cdricurrent act(s), omissionCs) by dnd/or negligence of any of the Indcranified Partics, whether active or paKive, provided 

■ however; said indemnified Parly shall not be indemnified for its own sole negligence or willful misconduct. 

. Limitations o n Obligatio ns & Florida Statutes. Section 725.06 : With regard to anyand nil Claims. Subcontraclor’s obligation toindemnify; 
defend and hold harmless the Indemnified Panics shall not be limited in any way by any limitation oh the amount or type of damages; 

■ compensation, insurance rcqul^enls and limits set fortli in Exhibit “A", or benefits payable by/for Subcontractor or any subcontractor 
' under tvorfccrs’or worianen’s compensation acts, disability acts or other employee benefits acts.. Notwithstanding the foregoing, 

: Subcontractar'sobligationtoindemnify, dercndandholdhaimtessthelndcmiiifiedPartiKshallbe limited to the greater of;'. 

(a}A maximum ofSS,000,000.00; or 

(b) thc amount of this Agreement sum; or 

(c) lhc rnaximum amount of insurance coverage limits available to the Subcontraclor under any anti all policies of insurance and applicable 
to any Claim(s). 

The parties agree and acknowledge that this limitation bears o reasonable commercial relationship to this Agreement and the services being 
provided hereunder, and this indemnity clause is intended to comply with, the Florida laws on indeminty and specifically to comply witlf 
Florida Statutes, Section 725.00, including any amendments thereto, and is to be interpreted in such a Way as to be fiilly enforceable. Ifany. 
word, clause or provision of this Paragraph 13 Is dcictmiDed not to be in compliance with Florida' Stalmcs, Section 725.06, including any ■ 
amendments thereto, it shall be incrTecti vc and the reniaining words, clauses' and provisions shall femaih in full force and elTect. 

Duty to Defend ! Subcontractor’s duly to defend under this Paragraph 13 is independent and separate fiom its duty to indemnify and hold 
harmless, and the duty to defend exists regardless of any ultimate liability of Stock and/or any Indemnified Party.. The duty to defend arises 
'Tmracdialcly upon presentation ofa Claim by any person or entity with written notice of such Claim being provided to Subcontractor. 

. Survival Provision : Subcontractor's obligation to indemnify, defend and hold harmless will survive the expiration or earlier Icrmination of' 
this Agreement until it is determined by final judgment that an action against the Indemnified Party/ics for any and all matters indemnified 
. is fully and finally barred by ihc applicablc statute of limitations, 


Waiver of Subrocation : Subcontractor Waives any rights of subrogation against Stock'and shall require wy. of Subcontractor’s 
subcontractors,I laborers, materialmen,' agents, 'or employees, arrf ,anyone for whose actS 'Ony of them may be liable to \vaiyc their 
,'subrogatibn rights agaiiisl Stock. * - - ■ —. 


Secure Performance ;. At its sole discretion, Stock may withhold, liom lime to time, Cirm any: mom’es otherwise due Subcoiilractpr ■ 
hcreundcrorundBranyolhercontracl or agreements, a Slim of money, Which, in the solo judgment of Slock, shall be suDicie'nt to secure the 
: performance orSubcontractor’s obligations under this Paragraph 13^ 

Notice : Slock shall provide written notice of any Claims within sixty (60) days aflcr Stock becomes reasonably aware that Subcontraclor 
. may be liable for any such Claims. 


14. SUBCONTRACTOR WARRANTIKS : Subconu’aclor represenls and warrants to Stock that all equipment and materials provided by 
Subcontractor and incoiporatcd in the Work will be new, unless otherwise specified in the Plans and Specifications, arid together with the 
. Subcontractor’s Work shall be of good qualify, fiee ofdefccls arid hi confotmify ■with the Contract Documents. It is understood between 
the parlies hereto that all equipment, materials and Work nol so in confoimify shall be defectlyc. Subcontractor ^ecifically agrees tlial It is 
responsible for the protection of the Work until final completion and that Subcontractor will make good or replace, at no cxperKc to Stock, 
any damage to the Work which occurs prior to said final completion. Inspection by Stock shall nol relieve Subcohlractor of its obligatiopen 


herein. SUBCONTRACTOR FURTHER WARRANTS THAT ALL LABOR AND MATERIALS FURNISHED BY 
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subcontractorshallbe free ofdefects for a period beginning atthe date that stock conv^s 

TITLE of the subject OF THE WORK, (HOUSE OR CONDOMINIUM UNIT) TO A PURGHASER OF THE HOUSE OR 
CONDOh^IUM UNIT, AND CONTINUING FROM SUCH DATE UNTIL THE LAST OF THe FOLLOWING TO OCCUR: fl) ONE 
YEAR: (2) FOR THE DURATION OF ANY LIMITED WRITTEN WARRANTY GIV^ BV STOCK TO SUCH PURCHASER OR f3I 
THE DURATION OF ANY COMMON LAW OR STATE OR FEDERAL STATUTORY WARH. ANTJES OF SUCH PURCHASER: OR 
tSUBSEQUENTPURCHASER OR ANY OTHER PERSON OR ENTITY, IF ANY. SUBCONTRACTOR AGREK TO MAKE. AT’ 
SUBCONTRACTOR’S SOLE EXPENSE. ALL REP AI RS AND CORRECT SUCH DEFECTS UN ORDER TO MEET ANY OF 
SUBCONTRACTOR’S WARRANTY OBLIGATIONS ^VITHIN EIGHT (8) HOTJRS OF NOTICE (ORAL OR WRlTTEm OF SUCH 
emergency (DETERMINED BY STOCK IN ITS SOLE DISCRETION} AI'JD WITHIN FORTY-EIGHT (48) 
HOURS OF NOTICE ON A NON-EM^GEN C Y BASIS, In addition. Subcontractor shall trans far any and all applicable manufacturer’s 
wairandcs, together \vith all service and operating manuals for materials furnished by jt under this Agrremenl, to Stock when the Work is 
completed or this Agreement is terminated, whichever Occurs first. The warranty contained in this paragtapb 14 Vs In addition to any other 
special warranties required by contract or law, and such w^n^ docs not negate or abridge Stock’s right to assert clsums for latent or' 
patent defecte ill adcordance with applicnblc law.' 


The Suheontraemr agrees to satisfy such warrarity obligations which appear within the warranty or guarantee periods established m the 
Contract Dor^ents Mlhout cost to the Owner or the Contractor. If no guarante e ofwatTanty is retired nfihe Contraetnrin the Contra ct 
.Documenisjhen.lheSubennlracior shall pua ranlee or warrant y the Subcontractor Work for the nci mH / 1 > w„r finm ih,. Hm-rd ^77 

conveyance to the end user. ^ * 

The Subconlractor further agrees to tac'ceme any special guarantees or warranties that shall be required for the Subcontractor’s Work orior 
' to final payment. • - , . . ' > 

All guarantees and warraiitics must be submitted to the COTtracBrm a form accep'lable to the Contractor prior to and as a condition for 
final payment. ' ■ ■ - .. ■ r , . 

• Subconlracior expressly agrees that all warrantiw made by it in this A^cemdfit shall survive the termination or expiration of this. 
.Agreementforanyreasonprioriotliecxpiratipnorihcfiillwanrantyperiod. - - r . 

BUBBlSHand DEBRIS ; Subcontracior agrees to keep the job site and adjoining property Jrce of-waste material and rubbish caused by its 
\Vork or ^ai of its subconlractors and to remove all waste materials and rubbish on complclipn or tcrminatiori of Its Work together with all 
tools, equipment, and machinery. Subcontractor agrees that upon terminating iK Work at the site,’ Subconlracior shall conduel general 
clean-up operations, including, but not limited to, the cleaning of gto surfacK, paved streets and walks, steps and interior Hoots and 
walls, where applicable. Any petsonol property lefi by Subconlracbr on or around job site for thirty (30) days following eomplction of the 
Work, cxcludiiig any Work performed pursuant to tvarrantyservice obligations, will become the property ofStock. 

1 e. ^ ^SIGNMENT; Subcontractor shall not assign this Agreement or any payments due or to become due hereunder without the prior wiiiten ■ 
consent of Stock, which consent may be withheld in the sole discretion ofStock.i Payments to Subcontractor will be made in accordance 
with Stock's current published payment procedures, as (he same may be amended from lime to time. Payment to Subcontractor ofall or 
■ any portion of any progress payment or the final payment shaU not constitute or imply or be evidence of performance of ihe Work by. 
Subconlracior dr acceptance of any portion of Subcontractor’s Work by Siock, or In any way waive or affect Stock's claims or rights 
againstSubconhactor, 


17 .1 f.HAHGES; Stock rwrves the right to make changes in the Work in the nature of additions, deletidiis, or modiCcalioiB.wllhout 
invaildating this Agreement and agrees to make corresponding adjustments in the'contract price arid time for performance.'. All 
changes will be authorized by a new \vfiticn Work. Notification Fornt which will include conforming; changes in atiy 
: 'Bid/Proposa|, payment schedule and/or time forperformancc. 

'■'8., INSURANCEREQUIREMENTS: Subconlractor shall procure and maintain insurance policies in the form and amounts asset 
' forth on Exhibit “A", attached herclo and incorporated hwin by reference. All coverage shall be placdd \vilh an insurance 
carriers duly admitted in the State of Florida and shall be reasonably acceptable to Stock. All insuranee'eam'ers must mainlain an 
A.M. Best rating of ”A-Vni" or better. Certified copies of all insurMce policies rnust be made available and provided to Stock 
within ten (10) days of Stock’s request The .tvord "Claims" used in this Paragraph 18 has been defined in Paragraph 13 above. 


.Endgnements iajnsurance Pnlieies: In addition to' Exhibit “A", the Subeonlraclrii^ shall cany and maintain commercial general liability 
insurance on ISO form CG 00 01 1001 (or a sutetitute fo'nn providing coverage equal to or greater than said fonn). All policies of iiability 
insurance shall contain an Additional Insured Endorsement on ISO fonn CG 20 10 11 85 (or a substitute form providing corera ge ep^to 
7 o^r 12 ^ ■ .SlockInitials 

Rev 01/07/201 Subcontraciorliiitiai s>^^^ 









or p:ater lha'n sajd fonn which would al a minimum addiu'onal insured status with respect arising out Of SubcontrtCtor’s Work pureuant la 
the Contract Documents and which provides coverage both during the products completed operat i ons hazard period.) Such insurance shall 
cover liability arising out of premises, operations, independent contractors, producis-completed operatiorisj personal and advertising injury, 
bodily itijuiy, property idairiagc, and liabilijy assumed under.an insured contract (including thc'tort liability of another assumed iti a 
business contract). There shall be no endorsement or modificaiiott of the commercial general liab'ihTy, excess dr umbrella coverage forms 
which contains any of the following: 


(fa) Limitations or exclusions for Damage to Work Performed by Sub ' Contractors; 

(c) Limitations or Exclusions for Residential Work' 

. (d) Limitations or Exclusions for Multi~Unit Dwellings 

(c) Limitations or Exclusions related to explosion, collapse, underground property damage;. 

' (I) Pollution Exclusions; dr 
' (g) work performed by subcontractors 

Additional Insured: . Slock shall be named as an additional insured, loss payee and cerl'riicate holder on each'oflhe pob’eies as outlined in 
Exhibit “A’V Coverage under all policies shall be afforded to the additional insureds \yhelhcror not any Claims arc actually in lidgation. 

Slock shall remain as an addiu'onal insured on each policy for a period not less than ten (10) consecurive years from the daicpflinai 
completion of tlic entire constracrion project that is the subject of this Agreement and the Contact Documents regardless ofthe date when ■ 
the Subcontractor, Subcontractor’s subcontractors, laborers, materialmen, agents, employees, and/or anydne for whose acts any of them 
may be liable, cornpletes orlitiishes any Work or any other construction work, aniVor regardless ofthe dates any certificates of occupancy 
arc issued. Subcontractor’s obligaU'on to have Stock remain as an addib'onal insured oh each poL’ty for a period not less than tcii (10) 
consecurive years from the date of final completion of the entire construcrion project will survive the expiration or earlier terminarion of. 
this Agreement until any and all Claims arc fully and finally barred by the greater of any and all applicable statute of liihitalioii or statute of- 
repose; 



Priority of Insurance Coverage : It is the intent of the parlies that all available ami applicable insurance coverage ofthe Subcontractor, 
\yhcihcr primary dr excess or umbrella policies, be primary coverage for arty and all Claims concerning, pertaining to, related to, arising out 
of and/or connected with the Work and Confracl Documents, regardless of who n^cs said Claims. Further, the parries interid that Stock’s 
insurance policies be excess over any and all available and applicable insurance policies orSubcontractorfor the purpo'sesof indemnity and 
defense ofSlock; 

: Ccrtificaiesoflnsiirancc :' Pn’or to cdmmcnc'mg any Work under this Agreement, Subcontractor shall submit to Stock copies of policies or 
‘ Certificate of Itisuranc’e that confirm appropriate insurance coverage. 

Each Certificate of Insurance shall provide that the Insurer must give Slock at least ninety (90) days prior written notice ofnon-renewl or 
material change in coverage and termijiarion of the coverage thereunder. Not less than two (2) weeks prior to the expiral'pn, cancellation 
or termination ofany, such policy, the Subcontractor shall supply Stock with a hew and replacement Certificate of Insurance arid additional 
insured endoiscments as prpofof rencwal/rcplacemenl policies ofmsurance. 

Subcontraclor’s’Notice to Insurance Carriers and Acenb; : Prior to commencing any Work under this Agreement, Subcontractor must. 
provide a fully executed complete copy of this Agreemerit wlh Exhibit "A" and all amendments , to each of its insurance agents and 
insurance carricre. Within ten (10) da^ allef exwution by the parties of any future amendments, modifications, additions, deletions, 
changes or addendums to thisAgreement, Subcontractor must provide a fully executed complete copy of this Agreement wilb Exhibit “A”, 

: as amended, to each of its insurance agents and insuraiice carriers. 

Subcontraclnr’s Subcontractors: Subcontractor acknow|edg« it shall not subcontract any part of this Agreement without supplying Stock 
proof that all Suhcontraclor's subcontractors, laborers, materialmeri, agents, or employees, arid anyone for whose acts any of them inay be 
liable, obtains and maintains appropriate insurance coverage as detailed in Exhibit ”A". It sh^I be Subcontractor’s sole responsibility to 
ensure that Subcontractor’s subcontiactois, laborers, materialmen, agents, or, employees, and anyone for whose acts any of them may be 
liable, fully coniplieriwth this Patagraph 18 and Exhibit "A", and future ariiendriients thereto,' 
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. Additionally, and prior to cpmmencemenl of the Work, the Subcontractor shall provide Stock y/itii a Cerililcate orinsotaiice showing 
insurance coverage, in compliance with Exhibit W each and every Subcontractor’s subcontractors, laborers, materiaimen, agents; and/pr 
employees, and anyone for whose acts any of them may be h'ablc. Coverage shall be no less than’ Ifac limits as described in Exhibit "A.", j Tri 
the event any of these policies arc terminated, for any reason, the Subcomractorshall provide stock copies of CcriiGcates of Insurance 
showing replacement coverage In compliance with Exhibit “A”. 

Waiver or-Siibrogation ftom rnsurets ; Subcontractor shall obtain &om each of its insurcts'; a waiver of subrogation as to each of its 
insurance policies, in favoV ofStook with respect to any Claims concerning, pertaining to; related |o, arising out of and/or connected w'th’ 
the Work and Conuact Documents. 


Breaclj ; Failure of Subcontractor, to rriaincain complete and appropriate insurance is a rnaterial breach. 'In Ihii event, in addition to the'dil 
other remedy prpvislons in this Agreement. Stock can elect to tenninatc this Agreement or to provide insurance at Subcontractor's sole 
expense; in neither case, hotvever, shall Subcontractor’s iiabili^ be lessened. 

19. COMPLETION ; Immediately upon the perforTnance of any part of the ^York, as b'clwccn Subcontractor and Slock, dlle ihtrelo shall vest ■ 
in Stocic to the extenLpermitted by law; provided, however, the vesting of such title shall not impose any obb'gations on Stock or relieve' 

. Subcontractor of aiiy of its obligations hereunder.. Upon completion pf the Work described in any Work Notification Form, Subcontractor 
shall request the Slock representative on the job site to confirm completion of the Work. Thereafler, provided that Subcontractor Is not in 
breach ofthis Agreement, and provided that Subcontracter is olhcrwisc entitled to payment under this Agreement, upon nolificalion to 
Stock, Stock shall pay Subconuactor for the Work described in the Work Notification Fomiin accordance with the Work Noiificau'on 
Form and the Bid/Proposal Viilhin sixty (60) days foltowing Stock’s receipt ofa request for payment from Subcontractor Sebcontracior 
hereby agrees that if Sobconiraclor fails to request from Slock any sum, including, but not limited to, wagesbr contract suriu due under this 
. A^cmenl or any Work Notificadon Form, within ninety (90) days from the date they became due, said sums to Subcontractor and 
Subcontractor shall have no claim thereto. 


70. WAIVER ; TO THE EXTENTNOT PROHEfTED BY LAW, CONTRACTOR HEREBY WAIVES AND RELINQUISHES ANY AND 
ALL STATUTORY OR CONTRACTUAL RIGHTS THAT IT MAY HAVE TO OBTAIN STOP NOTICES OR LIENS, MECHANICS’ 
OR OTHERWISE. AGAINST THE PROPERTY OR IMPROVEMENTS THAT ARE THE WORK AND AGREES NOTTO FILBaNV. 
.SUCH NOTICE OR LIEN AGAINSTSUCH PROPERTY OR IMPROVEMENTS FOR ANY LABOR, SERVICES, WORK, 
MATERIALS, EQUIPMENT, TOOLS OR OTHER ITEMS FURNISHED TO OR FOR STOCIC TO THE EXTENT NOTPRiOHIBITED - 
BY La'W, contractor agrees TO LOOK SOLELY TO ITS CONTRACTUAL RIGHTS FOR RECOVERY,. 


.21,. TAXES/CHARGES :' Subcontractor shall pay all taxes, contributions and/or prciruums payabto on its employees or on its operations under; 
Utorkers’ compensaUon jaws, unemployment compensation lavvs, the Federal; Social Security Act, health and welfare benefit plans, gross 
busihess loxes, sates arid use taxes, conuibulions and/or premiums which arc payable by the employees and the Subconiraclorshall. 
indemnify, defend and hold Stock harmless from all liability, loss and expense resulting from Subcontractor’s failure to comply with these ' 
requirements. Subcontractor shall comply with all rules and regulations at any time applicable hereto and shalLoridemand, substantiate to 
Stock’s reasonable satisfaction that all (axes and charges arc being properly paid SUBCONTRACTOR SHALL BE SOLEL'V 
RESPONSIBLE FOR WITHHOLDING TAXES, SOCIAL SECURITYTAXES AND STATE UNEMPLOYMENT TAXES FOR ALL 
EMPLOYEES OF SUBCONTRACTOR. 

.72. DEFECTIVE WORK: Should Stock nolily Subconlractor (orally or in writing) that any part of the Work is incorrect and docs riot conlbrrn 
IQ the terms oflhc Contract Document:^ Subconiraclorshall immediately being to'correcl such defective work and shall complete such 
corrected Work within forty-eight (48) hours unless Stock shall agree to a longer period. If Subconlractor refuses to perform any corrective 
work. Subcontractor shall wai ve the above dcscn^cd fony-cight (48) hour period and such rcfural or failure to perform the corrective work 
shall be deemed a default by Subcontractor hereunder. Subcon^ctor shall bear the entire cost of such corrective Worki including any cost, 
incurred by the disturbance ofwork completed by oihercontractois. 

23. BREACH ; SUBCONTRACTOR SHALL BE IN BREACH OF THIS AGREEM^ IF: 


(a) Subcpntractor’s Work is defecti ve and not remedied as provided herein; or 

. (b) Subraritractor docs no t make prompt and proper payments to its employees, agents and/dr subcontractors; or 
: (c) Subcontractor does' not make prompt arid proper payments for labor, services, \york; materials or equipment furnished by third panics 
to it; or 

(d) Aiiolher contractor is damaged by an act for which Subcontractor is responsible; or 
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. (c) SubconiraclDr orOTy^ihird party rumishing labor, services, woik, maten’als, equipment, tools or othcritemsforlhe V/oik files any 
claim or lien against Ilic prope'ny where the Work has been performed and such claim or lienhas noiiitcn discharged or resolved \vilhm 
twenty-four (24) hours after notice thereofto Subcontractor, arid Subcontractor has not posted a discharge bond within this twenty four (24) 
hour period; or;; 

(0 Subcontractor, fails to perform warranty service under this Agreement or any other poor or conten^oraneous Subcontractor Agreement 
with Stock; or 

(g) Stock is’ rmed by any governmental agency on account of or arising out of Subcontractor’s (or S Ubcohtracto r’s subcontractors of 
agents) violation of any law, ordinance, regulation, administrative ruling and/or court order; or 

(h) Sulxontractor becomes insolvent or any petition for bankruptcy is filed ■wth respect to Subcontractor; or 

' (i) Subcontractor fails or neglects to prosecute the Work dDigently and promptly, whether due to inadequate or incompetMt supervision,, 
ihsuflicient skilled workers, lack of matcnal or equipment, improper quantity or quality, or for any other reasonaot described herein;' 

• (j) .Subcontractor fails to comply with any terms of this Agreement or any Wqric Norificatiqn Form issued utider this Agreement. 

24. REMEDIES ; tF SUBCONTRACTOR IS IN BREACH OF THIS AGREEMENT, IN ADDITION TO ANT AND ALL OTHER 
REMEDIES AVAILABLE.UNDER APPLICABLE LAW, STOCIQ IN ITS SOLE DISCRETION, MAY D O ANY OR'ALL OF THE 
FOLLOWING: .. 

. (A) IMMEDIATELY TERMINATE THIS AGREEMENT, ANY WORK NOTIFICATION FORM OROTHER VEMALOR: 
WRITTEN AGREEMENT WITH SUBCONTRACTOR OR OTHER SUBCONTRACTOR BASE AGREEMENT BETWEEN 
SUBCONTRACTOR AND STOCK AND DISMISS SUBCONTRACTOR FROM THE JOB SfTE BY PROVIDING ‘ 
SUBCONTRACTOR WITH WRITTEN NOTICE OF SUCH TERMINATION; 

(B) ENGAGE OR EMPLOY OTHER CONTRACTORS TO REMEDY SUBCONTRACTOR'S DEFECTIVE WORK,'TO COMPLETE 
. ANY PORTION OF THE WORK NOT COMPLETED BY.SUBCONTRACTOR, PERFORM SUBCONTRACTOR'S WARRANTY 
SERVICE OBLIGATIONS OR OTHERWISE CURE SUBCONTRACTOR’S BREACH AT SUB CONTRACTOR'S SOLE COST AND 
EXPENSE: 

(C) WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE HUNDRED TWENTY (120) DAYS ANY SUMS WHICH MICHTBE 
DUE OR BECOME DUE TO SUBCONTRACTOR. WHETHER UNDER THIS AGREEMENT, ANY WORKNOTIFICATION FORM . 
OR ANY OTHER AGREEMENT, AND MAY CHARGE AGAINST ANY SUCH SUMS WITHHELD ALL SUMS EXPENDED OR. 
COSTS INCURRED BY STOCK ARISING FROM THE ENGAGEMENT OF OTHER CONTRACTORS AS PROVIDED IN (B) 

. ABOVE OR OTHERWISE RELATING TO SUBCONTRACTOR’S BREACH, INCLUDING; BUT NOT LIMITED TO; STOCK'S 

• OVEWIEAD AND PROFIT; AND/OR 

(D) Withhold from subcontractor for up to one {i).year an amount, which amount shall not 

EXCEED FIVE PERCENT (5%).OFTHE CONTRACT PRICE FOR THE WORK, TO INSURE SUBCONTRACTOR’S • 
PERFORMANCE OF WARR/tNTY SERVICE OBLIGATIONS. SHOULD SUBCONTRACTOR FAIL TO PERFOm SUCH : 
WaMaNTY service OBLIGATIONS. STOCK MAY CHARGE AGAINST SUCH AMOUNT V/ITHHELD ALL SUMS 
EXPENDED.OR COSTS INCURRED BY STOCK ARISING FROM SUBCONTRACTOR’S FAILURE TO PERFORM SUCH 
WARRANTY SERVICE OBLIGATIONS; 

75. TERMrNAn6N ;:Thi5 Agreement may also be IcmunBlcd and Subcontractor dismissed Crom the job site by Stock at any lime in Its sole 
discretion, with or without cause, by providing Subcontractor with, nodcc (ivrittcn or oral, in the solo determination of Stock) ofsiich 
tennination, and such terminaUon shall bccficcUVeas of the time and dale stated in such notice.. In the cvenLoftermlnationof the 
. Agreement pur^anl to this paragraph K without cause, Stock shall pay Subcontractor within sixty (60) days after the effective date orsuct) 
iernuii'3U'bn,'aII sums duo arid owing Subcpnlractor for all tabor incurr^ and all materials incorporated in the Work performed under this 
Agrccmcnl prior to the effective date and time oftemunation. Subcontractor acknowledges and agrees that if Subcontractor is Icrminated 
pursuant to this paragraph 25 with cause, Subcontractor shall have no claim against Stock for any additional sums, including, without 
limitations any claims for material purchased but not used in the Work, or for lost profits or for any other claim or sums whaisoever. The, 
tennination payment described herein, if applicable, is Subcontractor’s sole remedy and In no event shall Subconlfaclor have any claim for 
consequential damages. ■ Furilicr, in the event of termination, Subcontractor will turn over all equipment and materials ordered, purchased 
for and delivered to the Project, and Stock will pay the Subcontractor any amounts due based on the percentage ofcompletion of 
Subconlractor’s Work that is incompliance with this Agreement and the Pricing, actually accomplished and cqulpihcnl and rhaterfals 
supplied to the Project; excluding any payment for Unearned profit and overhead. Subcontractor will facilitate transfer of Work to Slock by 
assigning Its rights under subconlracts and purchase onlcts. ' ’ 
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26. KNTIRE AGREEMENT : Tliis Agreement, together with the Cooliacl Docmncnls, constitutes the entire agreementbetween Subcontractor 
and Slock and there arc no other agreements, oral or written, by and between the parties hereto, except as to Sobconlraeior's warranties 
under any prior or contemporaneous Suixtontractor Agreements with Stock, which warranties are incorporated by reference herein for all 
purposes. .This Agreement, together with tlic Contract Documents, does not create a partnership or other unincorporated associadon 
between the Subcontractor and Stock. The relationship of Subcontractor is that of an independent contractor. 

27. HRADINGS; The paragraph headings in this Agreement are for convenience only and shall not affect the meaning, interpretation or scop c 
■ of the provisions which follow them. 

. 2Si NOTICES : Unless otherwise set fortli herein, any notice to he givm or served upon any party hereto in connection Wlh this Agttcmenl must be 
in wiiling; and shall be (a) delivered by hand, (b) send by Fedoal Express, Express Mail or oUict overnight comicrservice. soil to the addrr^ oti 
th'c fust page hereof or such other address for notice as the parties shall last have furnished in writing to the person ©ying the nodcc or (c) senlby. 
•facsimile transnussion with a copy delivered pursuant to (a) or (b) above. Any such notice or demand shall be deemed id havebeen duly given 
or made and to have become cfrective (i) if delivered by h^d to a rcspoiwblc officer oflhs party to which i( is dinxted, at the time ofthe receipt 
thereof by such officer, (ii) ifsent by racsiiriilc transnussion as of ihodaic smd time of transmission, and ^iiO if sent by Federal Express, Express 

Mail or other reputable oVcmightcouticrservice, upon iheearlier of ihedatcofieccipl oronB{l)business day afler posting thereof.' Ifa notice is ^ 
mailed in the mannerptovidod above,it is duly given, whether or not the addressee received iC 

29i rNVALtPrrV; If any provision of this Agreement is held lobe illegal, invalid orhncnforccablcuntierprMenlor future laws, such 
provision shall be fully severable, This Agreement shall be conshued enforced as if such illegal, invalid or unenforceable provision had 
never comprised a part of this Agreement, and the remaining provisions of this Agreement shall remain in full force add cffeei and shall not 
bcaffccled by the illegal. invalld or unenforceable provision or by'its severance from this Agreement. Furthenriore, thercsball be added' 
auiomaiically as ifpanof this Agreement a provision as similar in terms to such illegal, invalid or unenforcea^provision as may be 
possible and may bo legal, valid and enforceable. 

30. DISPUTE ; Ifa controversy or claim arises out of or related to Hus Agrccmerit, including a claim relating to an aclbn taken by Slock 
pursuanlto the self-help remedies ofparagraph 24; and the pardcs cannot resolve the matter between themselves within sixty (60) days- 
ailcr Slock is first provided written notice of tlic claim or controversy by Subcontractor, the parties agree to try in good failti to settle the 
dispute by mediation under the Construction industry Mediation Rules of the American Arbitration Association..' If not settled by 
mcdialidn. the dispuic shall be resoiyed by final and binding'aibiltatidn in accordance with'the Coiistruction hidustfy Arbitration llulcs of 
the American Arbitration Association, and judgment upon the award rendered by the aibitralor(s) may be entered in any coiiir haying 
JurisdieUon thercoE, Should a dispute arise between Slock and a buyer of a residence regarding materials supplied or workperfonned by 
Subcontractor, Subcontraclor agrees to participate b, and be bound by, arbitration proceedings between Slock and the buyer; 

71 llIRt.tjDlCnON and PRE.SUMPTiON : This Agreement shall be governed by and construed under the laws ofthe Slate ofFlorida. Any 
. action brought to enforce or interpret this Agrccmcnl shall be brouglit in 'the ebun of appropriate jurisdiction in the county in which Uie. 
property Is located. Should any provision of this Axemen! require judicial imcrprclatfari, the parties hereto agree and stipulate that the 
court interpreting or considering the samcshallhotappiy the presumption that the terms hereof shall be more strictly construed against a 
party by reason ofany legal conclusion that a document should be construed more strictly against the party who itself or ihrough its agents 
prepared the same, or being agreed that all parties hereto have participated in the preparation and negotiation of this Agreement and each 
parly had full dpportuniiy to consult legal counsel of its choice prior to the execution of this Agreement. 

'32; WAIVER ; Except as expressly set forth herein, this Agreement may not be changed, niodified or terminated, excefX by an mslrument 
executed by the parties hereto. No waiver by either party of any faitore or tefiisal to comply with the obligation of any other patty 
' hereiinder shall be deemed a waiver of any other or subsequent failure or refusal to so comply. 

3 ^ rOtlNTERPARTS and FAC.qtMlLE/PDF SIGNATURES: This Agreement may be executed in any number of counterparts, each of 
which shall be deemed an original and all of which shall constitute one and the saine agreement. Signatures given via facsimle or scan 
PDF Iransmission and shall be deemed given as ofthe date aid time of transmission io the other party arid shall be deemed original, 

34 , : pp.R»;oNS BOUND ; The provisions of this AP'Ctncrti shall inure to the benefit of, and shall bind, the heirs, executers, administrators, 

' successors and assigns of the respective parties. No person shall be deemed to be a third party hencficiary of this Agreement or any portion 
thereof. Subcontraclormay not assign this Agreement \dthbul Stock’s prior SvrUien consent, which consent Stock may withhold in its sole 
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arid absolute discrco'on. Slock may assign Ihis A^cmcnt lb any affiliate, subsidiaiy, or other third p arty by providing Subconfraclor five 
(S) days written notice thereof. 


IN WITNESS WHEREOF, the parties have executed uiis Agreement as of Ac day and year first aboVc vviiitcn. 


•STOCfC:: 

STOCIC CONSTRUCTION, LLC, a 



SUBCONTRACTOR! 


ZS'mir 



Ertprt^rri 
Title: 
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2647 Professional Circle ♦ Suite 1201 ♦ Naples. FL34119 




Subcontractor Base Agreement 


NAME OF SUBCONTRACTOR;. _ 

OWNERSHIP:^XicORPORATION □ PARTNERSHIP □ PR^RIETORSHIP 0 __ 

NAME(S) OF PRINCIPAL OFFICERS, PARTNERS OF OWNERS: 

SUBCONTRACTOR'S EIN OR SOCIAL SECURITY NO: _ 

BUSINESS ADDRESS: OtV Ht 


^ (AyrJl-grpCfeC^ 

PR^RIETORSHIP 0 LIMTED UABlLlT^toj^ANY 

PRR- Ivv 


PHON ^A3‘i>^y7-9^3'' ?k>c email _ Tkc 


THIS AGREEMENT (“Agreeraent”) made and entered into this ?/ day of 20 . by and between Stock 

Constniction, LLC. a Florida limited liability con^any, its successors and/or assigns ("Stock”! and r i __ 

--—- r-Suhcontraclor”). 

1. As used herein the following terms shall have the meanings specified unless the contextolherwise requires. 

(a) “Bid/Froposal" shall have the meaning specified in Paragraph 4. 

(b) “Contract Documents" shall mean this Agreement, together with any and ail Subcontractor Safety & Health Standards (Field 
Outdeltnes), Work Notification Forms, Bid/Proposals, and Plans and Specifications issued or utilized in connection with Work perfinmed 
by Subcontractor. 

(c) "FHA" shall mean the Federal Housing Administration. 

(d) “Plans and Specifications” shall mean approved foundation plans, frame plans, floor plans, elevation plans, blueprints, constniction 

sheet details; and other specifications, including MA manuals. f p i 

(e) "Ptoject" shall mean the followng: & I , Q \ ^ (3. ^ 

(Q “Stock" shall have the meaning specified in the begmning paragraptiof this Agreement. 

(g) "Subcontractor” shall have the meaning specified in the be^nntag paragraph of this Agreement nnd shall include Subcontractor's 
subcontractors, laborers, materialmen, agents, or employees, and anyone for whose acts any of them may be liable. 

(b) "VA" shall mean the U.5. Dqiartment of Veterans Affairs. 

(i) “Work” shall include, without limitation, any and all of the work specified in Paragraph 3 below, and any and all change order work, 
extra woric, work included on all Woik Notification Forms, unbudgeted work, and other work directed by Stock to be performed by 
Subcontractor; including but not limited to ibe management, superwsion, financing, labor, materials, tools, fiiel, supplies, utilities, 
equipment and services of every kind and typ^ necessary to diligently, timely, and fully perform and complete in a good and workmanlike 
manner the Work required by the Contract Documents. 

0 "Work Notification Form” shall mean a written order issued by Stock to Subcontractor spcci^’ng certain Work to be performed; the 
term Work Notification Form shall include forms designated “Purchase Order”, “Job Start Order”, “Field Purchase Order”, and other 
similar designations and containing certain information about conunencing such Work and the payment for such Work. 


2. NON-EXCLUSIVITY ; The purpose Of this Agreement is to fix the obligations of Stock and Subcontractor as to the performance by 
Subcontractor of certain described Work. Subcontractor acknowledges that this Agreement is nonexclusive and that Slock is free to 
contract with any other person orenti^ for the performacce of work which is the same or amilar to that described in this AgreonenL 
Subcontractor is also free to enter into third parfy contracts with any other subcontractor, laborer and/or materialmen for the provision of 
the Work to be provided hereunder. Subcontractor will ensure that such other work performed by third patty subcontraclora, laborets and 
materialmen does not interfere with Subconttacloi’s performance under the Contract. Documents and all such other contracts shall not be 
deemed a direct contract between Stock and such third pai^ subcontractors laborets, or materialmen. This Agreement shall not be 
construed as obligating Stock to accept bids or issue Work Notification Forms to Subcontractor. 
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As sel forth above, in coipunciion with Ihis Agieement, Slock nay issue Woiic NotiBcation Forms ftom time to lime, covering the Work to 
beper&rmed and time for completion at each specific job locatkiiL SubconUaeiorshallhaveDO aufljori^ to commence Woik at any job 
locafion until it has received a Work NoU'ficatioo Form for a speciCo job location. It shall he Subcontractor's fcqwnsibili^ tO obtain a 
Woik Notification Form before beginning any Work at a ^ceifiejob location, fa the event Subcontractor’s proposal, eslimole or similar 
document is attached to or referenced in a WorkNodficationFoim issued by Slock, only those terms which define oridenfi^r the work to 
be performed by Subcontractor shall be incorporated as part of the Work Notification Form andter this Agreement and any remaining 
portions of Subcontractor’s proposal, estimate or similar document shall not be considered part of the WorfcNolificallcm Foim, this 
Agreement, or any agreement between Stock and Subcontractor. No substitutions shall be allowed in Ihepeironnanee of the Woik unless 
expressly pro vided in the Plans and Specificalions or appficable WotkNotificalion Form, and only then upon Subcontractor fust teceiving 
all approvals required fi'om Stock for substitutions. Subcontractor shall indemnify Slock for all loss, damage and ejpense incurred as a 
result of such substitutions, whether or not Subcontractor has obtained approval tiiereoC 


4. PRICING andjEAYMENTS ; Subeonlraclor has submitted to Stodc a Bid/Proposal pursuant to Stock’s “invifation to bid” for Woric, receipt 
of which is acknowledged thereon by Slock, which Bid/Proposal is Incorporated herein by reference. Ihe Bid/Proposal may be modified 
by Subcontractor only by a subsequent written and dated amendment, as approved by and receipt of which shall be acknowledged thereon 
by Stock, which approval Stock may withhold in its sole and absolute discretion. Upon acceptance and approval by Stock, such amended 
Bid/Proposal shall be attached hereto and intxiipoiated herein by reference. The Bid/Proposal in eflect at the time of the issuance or any 
Work Notification Form shall be applicable to all Work to be performed thereunder, without variation, unless oaarutisc approved in 
writing by Slock. Subcontractor acknowledges that its compensation is a fixed contractual rate, subject to modification under the next 
clause of this contract for changes in the Work required. Ctompensation under the Contract Documents is not hourly compensation. 
Subcontracbr agrees that payment shall be made to the entity named in the begintnng paragraph of this Agreement, and not to any 
indi\ddual person which provides Work pursuant to this AgrcemenL 

Notwithstanding anything in Ihis Agreement to the contrary, Subconttacloi’s right to any payment tmder this Agreemeot is expressly 
contingent and conditioned upon: (1) Stock's determination that all Work to be performed pursuant to a particular WoifcNotificalion Form 
has been completed satisfactorily; (2) If requested by Stock, the Subcontractor delivering to Stock a full and complete release of all liens 
and claims ofSubcontracior and any and all of its subcontmetors and suppliers of materials, labor, equipment work, tools, services and 
other items furnished in connection with die Work, and (3) If requested by Stock, the Subcontractor delivering to Slock an affidavit (in a 
form satisfactory to Slock) thatprovides that so far as Subcontractor is able to ascertain, no peison or entity olhcr than Ihe peKons or 
entities furnishing such waivers and releases, has a right to any such lien or claim for materials, labor, equipment, work, tools, services or 
other items furnished in connection with the Woik. 


Notwithstanding anything in this Agreement to Ihe contrary, if requested by Stock, Subcontractor’s failure to supply these lien waivers and 
releases mil negate any request for paymenc until such time as the lien waiveis and releases are provided. If any lien or claim remains 
OUlstarHfing alter all payments are made. Subcontractor shall refimd to Stock all mom’es that Stock maybe contoelled to pay in discharging 
or resolving such lien or claim, including, without limitation, attorney’s fees and costs. If Subcontractor fails to make any such refund 
within fifteen (IS) days of notice to Subcontractor fiom Stock, Subcontractor shall be in breach of this Agreement, and Slock may, in 
addition to any other right and remedy, withhold fiom any sums due or to become due Subconlractor under dus or any other Agreement 
such amount as may be required, in Slack’s sole discretion, to discharge or resolve any such lien or claim, and to reimburse Stock for the 
applicable fees and costs incurred by Stock. Subcontractor shall defend, indemnify and hold harmless Stock and Stock's purchaser fiom 
Ihe operation arul effect of any lien or encumbrance arising out of the performance of Subcontractor’s woriq and shall turn over Ihe 
property subject to tire Work, including any improvements thereon, to Stock fine and clear of all such liens and encumbrances. Ifeny sueh 
lien or encumbrance is claimed by any person or entity perfomung any portion or Subcontractor’s woriq Subcontractor riiall, immediately 
upon vedial notice from Stock, discharge same by payment or pasting a sufficient bond to iransfer the lien or encumbrance Emm the real 
property to Ihe bond. If Subcontractor continues lo receive payments ftom Stock, Subconlractor will hold these payments and the rights to 
future payments from Stock in trust for the benefit of, and to be first applied to payment of those subcontractors, laborers, equipment 
suppliers and material suppliers who have perfirmed any portion orSubcontractor’s work, before using any portion of such payment for 


any other purpose. In the event Stock has reason to believe that labor, material, 
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the perfbmiance of Subconltactor's work are not being promptly paid, Stock may, upon &ving written notice to SuT?conlraetor, take any 
steps deemed neccssBiy to ensure that any payments from Stock to Subcontractor shall be utilized to pay such Obh*gab*ons< Uponsuch 
written notice, Stock may require Subcontractor to supply satisfacto^ evidence that Subcontmetor’s obligations havebeenpaid or to post a 
payment and performance bond for the protection of Slock, its purchaser, and (hose to whom Subcontractor has an obligation IbrpayraenL 
The IhiluTB of Subcontractor to provide either of these means of security shall entitle Stock to retain outof any payment due orhecome due 
to Subcontractor a reasonaUe amount to protect Stock &om any and all loss, damage or expense including attorney’s fees arising out ofor 
relating to any such claim or lien from one to whom Subamltactor has an obligation until the claim or licnhasbeeasatisGedby 
Subcontractor. 

Acceptance of Work and payment therefore by Stock under this paragraph shall not be construed as a waiver by Stock for Work later found 
defective and shall not release the Subcontractor fiom liability under any warranty for defective Work or for any obb'gation to perform 
vrairaniy service Woric. 

5. SUBCONTRACTOR REVIEW and INSPECTION ; Subcontractor expressly agrees to read and familiarize ilselfcompTetely with all 
Contract Documents, including but not limited to the Plans end Specifieations applicable to this Agreement or any Work Notification 
Fonn, to independently verify all information fumished by Stock or contained in the Plans and Specifications and to inspect thejob site 
before starting aiqr Work under a Work Notification Form. Subcontractor shall immediately report in writing to Stock any discrepancy, 
deficiency, variance firom or violation of any laws, ordinances, rules, regulations or orders ofany public autoorities observed or known to 
Subcontractor in the Work, Plans and Specifications or at thejob site. All Plans and Specifications fiainisbed to Subcontractor by Stock are 
the propetfy of Stock and shall not be ditolicated or used for arty purpose other than the performance of the Work andmustbe returned to 
Stock at the completion of Subcontractor's Work. Subcontractor shall be solely responsible for all construction under this Agreement and 
any Work Notification Form, including the techniques, sequerrees, procedures and means, and for coordination of all Work. 

Subcontractor has made an independent Investigation of the site, and the soil conditions and has satisfied itself as to all of these conditions 
such that the Bid/Proposal include payments for all Work which maybe performed by Subcontractor to overcwne any unanticipated, 
underground, or concealed conditions. Subcontractor waives any and all rights and claims for any changes to the Work Kolifieetion Form 
amount for any items or claims which Subcontractor could havebecome aware ofprior to accepting the WoricNotificationPoim and/or 
commencing Work diereunder had its examinations of the Project been conducted in a rcaronable manner. 

Subcontractor shall be responsible for inspecting any work of another contractor that may afTccl its own Work and shall jeport in writing to 
Stock any defects in such work upon discovery of the defect prior to commencing any portion of the Work, or it shall be deemed to have 
accepted such work as correct and fit to be accommodated into its own. If Subcontractor shall bo delayed in the commencement, 
prosecution, or completion of the Work or shall be obstnicted or hindered in the otderiy progress of the Woric by an act, failure to act, 
omission, negleetor defaullofStock, any architect another contractor or subcontractor, orany of their respective agents or employees, or 
by any cause beyoiid the control of Subcontractor, then the time fixed for completion of the Work may be extended in the sole discretion of 
Stock and only if Subcontractor notifies Stock in writing within foify-eight (48) hours oflbe discovery of the cause of such delay. 
Subcontractor expressly agrees not to make, and hereby vraives, any claim for damages on account of any delay, obstniction, orhindrance 
for any cause whatsoever, including but not linuled to, the aforesaid causes, and agrees that Subcontractor’s sole right and remedy in the 
case of any delay shall be an extension ofthe time fixed for conqrletionof the Work. 

6. PROSECUTION OF WORK; Subcontractor shall cooperate wOl all other contractors engaged by Stock to Ihe effect that their work shall 
notbe impeded and shall give such other contractors access to thejob site necessary to perform their coniiacis. Subcontractor shall 
perform Ihe Work in a prompt and diligent manner whenever such Work, or any part of it, becomes avaflable, or at such other time or limes 
as Stock may direct so as to promote theprogress ofthe entire Project Subcontractor shall not delay or otherwise interfere with or binder 
the work ofany other contractor on thejob. If the work or propetw of another is hindered, delayed, or damaged by Subcontractor, 
Subcontractor will pay for all costs and damages incurred by such other parfy and wll cause all such damage to be corrected to the 
satisfaction of and without cost to Slock. Any materials that are to be finnished by Subcontractor hereunder shall be fimushed in sufficient 
time to enable Subcontractor to perform and complete its Work with the time or limes provided for herein or in any Work Notification 
Form. If, in Ihe opinion of Stock, in its sole discretion, Subcontractor ^Us behind in furnishing the necessary labor and/ or materials to 
meet the schedule established by Stock, then Subcontractor ^all take such steps and actions as are deemed necessary by Stock to ing)rove 
the rate of progress, including, but not limited to, increasing the labor force, number of shifts atjd/or work such overtime as maybe 
required, at its own expense, to bring its part of the Woric up W Ihe schedule established by Stock. Subcontractor agrees to reimburse or 
pay Stock, or Stock may withhold payment otherwise due under this Agreement, for any and all damages that Stock may sustain as a result 
of such delays by Subcontractor. Time is ofthe essence in this Agreement. 
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Subcontractor shall porfonn all labor in a thorough and workmanlike manner, according to the highest standards ofthc trade. 

Subcontractor wanants that all labor done and any materials ruttusbed by Subcontractor will meet or exceedFHA minimum propeity 
standards, VA requirements, any applicaWebuildinB code requirements and all Slock requirements. Should a dispute aiiseas to thepioper 
interpretation of this Agreement, or any work or material perfonrred or furnished hereunder, which concerns Iheparties hereto only, or 
which concerns Subcontractor and any other contractor's), subcoittractoi(s} or supplier's), the dispute shall be decided by Stock, whose 
decision thereon shall be final and conclusive. In any event, and in spitoof any dispute, claim, or contmveray arising out of this 
Agteeraenl, Subcontractor shall proceed diligently with the Work, pending final dclemnnation pursuant to any disputes clause orpursuanl 
to any other action taken with reject to any dispute, claim, or controversy. 

7. MATERIALS and’EQUIPMENT; Subcontractor shall secure and mamlain ihalerial ordered by Subcontractor until congrleUon of the 
Work and satisfaction acceptance by Stock. Subcontractor shall be responsible for the receipt^ delivery, unloading, hoisting storage, 
warehousing, protection, insurance and all other risks of loss relatittg to any materials or equipment Subcontractor is to luroisb, install, 
provide, or have provided to it under this Agreement. Subcontractor shall keep adequate supply of materials on band at all times, as 
required to meet production schedules. Subcontractor shall be responsible for the seeuri^ of all materials on Ihejobsite. Further, if the 
Work requires the installation of materials furnished by others, it shall be the responsibih'w of tlie Subcontractor to examine the items so 
provided, and to thereupon handle, store, and install the items wnih such sldlt and care to ensure a satisfhetoiy and pmper inslallalion. Loss 
or damage to the materials due to acts of negligence by (he Subcontractor shall be deducted fiom any amounts due or to become due to the 
Subcontractor. 

8, SUBCONTRAfTTOR RBPRESENTAnONS; Subcontractor represents and warrants that it is fully qualified in all respecS to perform the 
Work and shall at all limes maintain strict discipline among its employees. Subcontractor shall supervise and direct Ore Work competenlly 
and efficiently, devoting such aaoilion thereto and applying such skills and expertse as may be necessary to perform the Work in 
accordance with (he Contract Documents. Subcontractor shall be responsible to see that the finished Work compUes accurately with (he 
Contract Documents. Subcontractor agrees not to employ any person unfit or without sufficient skill to perform the job for which 
Subcontractor was retained for the Projecu Subcontractor agrees that Stock shall not pro vide training of any kind. Accordingly, it is the 
sole responsibility and expense of Subcontractor to provide training for the Subcontractor or its eipployees, agents, orsubeontractois. 

Subcontractor shall not discriminate against any employee or applicant for employment because of rae^ creed, color, sex, ageor national 
origin. Subcontractor shall comply with all equal opportuni^ or affirmative action requirements or plans as may beselfoTlh in the 
Contract Documents. 

Subcontractor shall at all times remain an independent conoactor, solely responsible for the Work, methods, techniques, procedures and 
supeimsion and coonlinating al piortlons of the Work to be performed under this Agreement and Field Guidelines, No provision hereof 
shall be construed to make Subcontractor Stock’s agenL All person employed by Subcontractor, or Subcontractor's sub-contractois to 
perform services in connection with this Agreement shall be under the exclusive control and direction of Subcontractor or Subcontractor’s 
subcontractors, it being the intention of the parties that Subcontractor and its subcontractors shall be and remain an independent contractor. 
Stock shall not exert octual control, nur possess the right to control, the actions of the employees of Subcontractor or Subcontractor’s 
subcontractors in peiforming duties under this AgieemenL 

Subcontractor shall fully protect the Wori( fixim loss or damage and shall bear the cost of any such loss or damage until final payment has 
been made. If Subcontractor or any ot« for whom Subcontractor is legally liable for is responsible for any loss or damage to the Woric, or 
other work or materials of Stock or Stock's separate contractors, Subcontractor shall be idiarged with the sanw, and any monies necessary 
to replace such loss or damage jiiall be deducted from any amounts due Subcontractor. 

Subcontractor shall not load nor petraii any part of any structure or property to be loaded in any manner that will endanger that sUueture or 
property, nor shall Subcontractor subject any part of the Work or adjacert property to stresses or pressures that will endanger it 

9 _ l.ICENSES and PERMITS: Subcontraciorshall, at Subcontractor's sole expense, hold and maintain all required licenses, obtain 
all required permits and shall comply with all laws and ordirrances and the rules, regulations, and orders of all public aufijorities relating to 
the performance of the Work. In the event oftemnnation of this Agreement, Subcontractor shall immediately transfer and assign to Stock 
any and all applicable certificates, permits, contracts, suboontratrts, and purchase orders relating to the Work. Subcontractor agrees ihai 
Stock is not responsible for providing any tools or benefits for the Subcontractoror its employees, agents, or subcontractors. 
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■io.' , REGjJL ^ JORYCQMP_tfIAt?CEand tTAZAWDQUSSUBS T AKCES i'Ttebcctipatiottai Slfr^anJHrtlihAcEof 1!)70. 

;ameii^{OSHA) hweslablisliedregulatioiBratilledOSHAHiE^Comraunicah'oriSlandard.Accoidinglnlhetc^laU’ons, 

: manuJaclufas of hizaf^us raiierials aierequffed lo furmsh Ma^d Sife^ Dala'shMts'CMsbs), givig mfo^dah'on ^proper bandlirig^ 

' a^d pfecautwnaty measures in using Ihe materi^. Many substances commonly used in residaitial constiuction’fil Ihe descnplion of 

; hizaidous maleriais est^b^ byOSF^'Subcontracto?shall conqil/wth aU bsHA rcgulah'oi^ pC-Haintig 

1in the mtic. Subcomractor ^all havesols and cMlusiye i«pbimbnity for ^ninglts ^ploycte, subcbntactotsa'nd^pKetsfn the • 

; pro^r handling of hazar^iis maleriab and any pr^ulibnajy measure required. Subcontractor shall supply all ve clolhlng and r 

devices nectary to protect its en^loyeK, subMnjWctors ondsorolieis fom hazardous materials vs/jiile m Ihedle. ^bcontiaetor shall 
I obtain aU l^DS’s pertoining to any haaidous niat^ or created in the process orpcrformiiig, the'yygjfe a^^ distribute copies of. 

such MSpS's to Company and to all oteer contractor, subcootractois, and suppU^ perfonning work on (he si^ Sut^Uicior shdl ateo 
obtain from all olhwconMciots, subeonlractois and suppIierepeHarnnhg woikqn the site, ^ies of allM^Si for all hazardous 
iihateriate used OTcreatrfby^chcontnclon:, mbconbacteisor^pli^ and shallrelaih copies ptsuch NGbs^and^videttentto ■ 
Subcontracter's en^loyeM, subcontractors and sqppliets as ^Vired by the OSHA regulations, hi’ o th« wonls, SubitentiMtor must' 

■ exchange MSDSIS with all other contraciois, sobMntractors and suppliei^ and impieinsnt a irainihg program for it envteyet& 


; <^A arid Shan not in anyway iriierfcre,'^m3Be or in any way negatiyely ir^aci the simctu^ and /or'procedatts in place or to bo 
; iniplementd at Ae projdct pcmiidrig to NPDES arid CWA.' Suboontraclor shall be responsible for any loss, damage, Cne and penalty 
I incuiicd by Slock or its affiUates due to acts of negHgericeby theSubconliaclor and sudi costs arid escpeiiss’shril be iteduclcdfiom ariy 
amounts due or to become due to the SuWqnOTCtbr., Further, Subcontactor shall mdcmniiy Stock for any and ail ct^; firi«,^riaitics arid • 
expenses iricuned by Slock as a result of to'pliUions of NPDES and eWA'caused by Subcontractor. 

i i. J EMERGENCIES! In Uic evrent of an emergency afiKting the mfety orprbtectiqn of p^ns of ihi Work of property at the job site or 
adjacent thereto, Subcontractor, without special iislniction brauthorizalipn fern Stack isbbb'gated to act lb prevent thfealcn^ dairiagc. 
injury of loss. Sobcontractof shall pve Slbeic written notice within twra^-fqur 0?4) hours after thri occuifence of the eSirgeocy, if 
Subcontractor believes (rial any si^ificant changes In Ihe Work of variations ^in the Contract Docunients have been caiisedthereby. if- 
ihe Stock detennines that a change in the Cbntect Documents is retired became ofthe aciibn taken in response to an erriergency, a • 

1 Change Order shall be issued to document the comM|uences ofthe changes or variau’bns. if Subcontractor fails lb provide the hventy-foiir 
\ (24) hour written liotice noted above, the Subcontractor shall ^ deemed to have waived any right it otherwise may have had to seek atl 
adjusimerit Pricing or an exterision to the terra orthisAgreemcriL •• 

ASSUMPTION OF HABIUTV; Subcontractor agrees to, and hereby does.Bssume full responsibility for ary and all acl^ nigbgcnce of" 
Qi^ions of Sijbcontracaf’s employ^, laborers, agents, ma’ierialmeri, and subcontractors arid any and ali employees arid agents ofthe - 

arofementloned, any and all other persons doing work und^aiioial brwriiten ofderor contraciwith Subcoritraeter. 


;e,' 


Elimination S wfem, as amended (NPDES) arid aban Water Act, as amended {C\VA). SubconUactof is fiJlvriwBri. nf u,.. Munne nnH 


13.,l iNbEMNIFtCATtON.-HOLp'HARMLESS & DEFENSE; Thc-Work pwforined by tee Subcbritraclbrshall be ai the risfc of the. 
'Subconlractor exclusively.: To the fbilea extent p’emritted bylaw, at Subcontractor's sole expense, Subcbnfractbr shall indafiriiry, defend 
and hold hamdess both Slock and the Owner (if diftercnl from Stock) and their affilialed'companies, paxejits,'subsidiarits, partaers, joint- 
ventures, representatives, tnembeis, designees, ofHcers, directors, shareholders,’employees, agents, succesarra,'and assigns’(collecrively 
referred to as t'lrideninifi^ Paity/ics") of, frutri, Md against any and all claims eoncemlng, pertaining to, related to,'arising bulof andter 
connected with the Work rind Contract pocumcnls, including but riot lirail^ to tietnarids, suite, liabilities, causes of actiori, daraagM,: 
cldms for bodily injury, death of darnage to property, judgments, coritaetaril liabililics. mcludins costs and expenses associated thereto 
which include but is riot iiinited investigative and fep^ costs, attome^' fees and costs, consultarils’ fees and costSi and other e^enses, 
any,of which arise but of, relate to, result ffonk afe bccaaoriedly, coniributed lb by, connected with tind/brare in any way cai^, in 
whole or iri patt, by the acts ofi briussions, lailu^ andfbf perfotmariee by Subcoritractbf ririd/br.miy of its subcbnlraclors.Tlaborets, 
malerialmcn,'agents,' or eiiqiloyees.’oranyone for whose acts ariy oflhera may be liable,'as to any of the following (coliectivdy referred to 
iBS ‘'Claims’Of ' • - - .. 


i (a) Work as required by the Contract Documenis and under this Agreement;, 

I (b) constiuctiqri or others service as feqitetxi by the Cofitiact bocinnents and liridef diis Ab^emcritj; 

I (c) materials frifriished as required by the Contract Docurnerite and under this Agreement;, 

; (djviotalions br alleged violatlbiis of Occupatibna] Safely arid Health Acl of 1970, as mriended; of to fegulatioris promul^led thereunder,. 
;'and/or to violations or alleged violations siniilar state laws and regulations; 
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, (ejinjunK oPlo an^or dKtniciion of langiblepropeity, mcludliigthB lossof use or econoraio loss r^uUing ihefefiom; 

(OdefcctiTCly perfoOTed • a^or alleged defectively peribnned' Woric: by Subcontractor niid/or My, oif its iubcbn&nclois,. laborers, 
iipaterialmen, agents, or B^IoyeeSjOrMyoneforvvhose acts any ofthOT inaybciiabi^ ; • • - - • . ? 

fe^breach of this Agrwmentj and/or 

'(h)acis'br. p^siorB vi/hich-ineinde negligcht'or wnllful' roiscbaduct of Sa^oniractor and/or any of.its subcontractors, labbrets,-; 

I matfirialraen, agents, or eriqrioyees, or an^ne for whoso acts any of them may be liable, i^ether active of passive, 

Subcontracior’s obligation to itidemnify, defend and hold hiraileK the indemnified PailiB, shall not be ronslhicd to '' 
: negate,' abridge; or otherynse: reduce % o^er. right or obligation of indeiunity vvhich would, otherwise etrisV to” any parw or pei»n' 
I describe m this Paragraph:13; 

' Subconltactor’s obllgatioii to indemni^, defend and hold hafinlea Ae Indertmified Parties is applicabie whether any Claims are caused in 
;pait byany of the Indemnified Parfies,whether'acliveorpa^vc.~ ' . 

! Subcontractor's obligaiioh lb mdemnify, defend and hold habeas the indemnified Parties is applicable •wbethBr any Claims arc caused in 
ipart by die conemrent aci(s5, omiaionfs) by atid/or negllgencp of any of the Tndcrnhificd Parti k, whether active or passitte, provided 

|however,saidIndemnifirfPaT^shallnotbeindernnifiedforitsbwnsolenegh’gcncaorvwlHul misconduct.' - — 


Limitations on Obligati ons & Wonda Statutes. Seeiion '725.06! With icparil to ariy and all Claims, Subcontractor's bbU^'bn to Ibdenmi^' 
defend and hold hannless the Indennufied Parties shall riot be limited in any way by any limitatiori on Ihe umounl or type of damages'. 
,‘com^nsalion, insurance reriuirements and limits set forth in Exhibit “A” or benefits payable. by/ftm Subcbntrnctor or any subcontractor 
under-wbtkrre* or wbrtonM's coinpensalibn acts^.disability acts'or other,employee benefits acts, blohrilhstaiiding the foregbrag;' 
1 Subcontractor's ohli^lron to indemnify, defend and hold hannless Ihc Indemnified Parties shall be limited to the ^ater of: ' .’' 


■ (a)A tnaxirnum of S5,000.o6o.00i of 
1 Orjthe amourit of this A^eemeiit surnj or 

!(c)thE mxtmunt athounl of i^tance cdyera'ge limts available to the Subconbactor imdef any and all policies of UBunneearid appUcabie; 
. to any CIaim(s).' = 


The parties agree and acknowledge llol this linntatlbn beati a r^onable commercial felaiibnship to this Agreemeni and the services being 
provided hereunder, and this indebmty clause is intended W comply with the Florida tow bn indemhi^, and specifically to comply with = 
. Florida Statutes,' Section 72S.0fi, ioeluding any amendments' thereto, arrd is to be inte^retod in such a way as to be” fully enforceable. If any 
; word, clause or prowsjon of this Paragraph 13 is deternnn^ not to be mcompliance with Florida Statutes, Section 725.06, inclnding any 

amendments Iherctof^lt shall be ineireclive and the remaining words, clauss 'aiid provisions shall renaain in toll force Btxl eScct 

' Dutyto Defend; ' Subcontractor's duty to defend under this Paragraph 13 Is mdepehdent and separate from its duty to indemnify and hold: 

' harmless, and the duty to defend easts regardl^ pfany ullimite liability of Slock and/oranyliidetnnificd Party. The duty to defend arises i 
1 imm^ately upon presentation of a Claim by .any person of entity .vrilh written nolicc of such Claim being pirjvided to Suhcontractor.. 

i Stirvival Provisicir : Subcontractor's obliplion to indetnnrfy, defend and hold h^l^ wll saivivc Ihe expiratlbn or eartief tenriinairon of 
this Agreonenl until it is determined by firial judgment that.an acdon against the Itidenmificd Party/ies for any and all rnalteis indenintfi^ I 
is fiilly and finally barred by the applicable statute of Iitn|tolt6n5.’ 


Waiver’ of SuhroEaddn i,Subcontractor .wives an’V rights,of sutfobation against Stock and shsll irequire any, of'Sub'eonlra'ctor’s 
I subcontractors, . iBboreis, materialmen, agenlsi or employees,’and anyone for whose acts' any of them may be liable to .waive their 
subib^donn'gHts'a^insfStock. ' ' ' . .. .. . , . 


I Secure PerforTuance : At its sole diKrelion, Slock may withhold, , from tirnc to time) frotn any monies, otherwise due Subrontfactof 
' hereunder or under any, other contract dr a^eejtie'nl^ a sum of nron^, which, in ihe'sole judgiitent of Slock, shall he sufficient lb secure ffie 
' performance of Subcontractor’s phligallons under this Paragraph’ lS. 

' Notice ; Stock shall provide written notice of any cjaims witl^ sixty. (60) days after Slock becomes reasonably awe that Subconhactof 
imaybcUable'foranysuchClaum.. " ■ ’ _ • - . . 


ISubcoritractof and incorporated in the Work will be new, unless otherwise spebified inlhePlans and Specifications, and tdgelher.wilhlhe' 
i Subcbnlractor’s Work shall be of good qu^ity,' Iree of defects md m conformity with ffie Contact Documents. It is understood between > 

' the patiics hereto that all equipment, materials and Workrioi so m confoimity shall ^ defeedve. . Subcontractor ^ecifically agrees that i( is 
i responsible for the protection ofthe Work unltl final completion and fiiat Subeontractorvnll make good dr replace,'atco expense to Slock; 
any damage to the Work vdiich occurs prior to' said filial conipl6llDn..Inspecd6n by Stock shall not relieve Subcontractor dflls bbligatrbns. 
, hemirc'sUBCON'nUcTORFlkraER WARRANTS FURNKHTO BY1- • 
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SUBCONTRACTOR SHALL BE FREE OF DEFECTS FOR A PERIOD BEGINNING AT THE t> ATE THAT STOCK CONYEyS 
TTILB OF THE SUBJECT OF THE WORK, (HOUSE OR CONDOMINIUM UNIT) TO A PURCHASER OFTHEHOUSE OR 
CONDOMINIUM UNIT, AND CONTINUING FROM SUCH DATE UNTIL THE LAST OF THE FOLLOWING TO OCCUR: (I) ONE 
YEAR: (2) FOR THE DURATION OF ANY LIMITED WRITTEN WARRANTY GIVEN BY STOC3C TO SUCH PURCHASER OR (3) 
THE DURATION OF ANY COMMON LAW OR STATE OR FEDERAL STATUTORY WARRANTIES OF SUCHPURCHASER, OR 
SUBSEQUENT PURCHASER. OR ANY OTHER PERSON OR ENTITY, IF ANY. SUBCONTRACTOR AGREES TO MAKE, AT 
SUBCONTRACTOR'S SOLE EXPENSE, ALL REPAIRS AND CORRECT SUCH DEFECTS IN ORDER TO MEET ANY OF 
SUBCONTRACTOR’S WARRANTY OBUGATIONS WITHIN EIGHT (8) HOURS OF NOTICE (ORAL OR WRITTEN) OF SUCH 
DEFECT IN AN EMERGENCY (DETERMINED BY STOCK IN ITS SOIH DISCRETION) AND WlTB®f FORTY-HGHT (48) 
HOURS OF NOTICE ON A NON-EMERGENCY BASIS. In addition, Subcontractor shaJl transfer any and all ^pEcablcnianaIactura‘'s 
wananties, together with all service and operating manuals for materials finnished by it under this Agreement to Stock when the Work is 
completed or this Agreement is tenninated^ whichever Occurs fiisL The warranty contained in this paragraph 14 is in addition to any other 
special warranties required by contract or law, and such warrant does not negate or abridge Stock’s right to assert clanns Ibr latent or 
patent defects in accordance with applicable law. 


The Subcontractor agrees to satis^ such warranty obligations which appear within the warranty or guarantee periods estabh'shed in the 
Contract Documents without cost to the Owner or the Contractor. If no guaianlee ofwairantv is required of the Contractor in ihe Contract 
Documents, then the Subeontrac6)r shall guarantee or warranty the Subcontractor Work for the nen'nd of one ft t year from the daielst of 
conveyance to the end user. 

The Suhcontractor further agrees to execute any special grarantees or warranties that shall be required for the Subcontractor’s Work prior 
to final payment. 

All guarantees and wananties must be submitted to the Contractor in a fomi acceptable to Ihe Contractor prior to and as a condition for 
final payment 

Subcontractor expressly agrees that all warranties made by it in this Agreement shall survive the terminatiDO or expiration of this 
Agreement for any reason prior to the expiration of the fiill warranty period. 

15. RUBBISH and DEBRIS; Subcontractor agrees to keep the job ate and adjoining propeiW fiee of waste material and rubbish caused by its 
Woric or that of i ts subcontractors and to remove all waste materials and rubbish on completion or tenninatioD of its Woric together with all 
tools, equipment, bikI machinery, Subcontractor agrees that upon tenmnating its Work at the site. Subcontractor shall conduct general 
clean-up operations, including, but not linuted to, the cleaning of glass surfaces^ paved streets and walks, steps and interior Boors and 
walk, where applicable. Any personal proper^ left by Subcontractor on or around Job site Ibr thirty (30) days following completion oflhe 
Work, excluding any Work performed pursuant to warranty service obligations, will become Ihe property of Stock. 

16. AS.SIGNMENT: Subcontractor shall not assign this Agreement orany payments due or to become due heremider without the prior written 
consent of Slock, which corsent may be vrithheld in the sole discretion of Stock. Payments to Subcontractor will be made in accordance 
rvilh Stock's current published payment procedures, as the same may be amended from time to lime. Payment to Subcontractorof all or 
any portion of any progress payment or the final payment shall not constitute or imply or be evidence of performance oflhe Work by 
Subcontractor or acceptance of any porrion of Subcontractor’s Woric by Stock, or in any way waive or affect Stack's claims or rights 
against Subcontractor. 

17. CHANGES : Stock reserves Ihe right to make changes in the Work in the nature of additions, deletions, or modifications, without 
invalidating this Agreement and agrees to make corresponding adjustments in the contract price and lime for perfoimance. Alt 
changes will be authorized by a new written Work Notification Form which will include conforming changes in any 
Bid/Prcposal, payment schedule and/or limo for performance. 

18. INSURANCE REQUIREMENTS: Subcontractor shall procure and maintain insurance policies in the form and amounts as set 
forth on ^ibit "A”, attached hereto and incorporated herein by rcrerence. All coverage shall be placed with an insurance 
carriers duly admitted in the Stale of Florida and shall be reasonably acceptable to Slock. All insurance carriers must maintain an 
A.M. Best rating of “A-Vin” or better. Certified copies of all insurance polides must be made available and provided to Stock 
wlhin ten (10) days of Stock’s request. The word “Claims" used in this Paragraph 18 has been defined in Paragraph 13 above. 


Endoisemenls in Insurance Policies ; In addition to Exhibit "A", Ihe Subcontractor shall cany and maintain commercial general liability 
tnsuranceonlSOformCGOOOI 100! (or a substitute form providing coverage equal to or greater than said form). All policies ofliabiljj 

_ insurance shall contain an Additional Insured Endorsement on ISO form CG 20 10 11 85 (or a substitute form providing coveraRC 
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or greater than said form which would at a minimum additional insured status with respect arising out oFSnhconfraciOr’s Work pursuant to 
the Contract Documents and which provides coverage both during the products completed opera ti ons bayard period.) Such insuranee shall 
cover liabili^ arising out orpremises, operations, independent cormactois; producls-completed personal and advertising injury, 

bodily injury, property damage, and liability assumed under an insured contract (including the tort liabill^ of another assumed in a 
business contract). There shall be no endorsement or modification of the commercial general liabili^, excess or umbrella coverage forms 
which contains any of the following; 

(a) Limitations or Modification of Conlracuial Liability Language 

(b) Limiladoiis or exclusions for Damage to Work Performed by Sub Contractors; 

(c) Limitatiorrs or Exclusions for Residential Work 

(d) Limitations or Exclusions for Mulli-Unil Dwellings 

(e) Limitadons or Exclusions related to explosion, collapse, underground property damage; 

(0 Pollution Exclusions; or 

(g) wodc performed by subcontiactarsL 

Addirional Insured: Stock shall be named as an additional msured, loss payee and certificate holder on each oftfae policies as outlined in 
Exhibil“A”. Coverage under all policies shall be afforded to the additional insureds whetherornotanyaaims arc actually in litigation. 

Stock shall remain as an additional insured on each policy for a period not less than ten (10) consecutive years fiom the date of final 
corrgrlctfon of the entire constniction project that is the subject of this Agreement and the Centraefc Documents regardless of the date when 
the Subcontractor, Subcontractor’s subcontractors, laborers, materialmen, agents, employees, and/or anyone for whose acts any of (hem 
may be liable, completes or finishes any Work or any other consttuclion work, and/or regardless of the dates any certificates of occupancy 
are issued. Subcontractor's obligation to have Slock remain as an additional insured on each policy for a period not less than ten (10) 
consecutive years from the date of final completion of the entire construction project will survive the eagriration or earlier tenuioation of 
this Agreement until any and all Qaims are fully and finally barred by the greater of any and all applicable statute of limitarion or statute of 
repose. 

Priority of Insurance Coverage: It is the intent of the parties that all available and applicable insurance coverage of the Subcontractor, 
whether primary or excess or umbrella policies, be primary coverage for any and all Daims coDccming, pertaining to, related to, arising out 
of and/or coimecled with the Work and Contrael Documents, regardless of who makes said Claims. Further, the parlies intend that Stock's 
insurance policies be excessover any and all available and applicable insurance policies of Subcontractor for the purposes of indemirlty and 
defense of Stock. 

Certificates of Insurance : Prior to commenciug any Work under this Agreement, Subcontractor shall submit to Stock copies orpolicies or 
Ccttificalc of Insurance that confirm appropriate insuraiKe coverage; 

Each Certificate of Insurance shall provide that the insurer must give Stock at least nine^ (90) days prior written notice of non>renewal or 
material change in coverage and termination of the coverage (hereunder. Not less than two (2) weeks prior to the mepiration, cancellation 
or termination ofany such policy, the Subcontractor shall supply Stock with a new and replacement Certificate of Insurance and additional 
insured cndoisemenls as proof ofrenewal/replaccraent policies of insurance. 

Subcontractor's Notice to Insurance Cam'ere and Agents: Prior to commencing any Work Under this Agreement, Subcontractor must 
provide a fiiUy executed complete copy of this Agreement with Exhibit ”A" and all amendments to each of its insurance agents and 
insurance carriers. Within ten (10) days after execution by the parties of any foture amendments, modifications, additions, deletions, 
changes or addendums to this Agreement, Sobcuntractor mustprmride a ftiUy executed complete copy of this Agreement with Exhibit “A", 
as amended, to each of its insurance agents and insurance carriers. 

.Snhcontraclnr's Suhconiraeiors : Subcontractor acknowledges it shall not subcontract any part of this Agreement without supplying Stock 
proof that all Subcontractor’s subcontiactois, laborers, materialmen, agents, or employees, and anyone for whose acts any of them may be 
liable, obtains and maintains appropriate insurance coverage as detailed in Exhibit "A". It shall be Subcontractor’s sole responsibility (a 
ensure that Subcontractor’s subcontractors, laborers, materialmen, agents, or employees, and anyone for whose acts any of them may be 
liable, fully complies with this Paragraph 18 and Exhibit "A”, and fiiturc amendments thereto. 
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Additionally, and prior to comniencetnEnt of the Work, the Subconliactor shall provide Stock with ft Ccrtiflcale of Insuranco showing 
insuiance coverage, in compliance with Exhibit "A” each and eveiy Subcontractor’s subcontractor^ iBhOttiS^niateriBlmeo, ageiiis, and/br 
employees, and anyone for whose acts any of Iheramay beHable. Coverage shall be no less than the limits as deserihed iaExhlbit“A". In 
the event any of these policies are terminated, for any reason, the Subcontractor shall provide Stock copies of CertiCcales of hisurance 
showing replacement coverage in compliance with Exhibit “A”. 

Waiver of Suhrogau’on from Insurers : Subcontractor shall obtain fiom each of its insureis, a waiver of suhrogarion as to each of its 
insurance policies, in Ikvor of Stock with respect to any Claims concerning, peitainatg to, rebled to, arising out of and/or connected with 
the Work and Contract Documents. 

Breach : Failure of Subcontractor to mainbin complete and appropriate insurance is a material breach. Id this event, in addition to the all 
other remedy provisions in this Agreement, Stock can elect to teiminale this Agreement or to provide insurance at Subcontractor’s sole 
expense in neither case, however, shall Subcontractor’s liability be lessened. 

19. COMPLETION : Immediately upon the perfoimance of any part of the Work, as between Subcontractor and Slock, tille thereto shall vest 
in Stock to the extent penrnlled by law; provided, however, the vesting of such title shall not impose ary obligations on Stock or relieve 
Subcontractor of any of its obligations hereunder. Upon congiletion of the Work described in any Work NotiUcation Form, Subcontractor 
shall request the Stock rtpressnlative on the Job site to confirm completion of the Work. Thereafter, provided that Subcontractor is no t m 
breach of this Agreement, and provided that Subcontractoris othetwise ealilled to payment under this Agreement upon notificstun to 
Stock, Stock shall pay Subcontractor for the Work described in the Work Notification Foim in accordance wilh IheWork Notification 
Form and the Bid/Pmposal wthin sixty (60) days followmg Steele’s receipt of a request for payment ftom Subconiraclof. Snbeontractor 
hereby agrees that irSubcontractor (ails to request from Slock any sum, including, butnol limited to, wages or contract sums due under this 
Agreement or any Work Notification Form, within ninety (90) days from the dale they became due, said sums to Subcontractor and 
Subcontractor shall have no claim thereto. 

20. WAIVER: TOTHEEXTENTNOTPROHmrrEDByLAW.CONTOACTORHEREBYWAIVES AND RELINQUISHES AN V AND 
ALL STATUTORY OR CONTRACTUAL RIGHTS THAT IT hlAY HAVE TO OBTAIN STOP -NOTICES OR LIENS, MECHANICS’ 
OR OTHERWISE, AGAmSTTHEPROPERtYORIMPROVHvlENTS THAT ARE THE WORK, AND AGREES NOT TO FILE ANY 
SUCH NOTICE OR LIEN AGAINST SUCH PROPERTY OR IMPROVEMENTS FOR ANY LABOR, SERVICES, WORK, 
MATERIALS, EQUIPMENT, TOOLS OR OTHER ITEMS FURNISHED TO OR FOR STOCK. TO THE EXTENT NOT PROHIBITED 
BY LAW, CONTRACTOR AGREES TO LOOK SOLELY TO ITS CONTRACTUAL RIGHTS FOR RECOVERY. 

21 . TAXFS/CHARGES : Subcontractor shall pay all taxes, conuibutions and/or premiums payable on its employees or on its operations under 
workers’ compensation laws, unemployment compensation laws, the Federal; Social Security Act, health and welSre benefit plans, gross 
business taxes, sales and use taxes, contributions and/or premiums which are payable by the employees and the Subcontractor shall 
indemniry, defend and hold Stock harmless ftom all liability, loss and expense resulting from Subcontractor’s failure to comply \rilh these 
requirements. Subcontractor shall comply wilh all roles and regulations at any time applicable hereto and shaft, on demand, substantiate to 
Stock’s reasonable satisfaction that all laxes and charges are being properly paid SUBCONTRACTOR SHALL BE SOLELY 
RESPONSIBLE FOR WITHHOLDING TAXES, SOCIAL SECURITY TAXES AND STATE UNEMPLOYMENT TAXES FOR ALL 
EMPLOYEES OF SUBCONTRACTOR, 

22 . DEFECnVBWORK: Should Stock notify Subcontractor (orally or in writing) that any part of the "Work is incorrect and does not conform 
to the terms of the Contract DocuraeniJi Subcontractor shall immediately being to conect such defective work andshall complete such 
corrected woik within forty-eight (48) hours unless Stock shall agree to a longerperiod. If Subcontractor reftises to perform any corrective 
work. Subcontractor shall waive the above described forty-eight (48) hour period and such refusal or failure to perform the corrective work 
shall be deemed a default by Subcontractor hereunder. Subcontractor shall hear the entire coslof such corrective work, including any cost 
incurred by the disturbance of work completed by other contractors, 

23. BREACH; SUBCONTRACTOR SHALL BE IN BREACH OF THIS AGREEMENT IF; 

(a) Subcontractor’s Work is defective and not remedied as provided herein; or 

(b) Subcontractor does not make prompt and proper payments to its employees, agents and/or subcontractors; or 

(c) Subcontractor docs not make prompt and properpaymenls for labor, services, work, materials or equipment furnished by third parties 
to it; or 

(d) Another contractor is damaged by an act for which Subcontractor is responsible; or 
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(c) Subcontractor or any third party iiiraishing labor, services, work, materials, equipment, tools or olherilems for (ho Work files any 
claim or lien against the property where the Work has beenperfermed and such claim or lien has not been discharged or resolved within 
Iwen^'four (24) hours after notice thereof to Subcontractor, end Subcontractor has notposted a di scharge bond withm this twenty four (24} 
hour period: or; 

(f) Subcontractor fhils to perform warranty service under this Agreement or any other prior or conten^ioraneous Subcontractor Agreement 
with Stock; or 

(g) Stock is fined by any governmental agency on account of or arising oat of Subcontractor’s (or Snbeontractoi’s SubcontiactQiS or 
agents) violation of any law, ordinance, regulation, administrative ruling and/or court older; or 

(h) Subcontractor becomes insolvent or any petition for bankruptcy is filed with respect to Subcontractor: or 

(i) Subcontractor fails or neglecb to prosecute the Work diligently and promptly, whether due to inadequate ofineon^etcotsupervisioa, 
insullieient skilled workers, lack of material or equipment, improper quantity or quali^, or for any other reason not described herein; 

(I) Subcontractor fails to comply with any tenns of this Agreement or any Work Nodficalion Form, issued under (his Agreement. 

24. REMEDIES ; IF SUBCONTRACTOR. IS IN BREACH OF THIS AGREEMENT. IN ADDITION TO ANY AND ALL OTHER 
REMEDIES AVAILABLE UNDER APPLICABLE LAW. STOCK, IN ITS SOLE DISCRETION, MAY DO ANY OR ALL OF THE 
FOLLOWING: 

(A) IMMEDIATELY TERMINATE THIS AGREEMENT, ANY WORKNOTfflCATION FORM OR OTHER VERBAL OR 
WRITTEN AGREEMENT WITH SUBCONTRACTOR OR OTHER SUBCONTRACTOR BASE AGREEMENT BETWEEN 
SUBCONTRACTOR AND STOCK AND DISMISS SUBCONTRACTOR FROM THE JOB SITE BY PROVIDING 

SUB CONTRACTOR WOH WRITTEN NOTICE OF SUCH TERMINATION; 

(B) ENGAGE OR EMPLOY OTHER CONTRACTORS TO REMEDY SUBCONTRACTOR'S DEFECTIVE WORK, TO COMPLETE 
ANY PORTION OF THE WORK NOT COMPLETED BY SUBCONTRACTOR. PERFORM SUBCONTRACTOR’S WARRANTY 
SERVICE OBLIGATIONS OR OTHERWISE CURE SUBCONTRACTOR’S BREACH AT SUB CONTRACTOR’S SOLE COST AND 
EXPENSE; 

(Q WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE HUNDRED TWENTY (120) DAYS ANY SUMS WHICH MIGHTBB 
DUE OR BECOME DUE TO SUBCONTRACTOR. WHETHERUNDER THIS AGREEMENT, ANY WORK NOTIFICATION FORM 
OR ANY OTHER AGREEMENT, AND MAY CHARGE AGAINST ANY SUCH SUMS WITHHELD ALL SUMS EXPENDED OR 
COSTS INCURRED BY STOCK ARISING FROM THE ENGAGEMENT OF OTHER CONTRACTORS AS PROVIDED IN (B) 
ABOVE OR OTHERWISE RELATING TO SUBCONTRACTOR’S BREACH, INCLUDING, BUTNOTLIMITED TO, STOCK’S 
OVERHEAD AND PROFIT; AND/OR 

(D) WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE (1) YEAR AN AMOUNT, WHICH AMOUNT SHALL NOT 
EXCEED FIVE PERCENT (5%) OF THE CONTRACT PRICE FOR THE WORK, TO INSURE SUBCONTRACTOR’S 
PERFORMANCE OF WARRANTY SERVICE OBLIGATIONS. SHOULD SUBCONTRACTOR FAIL TO PERFORM SUCH 
WARRANTY SERVICE OBLIGATIONS. STOCK MAY CHARGE AGAINST SUCH AMOUNT WITHHELD ALL SUMS 
EXPENDED OR COSTS INCURRED BY STOCK ARISING FROM SUBCONTRACTOR’S FAILURE TO PERFORM SUCH 
WARRANTY SERVICE OBUGATIONS. 


25. 


TF.RMINATION; This Agreement may al» be terminated and Subcontractor disimssed Born the job site by Stock at anytime in its sole 
discretion, with or without cause, by providing Subcontractor with notice (written or oral, in the sole delenninaU'on of Stock) ofsuch 
teiminalion, and such termination shall be efl'ective as of the time and date stated in such notice. In the event of termination of the 
Agreement pursuant to this paragraph 25 vwlhout cause, Stock shall pay Subcontractor within sixty (60) days after the effective date ofsuch 
iBimination, all sums due and owing Subcontractor for all labor incurred and all materials incorporated in the Work performed under Uus 
Agrccmenl prior to the effective date and time of termination. Subcontractor acknowledges and agieca that if Subcontractor is teiminated 
pursuant to this paragraph 25 with cause. Subcontractor shall have no claim against Stock for any additional sums, including, withoni 
limilations any claims for material purchased but not used in the Work, or for lost profits or for any other claim or sums whatsoever. The 
tcraiination payment described herein, if applicable, is Subcontractor’s sole remedy and in no event shall Subcontractor have any claim for 
consequential damages. Further, in the event of termination, Subcontractor will turn over all equipment and materials ordered, purchased 
for and delivered to the Project, and Slock will pay the Subcontractor any amounts due based on the percentage of completion of 
Subcontractor’s Work that is incompliance with this Agreement and the Pricing, actually accomplished and cquipmenl and materials 


supplied to the Project; excluding any payment for unearned profit and overhead. Subcontractor will factlilate transfer of Work to Stock by 
assigm'ng its rights under subcontracts and purchase orders. _^ 



26. ^TTIRE ji GREEM^ : This AEfcemenl, logcther \rilh the Contract Docurarats, cousatutes (he entire Bgreonent between Subcontractor 
and Stock and there are no other agreements, oral or written, by and between the parties hereto, except as to Subcontractoris wananties 
under any prior or contemporaneous Subcontractor Agreemeots unth Stock, which warranties are incoiporated by refereneeherein for all 
purposes. This Agreement, together with the Contract Documents, docs not create a partnership or other unincorporated associaubn 
between the Subcontractor and Slock. The relationship of Subcontractor is that of an independent contractor. 

27. HPAOMPS: Tbe paragraph headings In this Agreement are tbrconvcnience only and shall nolaffeci the meaning, inlerprelalion or scope 
of the provisions which follow them. 

28. H.QHg.ES: UnlessolherwiseselfQnhhetton,anynoticetob6givenorseivedoponanypaity hereto in conneetfonwidi this Agreement mustbe 
in writing, atsi shall be (a) delivered by hand, (b) send by Federal Express, Express Mail or other overnight courier service, seat to the address on 
the first page hereof or such other address for notice as the parties shall last have firmished in writing to ihepeison pving the notice or(c) sent by 
facsimile transmission vrilh a copy deh'verod pursuant to (a) or (b) above. Any such notice or demand shall be deemed to havebeen doty given 
or made and to have become effeefive {Q if delivctrsd by hand to a responsible officia- of the party to which it is directed, at the time ofthe receipt 
thereof by such officer, (ii) if sent by facsimile transrnissiofl as of the date and time of transmission, and ^•) if sentby Federal Express, Express 
Mail or other rqm table overnight courier serviccj upon the earlia-of the date tsf receipt or oire (1) business day afterpostiDglheiEofi If a notice is 
mailed in (he matmer provided above, it is duly given, whciber ornot the addressee received iL 

29. iNVAUPlTY; If any provision of this Agreement is held to be illegal, invalid or unenforceable under present or fuluielaws, such 
provision shall be fully severable. Ibis Agreement shall be construed enforced as if such illegal, invalid or unenforceable provision had 
never comprised a part of this Agreement, and the remmning prowsions of this Agreement shall remain in M force and effect and shall not 
be aiRcted by the illegal, invalid or unenforceable provision or by its severance fiom this Agreement. Furlhenaore, Ihertshall be added 
automatically as if part of this Agreement a provision as simitar in terms to such illegal, mvah’d or unenforeeabie provision as may be 
possible and may be legal, valid and enforceable. 

30. RlSEUIBt If a controversy or claim arises out of or related to this Agreement, including a claim relating to an action taken by Stock 
pursuant to the self-help remedies of paragraph 24, and the patties cannot resolve the matter between themselves within sixty (60) days 
afier Slock is first provided written notice of the claim or controversy by Subcontractor, the parlies agree to try in good lailh to settle the 
dispute by mediation under the Conslniofion Industry Mediation Rules of the American Aibiiration Association. If not Settled by 
mediation, the dispute shall be resolved by final and binding arbitration in accordance with the Construction Industry Arbitration Rules of 
the American Arbitration Association, and judgment upon the award rendered by the atbitratar(s} may be entered in any court having 
jurisdiction (hereof Should a dispute arise between Stock and a buyer of a residence regarding materials supplied or worieperfonned by 
Subcontractor, Subcontractor agrees to participate in, and be bound by, arbitration proceedings between Stock and the buyer. 

31. JURISDICTION and PRESUMPTION; This Agreement shall be governed by and construed under the laws of the State of Florida. Any 
action brought to enforce or micrpret this Agreement shall be breu^t in the court of appropriate jurisdiction in the county in which the 
property is located. Should any provision of this Agreement require judicial inletpretoticn, the parties hereto agree and stipalale that the 
court inteipredng or considering the same shall cot apply (he presungjtion that the terms hereof shall be nnro strictly construed against a 
pai^ by reason of any legal conclusion that a document should be coustiucd more strictly against the par^ who itself or through its agents 
prepared the same, or being agreed that all parties hereto have participated in the preparation and negotiation of this Agreement and each 
party had fhll opporturo'ty to consult legal counsel of its choice prior (o the execution of this AgreemenL 

32. WAIVER : Except as expressly set forth herein, this Agreement may not be changed, modified or terminated, except by an instrument 
executed by the parties hereto. No waiver by either party of any failure or refusal to comply with the obligation of any other party 
hereunder shall be deemed a waiver of any other or subsequent failure or refusal to so comply. 

33. COUNTERPARTS and FACSIMILE/PDF SIGNATURES : Ibis Agreement may be executed in any number of counterparts, each of 
which shall be deemed an original and all of which shall constitute one and the same agreement. Signatures given via facsimile or scan 
PDF transmission and shall be deemed given as of the date aid lime of iransirnssion to the other par^ and shall be deemed otigmal. 

34. PERSONS BOUND : The provisions of this Agreement shall inure to the benefit of, andsballbind, the heirs, execuleis, administrators, 
successors and assigns of the respective parlies. No person shall be deemed to be a third parb* beneficiary of this Agreement or any portion 
thereof. Sobcontractormay not assign this Agreement without Stock’s prior written consent, which consent Stock may withhold in its sole 
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and absolute discretion. Slock may assign this Agreement to at^ afSialB, subsidiaty or other third, party by providing Subcontractor five 
(S) days written notice thereof. 


IN WITNESS WHEREOF, (he parlies have executed this Agreement as of the day and yearfiisl above •written. 


STOCK; 


STOCK CONSTRUCTION, LLC, a 
Florida Iimiisd4iebiHty company 



SUBCONTRACTOR; 
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Hrotessional Circle * Suite 1201 * NapIeVFL34119 
^ . Subcontractor B ase Aprpfimptif 

—J'/i.n.iiMCKSnlP rabpR'— ^ ^ - 

NAME(S) OF PRINCIPAL OFFICERS, PARTNERS OF OWNF 
SUBCONTRACTOR'S EIN OR SOCIAL SECURITY NO- jfl 
BUSINESSAmRESS: ^>^3-,0 lifnl / Jf 

.. l3o> n / Kft. r , ‘ - 


PHONE|^ A?s) C^3°i\ 7v? - 9 9<2A 



!MITED LIABILITY COMPANY 


THIS AGREEMENT (“Agreemenl") made and entered into this 
Construction, LLC, a Florida limited liability company {“Stock’*) and 


~mk\Lj±^jLj — CL 


. day of _ 


-> by and between Stock 


2 . 


3. 


-(‘‘Subcontractor’'). 

S==£=SHSS~— 

(d) Plans and Specifications" shall mean approved foundatinn niane i m 

sheet details, and other specifications, includLg FHA ranul ' ’ construction 

^meaning specified in Paragraph 4. 

w ■ w rrn'”® 

igl vA snail mean the U.S. Department of Veterans Affairs. 

(h) "Work’ shall include, without limitation, any and all of the work specified fn Per, t, i u i 
extra work, work included on all Work Notification Fomis unbudgeted work and I a' 

Subcontractor. ’ unbudgeted work, and other work directed by Stock to be performed by 

™,la, d»g„«,„„s „d c«„w„i„j C«N„ intaalon .ta, w“"' ’ 

or entity foMhe prfbntiMc,of rork which is 111 ,s.ni= orslirtlar 10 IhMfctibSfl*“ “J““torperson 

into third party contracts with any other subcontractor laborer and/or material f" S'^bcontractor is also free to enter 

Subcontractorwill ensure that such other work p^edbv'hid^^^^^ 

Subconmactor-sperformanceundertheConJlro^^^^^^^^ 

Stock and such third party subcontractors laborers, or material men *11115 Acfrp>m t i, n i. ^ direct contract between 

bids.,issue Work NotiEcaSonFomts to S«beontor ' *^“'"“'‘'“’'™'^“«™^^^^^^ 

IL°eSfd~““' ^■"Fiocen.ly ■rrn.d WoH. KofEc.ion Fottns bn, is 


Cost Code No: 


4. 
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Attached hereto as a part of this Agreement, Subcontractor has submitted a signed and dated Pricicp Addm ^ ■ c .. 

acknowledged thereon by Stock which specific PrieintTAddfnna • • ^ j. ^^“"8 Addendum, receipt of which is 

.0diEedbyEnbcbn,,ne,„..y;y..n^„e„,^,.^„,rZ:Zr:^ 

8 - _ 

Stock Initials 


oiuuK ininajs_ 

Subcontractor Initials 







5. 


6 . 


which shall be acknowledged thereon bv Stock wluVh i c , 

and approval by Stock, such amended Pricing Addendursharb! Med^Tr? 

Addendum in effect at the time of the issuance or any Work T. '’"4 

without variation, unless otherwise approved in writing by Stock Subcontract * \ ^ ^PP'icable to all Work to be perfonned thereunder, 
rate, subject to modification under the next clause of this contract' ft cZ^l ^ contractual 

Documents js not hourly compensation. Subcontractor agrees that DavmeJt n n* Compensation under the Contract 

of.is Agreement.andnottoanyindividual person whC^^^^^ 

In conjunction with this Agreement, Stock may issue Work MAtifi,.,*- c 

time for completion at each specific job location. Subcontractor shall rave°I!^" T Performed and 

receiv^ a Work Notification Form for a specific job location It shall be Subcontr°1*^*"’ *°ca‘'On until it has 

Fonn before beginning any Work at a specific job location In the event Sub .r ^ ^^^Ponsibiiity to obtain a Work Notification 
to or referenced in a Work Notification Form issued by Stock onlv those^ docmi is attached 

Subcontractor shall be incoipora.ed as part of the W<^k Noffi^rPorrd; t f *»' 

Subcontractor’s proposal, estimate or similar document shall not been ‘A a°^ ^y’'®"'™'uSPOilionsof 

agreement between Stock and Subcontractor. No substitutions shail be al^T^T Notification Form, this Agreement, or any 

in the Plans and Specifications or applicable Work Notification Form and i" e performance of the Work unless expressly provided 
required from Stock for substitutions. Subcontractor shall indemni/v StockTn^ llT Subcontractor first receiving all approvals 
substitutions, whether or not Subcontractor has obtained approval thereof. ^ 

Notwithstanding anything in this Agreement to the contrarw ^ . 

contingent and conditioned upon: ( 1 ) Stock’s determlnation’thal all WorkTo'be perfom7^^”'''”‘ Agreement is expressly 

has been completed satisfactorily; (2) If requested by Stock, the Subcontractor I’ « particular Work Notification Form 

and claims of Subcontractor and any and all of its subcontractors and sunnliers of ° ® complete release of all Hens 

other items furnished in connection with the Work!Lr(Tlf^u^e7£v tlf rTf ’ 

form satisfactory to Stock) that provides that so far as SuVcIIrr^ itt (- ^ 

entities furnishing such waivers and releases, has a right to anv such r ? "" Pe^^on or entity other than the persons or 

other items furnished in connection with the Work " 'vork, tools, services or 

Notwithstanding anything in this Agreement to the contrary if reouested bv ^mck o. 

releases will negate any request for payment until such timas tS Hen livers and *“PP^y Hen waivers and 

outstanding after all payments are made. Subcontractor shaft reld to sZ a 1 T f 

or rKolving such lien or claim, including, without limitation attomev’s f ‘o P^y « discharging 

within fifteen (15) days of notice to Subcontractor from Stock Subcontramn ^b tTb^- to make any such refund 

addition to any other right and remedy, withhold fr^rany^^^^^^^^^ c T' 

such amount as may be required, in Stock’s sole discretion, to discharge or ^011 “ nny other Agreement 

applicable fees and costs incurred by Stock. Subcontractor shall def d ' a reimburse Stock for the 

property subject to the Work, including any improvements iherp , ?! of Subcontractor’s work, and shall turn over the 

lien or encumbrance is claimed by any person or entity nerform' ° encumbrances. If any such 

upon verbal notice from Stock, discharge same by payment or p2in7aTu'ffi " 7 Subcontractor shall, immediately 

property to the bond. If Subcontractor continues to r^^ive parents from StlT ^ -‘7‘be real 

future payments from Stock in trust for the benefit of, and tie first aunlied to ’ payments and the rights to 

suppliers and material suppliers who have performed anv nortion of P^T’®" 7*°^“ subcontractors, laborers, equipment 

any other purpose. In the event Stock has reason to believe that labor mreriar”"^ ^ 

the performance of Subcontractor s work are not being promptly paid' Stock ' ^ obligations of Subcontractor incurred in 

steps deemed necessary to ensure that any payments from Stock to Su'bcontraT^’ Subcontractor, take any 

written notice. Stock may require Subcontractor to supply satisfactory evidenccTt'^ 7 •° °bligations. Upon such 

payment and perfoimancebond for the protection of Stock itc™, 7 j ^ obligations have been paid or to post a 

The failure ofSubcontractorto provide either ofthesemealofs^^^r^^ 

to Subcontractor a reasonable amount to protect Stock from anv and alHnc d ^ of any payment due or become due 

relating to any such claim or Hen from one to w7o7suZinatn^^^^^^^^^ " 

Subcontractor. Subcontractor has an obligation until the claim or lien has been satisfied by 
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’ SSS“HSHr3S7-™^i‘i^ 

S»b<on«o,Ml be ,=sp„„ibfc f„ b fce«,„g any Work „„drr. Wodr Notilicta F.m,. ' 

S boon,,, 0 , 0 ,rball tamriiaMyrrp„„,„”■■'’."™«"■!»Mr Agroononu 

rules, regulations or orders of any public authorities observJ « i- ^ ‘deficiency, variance from or violation of any laws ordinan^ 

site. All Plans and Specifications Lished tl. d>,ans and SpecificaZs Z^Zm 

shall be solely responsible for all construction under this Agreement and J t °d'S“*’'0"*^ectors Work. Subcontractor 

procedures and means, and for coordination of all Work. Subcontractor shall d"®™’ '"e’^ti'ng the techniques, sequences 

give 1 , the attention necessary for such proper supervision and d to the best of its abilityld 

Subcontractor warTaLth^all^ltTZelTaTralZlS 

standards, VArequirements. any applicable buildCdel^^^^^^^^^ 

mt^pretation of this Agreement, or any work or material pelnuTd ^M d h ^ *^Proper 

which concerns Subcontractor and any other contractorfs) subcontract r ^ d^ereunder, which concerns the parties hereto only or 

decision thereon shall be final and conclusive. In any event and L L t 'f T shall be decided by Stock, whose 

Agreement, Subcontractor shall proceed diligently with the Work pLLg Z] dT“‘"’ of this 

o any other action taken with respect to any dispute, claim, or conLersy SuIZTTT P“^*“ant 

site, and the soil conditions and has satisfied itself as to all of these ^ has made an independent investigation of the 

Work Which may beperfoimedbysub.ntractormo^^^^^^^^^^^^ 

waives any and all rights and claims for any changes to the Work NotZrn Fc ‘=™‘ditions. Subcontractor 

could have become aware of prior to accepting the Work Notification P an>ount for any items or claims which Subcontractor 

the project been conducted in a reasonable manner. ^ commencing Work thereunder had its examinations of 

Subcontractor shall cooperate with all othpr 

Absent manner »hene,er such Work, or any part ofit, bLntes available 2 *" ■ PWApl «S| 

promote the progres of Ibe Mire p„j„,, May or „lh7 At >0 

commeior on the job. If tbo work or property of ttnother ia Model dlv J „T ’"7''!'' ” ““ »■' »»* «fmy other 

eosta and damases inetjired by sueh oAer parly and tvill cause all ...'el. SttbeonMctor will pay for all 

S.^Anym.,erMla*..,u.,.baMmisblt2!Zr2*rZr^T7’“'^““^^^ 

perform and complele Its Wo.!, with fto dote or ttaes provided for2 Subeoap.cm, p. 

IB sole disereto, Subconltaelor falls behind in Btmisliins ”1'” “Z '« “ '’■'«Pin»tl of Slock in 

to Subcontractor shall lt*e such steps and actions as are deemed -f by Sm.k, 

bmiled to, tnereasing Me labor fome. number of dtiSs and/or wo,k2 l '^'"”''''"‘''“''”8^.“«'l'"g. butttol 

ofMe Work u, m Me schedule esBbllshed by Stock 

odtemBc due tmder this Agreemotn for any tmd ,11 damages 111.1222 " »' Stock may widthold paymen, 

of the essence in this Agreement. ^ ^ delays by Subcontractor. Time is 

9. Subcontractor shall be responsible for inspecting any work of annih^r e. 

Slock any defects I. such work upon diacoverv of ih. d.r.vu - to my .ffeet iB otm Work m,d shall report i„ wrilinv to 

eecep,ttdsuehworkasemree,.nd.atobea=eommoda,edinMtor,22r,2'Ttf*'"*"“"'’^ 

prosecution, or completion of the Work or shall be obstructed orhindercH ‘I'^l^yed in the commencement, 

omission, neglect or default of Stock, any architect anotherlnt^ctt o '"k ^ ^ to act, 

by any cause beyond the control of SubcontractoTCfte ti^^^^ =='^bc,mtracto, or any of their respective agents or employee, or 

Stock and only if Subcontractor notifies Stock in writing within forty-eZ^S T”" ^ discretion of 

Subcontractor expressly agrees not to make, and hereby w^vL Zcl fm Zh 

-^^^aives. any claim for damages on account of any delay, obstruction, or hindrance 

8 ^ —' - 
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Stock Initials 
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«.» or,„y delay "“' S"k rteh, ..d ™„.dy |„ fc 

'“■ s=xro„xi7=r«rrb»«“er“^^^^^ 

perform the job for which Subcontractor was retaLd. SubcontrLtor anrees l t r '7‘o 

Subcontractor or its employees, agents, or subcontractors. ^ ^ Company will not provide any training for the 

II. shall, at Subcontractor's sole exnen^p tmix 

with ali laws and ordinances and the rules, regulations and ordure oS J’censes obtain all required pennits and shall comply 

event of termination of this Agreement. Subcontractor shall immediate^l 7 X 'Vork. In the 

permits, contracts, subcontracts, and purchase orders relating to the Wofk Sul Z T'^" certificates, 

provi-ding any tools or benefits for the Subcontractor or its employees, agents. 0 “"“^ '' "°‘-^onsible for 

requiTllToXe attached hereto and incorporated herein by reference and the 

environmental and hazardous work laws, including without limLorrc nrori “^cty. 

and Subcontractor hereby releases Slock of and from any and all liabiC of wW oe 'r ‘I ^"‘i^rtcd. 

Subcontractor, its employees, agents or subcontractors or any employees or aeents "h u 

under an oral or written order or contract with Subcontractor. subcontractors, or any other people doing work 

employees. agenTs and subconr«L7ar7aryTnd7umXi and^geTs 

persons doing work under an oral or written order or cZ^f ^,h 7ubtnt^^^^^^ ^•^bcontractorSy and any and all other 


14, 


from 


and against any and all claims, liabilities, damages costs and exuMsl ^ -‘Indemnified Parties*') of, fi 

losses and expenses, including but not limited to. attoniQ-’s fees at trial Tnd on an co"rtactual liabilities, damages, 

performance of the Work, or the pcrfomance of any construction or serv.c7™7 

subcontractors. laborers, materialman or agents, or the construction site o tb ^ ^ Documents or perfomied by any 

or expense (1) is attributable to bodily injuiy. personal injury sickness dileas^ *at any such claim, liability, damage loss 

Occupational Safety and Health Act of 1970 as amended or to rea 1 t’ or to violations or alleged violations of the 

similar state laws and regulations, or to injuiy to or destruction of tanrible n^oTtv^-^'t or alleged violations of 

defective work of Subconfractor. or to any\7eacb by 

to act. or omission of SubconPactor, any subconPactor of Subcontractor d n P"^‘ 

forwhose acts any of them may beliable. regardless of whether or notitisLsedHSrvrT^''^'’^^'^'’^ 

of whether or not it is caused in part by the negligence of a nartv ind^mn -ft d t, ^ T indemnified hereunder and regardless 

not be indemnified for the sole negligence or ilf^Tmi^Sofsrh lLl 77"' 

negate, abridge, or otherwise reduce any other right or oblieatinn of d -k "7 , obligation shall not be construed to 

described in dds Pn„gn,ph. In nny end nrliSgrn 1 n^^ w.nld«„ 
subcontractor, anyone directly or indirectly employed by any of them or anyone f ^ employee of Subcontractor, any 

indemnification obligation under thisParaLDhsIlunrb/i f7 ^ ^^“^'‘'‘^‘“"^ 

compensation or benefits payable by or for SubconPactor or Tv subc” limitation on the amount or type of damages, 

acts or other employee benefit acts. In addition, in no event shall SubTnpLm”" compensation acts, disability 

insurance available to or provided by SubconPacr aTT si « of any 

otherwise due Subcontractor bereunL or undtrtnv othTTnit 7 Glomes 

shall be sufficient to secure the performance of Subcontractor’s obliTfi^n 7” o sole judgment of Stock, 

indemnification obligations described herein shall be limited to a maximul of $5 000 S7or 

spe..ee,,y.oe„^,y.,. 
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w.,k .,d ,h., s.bo!ILt ‘®'"' V '"" '■“'"'"« 

occurs prior to said final completion. Inspection by Stock shall not relieve Suh which 

FURTHERWARRANTS THAT ALL LABOR AND MATEmALSFURNJSHTDTOTN'raASonH!n«?^^^ 

FOR A PERIOD BEGINNING AT THE DATE THAT CTorv- CONTRACTOR SHALL BE FREE OF DEFECTS 

CONDOMINIUM UNIT) TO A PURCHASER M ^^USE OR 

date UNTIL THE LACT OF tI^E FALLOW,NO TO 

WRITTEN WARRANTY GIVEN BY STOCK TO SUCH Pt ^ DURATION OF ANY LIMITED 

STATE OR FEDERAL STATUTORY WARRANTIES OF SUCH PI IRCHfcpp^nf DURATION OF ANY COMMON LAW OR 
PERSON OR ENTITY. IF ANY. CONTRACTOR AGREES TO MaVp at SUBSEQUENT PURCHASER, OR ANY OTHER 

CORRECTSUCH DEFECTS ,N 

HOURS OF NOTICE (ORAL GR WRITTEN) OF SUCH DFFFCT tM a m ^ OBLIGATIONS WITHIN EIGHT (8) 

Subcontractor shall transfer any and all applicable manufacturers warranties toeeiher wt.h hII . I ^ ^ 

furnished by it under this Agreement, to Stock when the Work is comnleted or this formaterials 

watramy contained in this paragraph 15 is in additiont aTothl“Z ^ The 

not negate or abridge Stock’s right to assert claims for latent or patent dLI^Zlirjl'h rpSle law 

A„yp»o„., p:„pp„p HR r' ""““PFliopb,. 

”■ wl°“™^Tj;Sdtftrrnzs7'pZ?Tb'““^ 

P«bIHb=E payp. Jp™»,„,„, p, 

19. Subcontractor shall procure and maintain insurance in form and amounts as set rnrthnTiPvi,:wt"A>- « u ji. 

r 

on Exhibit A . Pnor to commencing any work under this Agreement. Subcontractor shall submit to Stock copies of policies or c J ZL 
that confirm insurance coverage. No policy will permit cancellation without 15 days prior written notice of caLlIatiL to L ir 
certificates of msuran« shall reflect such notice obligation. Failure of Subcontractor to maintain complete insurance may be deeZed 1 
material br^ch al owing Stock to terminate this Agreement, or to provide insurance at Subcontractors sole e" Znei 
however, sha 1 SubconiTaetor’s liability be lessened. Subcontractor acknowledges th^ shall not subcontract any part of this A^Lm 
without supplying Stock proof that all sub agents insurance coverage complies with Exhibit A of this contract. 

20. Immediately upon the pcrfonnance of any part of the Work, as between Subcontractor and Stock, title thereto shall vest in Stock to the 
extent permitted by law; provided, however, the vesting of such title shall not impose any obligations on Stock or relieve Subcontrarto f 
any of Its obligations hereunder. Upon completion of the Work described in any Work Notification Form. Subcontractor shall request the 

T" Subcontractor is not in breach^f this 

Agr ment, and provided that Subcontractor is otherwise entitled to payment under this Agreement, upon notification to Stock Stock shall 

pay SubcontTMor fo, the Work described in the Work NotiEction Font, in eceordmee wift the Wo* NoriBcion Fon. .„d 4e Pn*. 
Adtodem wtUttn ,20) days following SWa „ceip, of a teneat for payment torn Snbeonpaeto,. Sobco.«m,htlra™ 

tot tfSpbconnaelonfatla to ,e,.=a,tas,eekn,ya,m,i„dnding,b.,no, limited to, wages or emtnactanmadne end., MaAir^o, 
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) 

IStiSSr >.„> ,0S.t„«a,„ «»tac,„ah., 

^inlSS^SoSs REUNQUlSHESANY.AND AU 

OTHERWISE, AGAWSTYHEPRotMtY OR MPRO^IJBTO 

by UW. CONTRACTOR AGR^ TO LOOK SOLEtYTO iTS CONTRA#™^^^^ 

:^CUR,fv,TAXESANDST^EUNEMEovJS^SLTLSS 

rmy-d^i (48) hoW inlesis Stoit ftill agree ti'i lonltrpJriil. If 

ishali waive the above described for^-eight ( 48 ) hour beriod and such fi i‘ ■ > -i ^ ° ®"y .con-Mtiyework,- Subcontractor, 

^feult l^SubdofaorhereubdeSSbSS^ work sM| be d^ed a. 

■ ■ ^'sturbance of Work compieted by other con&actore. • • • . - - coffccttve. work, including any cpsi incutred by the 

24.. GONTRACTOR SHALL BE.IN BREACH OF THIS AGREEMENT 

.(a) Subcontractor’s Work is defective and not remedied as' provided herein; or' 

(bj Subcontractor does not make prompt and pFoper,payments to jte employe^.-agents and/or subcohtFa-dtors; or. 
■(c),|S^„„Wc,o,ten.,n;.fep;o„p..„dpr=p» 

(d).Anothercohtfa9t6f is damaged by an act/dr which SubdoStfactorisrespohsIble^ oF 

®:Stoc|9isfin^>yany^ven^ta!agencyonacbotmtdforaHsmgoutofSubcomra5to^^^ 

agents) violation of, any law, ordinance, regulation, administrative TuhVgand/dr com o^rjoL ’ ''- 

(h) Sufa'cdntFactor becomes insolvent or ady petition for bankruptQ-is filed with respect to SubcontoctoF; o.r , 

, ® S^contrac^r foils ^ qe^s to pmsecute,the Work diiiiddtly ind pFdmptly. 

.insufficientskillefworkers.jackofmaterialorequipmenyimproperquantityor()uali^^^^ ! 

:0);SubcSahtract6FfailsfocompIyvWthanytenns6fthiiApeementdrany,ta 

25. . .lECpOTJy^CTOT IS IN BREACH OF THIS AGREEMENT,'IN ADDITION .TO ANY AKD ALL OTHER REMEDIES AVAlf-ARi h 
UNDER^APPLICABLE LAW, STOCK, IN ITS SOLE DISCRETION, may DO 

(A) 



lE^/ANY WOiyC NOtlFICATlON FORM OR OTHER.VERBAL OR 
R QTHFR rnWTo Armni, ti A ctF a An,... BETWEO^ CONTRACTOR. 
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1 . 

PORTiONOF t4woSotC wliLlTiDBYrattACTO^pitFi^^^^ ^ 
O^OPPSPWSCUF^ISS^ 

:1SS°SSSSh^SS^ 

ANY OTHER AOREEMEm/ANO M^YeHAS“S™fe^^^ 

INCURRED BY STOCK ARISING FROM THE FNrArPMnl-^rS^A^ifh 'WITHHELD ALL SUMS EXPENDED OR COSTS 
OTHffiWISE REUT^ dTo'clfrSR'sBS CONTRACTORS AS PROVIDEDIN (B)ABOVE OR, 

EROFm AND/OR-' “NTRACTOR S BREAC/I, INCLUDJNp, BUTNOTUMITEDTO, STOCK'S OVERHE^ AN^' 

■ warranty SERVICE OBLIGATIONS SHOULD SUBCONTR ArTn^PAn^*^^ SUBCONTRACTORrs PERFORMANCE OF. 

-OBUOATTONisrpCKMAYSlAS^UcS^S^wS”^^^^ 

^STOCK^is/NOFROMSUBCONt^^^^ 

26,'T^^A^eem^tiiiayalsobetennirialedandSubcontrac(ofaisn,issediToni^ft^ . 

without cause, by providiriE Subcontractor with wiffVn nAfV r '- L - • . ■ ^ ‘°9 • 'Is sole discretion; with or- 

: Subcontractor within fifteen (15) daVs after the effective Hat ' f ' k * ^ section wj^buT cause, Stock shajj pay 

Tcuidy md In no cvm Ml Subcontiacio/have iiy cliim/br^^iqOmM Sg J™ ^ ^ ^ 

:conteiiip6'raheous ^brantractor Agreements’^-th Stocfc ivh' i. ' ’ - - ® warranties under any phorbr ■ 

. As,nnnfiU6g.,h=r «tH S^ 

SvWhndS,.ch:,Tin,.n,lnn,hlpofSnS^S 

s;»SSSSB»^ 
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) 

dispute arise between Stock Ld a buyer^ofrr«wlL^i'r!rardiI!g^^^^^^^^ '" *’^™8 jurisdiction thereof. Should a 

.reestopar.icipatein.a„dbebou„dVarbitr:t~ 

31. ^ereement shall be governed by and construed under the laws of the <;ta»P nf Fi« M a • , 

Agreement shall be brought in the court of appropriate jurisdiction in the rn k, ■ '"‘^^Pret this 

this Agreement require judicial interpretation, the panics hereto agree and sSate '’n • 

not apply the presumption that the tenns hereof shall be more strictly con sin. d • ^ 'nterpreting or considering the same shall 

document should be construed more strictly againstrpT^L^^^^ T'"'‘' ^ 

parties hereto have participated in the preparaL Id negoldl Ss 1-“" T"''" 

counsel of its choice prior to the execution of this Agreement. S^eement and each party had full opportunity to consult legal 

deemed a waiver of any other or subsequent failure or refusal to so compry " ° hereunder shall be 

33. provisions ofthis Agreement shall inure to the benefit of and shall h.W a .. 

the respective parties. No person shall be deemed to be a third party beneficiary of this aT"''"’ f successors and assigns of 

may not assign this Agreement without Stock’s prior written consent which co^sa . any portion thereof. Subcontractor 


IN WITNESS WHEREOF, 


the parties have executed this Agreement as of the day and year first above wn’tten. 


STOCK: 


SUBCONTRACTOR: 


STOCK CONSTRUCTION, LLC, a 
Florida jintite djJa W t ft y^ mBf^ny 



(Subcontractor Entity Name) ' / 

By: 

Pn’ntTlame: HICvia 
T itle; 
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; ^7 profWtS^ f»^'* SUBS 1201 \ N^^«. Fl:«1l6 


■ NAME OP. SUBCONTRACTORj ^ __ 

OWNERSHIP:^ CORPORATION! C PARTNERSHIP; i PRaPRlETORSMIP 3 UNITEDUABIUTY COMPANY 
NAME(S) OF PRINCIPAL OmCERS, PARTN^OFOW NERS;t*\a:\j^^£jg..f>^^r r P><g/. ■ : & IfC^VcU), 

; SUBCONTRACTOR’S BMJQR SOCIAL SECURITY NOt ' 

ADDRESS ^TctAOA fiTAZ- -^ OuAj ^O' 

PHONE PAi (^‘j>q\-A\cr^^ ^ ™*n- .pp oCAp^ur^^-Vv: 


/tanyfiAl 


/d<:w 


TfflS AGREEMENT (“AgreemecT) aside tnd entered Intt thfa ^^- inc t‘^()C^S^ 
OonsinjctfoiC LLCX a FMda ttm|Ted lUbllit)' compuy, !ta sacccHoag miHtir MilEiif 

a carODc- ciiJ-[of\ - _- '• 


. l 9 md between Stoolc 

'CJrPMS^.E^ 

_(“SuboodnetorT." 


Ii yU need berein the following; tenoi (hill baye the moiunfs^odiicdDdcmbctoet^Otberwiso requires.. 

(a) *’&'d.‘Proposar'dull tuVE the meaning qiedfied in Faragn^ 4. 

(b) ’.‘Contract Document” shill mean tfaia Apeemeot, together wi^ my md ill SobanSreeiar Safety & Ilealdi Standerda (Field 

' OuuidhicaX WoifcNotiiicition Fbmu, BaVPn^iatt, end Pbiu and Speidficationa Issued of utilized in coBoeelkm with Wodc pedbmed 
• by Suboontractor. 

t(c)*THAV»ha11meanihePedaiIHousmBAdnunlrtridifliv . , . . • 

(d) rpiani and Sp^ntions” ihill mean approved ibnrutatlon plans, friune plans, floor plant, clevztios plans, bloqptiats. ccnstfucticn • 
sheet deitiU, end other spediicaitons, iootudiag FUA mzmuli. 

(o) •■PfojMdT ihaQ mean the foUtmlttg:;_ 

(0 “Stexd:*'shall have the meaning speciflnl in the begiQning pQtzgnph of this Acreemeat.' 

(g) '‘Subobutractor'’ shall hove the meaning spedfled fai the begicniog peragrspb of ibb Agreement and shall mclude SsbeantraEist’s 
I sabcontrecton, labonaa, mtedabsen, cgaits, oreroployoes, nnd snydneforsL-hose acts my of fbtsn mqrlrelisble. ‘ 

, (h)-VAT shall mem the U.S.Oe^rtmeni of yeteimsAffsiri.. 

(0 “Wodr shall mdude, vritbauf Umhit^ any and all of tbe vwd: speared In Faregr^ 3 b^w, and any acd all cha^e order ws^. 
extra vroih, woA included on all Wo^ Nolificstim Ponns, unlnidgettd woik^ Bsl other uorbdhccted by Stock a bepcsibnned by 
Subaonbactoi; inchlding but not limited to the ininagancnt, ogrernsion, fuiincing, lebor, reolerlals, tooll, fucL supplies, utilities, 
equipmoct md savlces ofevoy kind ^ type umeutty to diligently, tiinely, and folly perRsze and cbmplde in a good and wodunklilcB 
irnnacr the WoArequifrf by the ConhadDoRimenti, 

{]) “WorkNotIflcatlon Form" shall mean a writtea euder iuoed ty Sio^ to Sibconttactor apedfying corbm 'Woifctb be poformoh the 
Icm tVorkNotlficetion Fonn shall inclode Ruw deslpmied “Pnrdaao Order”, "lob Stiii On^i rField Ptnuhaae Order”, and Otbs' 
'Similar destgnaliosa and sxnttaumg certain {rtformation d»8t comnxocing smdr Work entl thepsyinoit ibr such Wo^' 

2, NON-EXClilSrVITV ! TherjcmoacofthtaAetpemcnt is toCatboobHatropiof Stpckand SobcoatracteTM to thepctfanntnce by 
'. Sube on t ia ctof of certain described WoiIl . Suboeitrictor acknowledges that this A^eem^ la oo^dnsiye and that Slod: lafiiee to ' 
contr^ witit any odicr pencsi or cathy ibr the petfiapiance of work wMch vs the imie or similar to that desmtbed in Ihis Agreement 
i'Sabc^traetoriaalso &eeCi>cntcfiBta third partyoornraclswitb any other sr^eoairactor.labotOTBprVQrtmdariilmenirir tire pmv^mbr 
' theWotktotreprQvidedbereQEider,'Sti>crmt:actin«iUecsi3Slhataiichcther'woikp(rfomtedbytbinlpartyaabcrattacto^lsboRsaand' 
matmiahixa does sot imofere with Subcootactor's pestbrnuaca unda the CoDtiact Documcnb and an aoch otiier ooQiiacti ahin not be 
I demiedadirecimnhacibcRrieenSt^^tucb third party SQbcQatiictotalaborBre,prmateTiaItncn..ThaA^cement dull mt be 

emtahued as obligating Stock (0 aocqit bida or issue Wodc NotiSeatioD Fonns to Subcxnrtncbir.. 
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3.* ' SCOPB OF WOftX; TbcWQxfctQbopcifQnnpdbySubcoatrtctorKHallbemot^spccifkjUlycfGBcribedinsjbscqa^iyjisued Wo^ 
NotrficttkmForagtetbycngalKlieicriliqittC ^CZ f Q^OQ^OS O C^£ SHC. VOcx6>' - 

fiOo V oLOcAi:^ f C6'rvAC:>C / -\<^nOi: Ot.r\ d^^ 

\jn A>g.(- Vro<s^ . • /\rv.Gc„hetn Vccx:^ - r~G<\\vn^ =■ pvcVr-j^V pc^natc^ 

■ c^itcwaNp: _ ' o-fNpi Cjrbcto roLv te 

. As ICC fiiflli Eh3v^‘ in coiyimcikin with ihli Agieesiest, Stock itsusWoik Notilicstian Fonns fmm lintc to lime, covering tba Work (6 

: beperfoimed^timelbrcximptedoiijleod^jc^cjoblacatiaa. SiiicoQin^thslIhsvenotnSKiriV to commence Woiket^job ’ 
location until it hsi rbceiv^ a Work Notificatias Fbtm to a tpedficJob location., It sball bo Subconlnuto't lesponaIbility to obah a ' 

Work Kotiffcstion Fonn bctoe b^'nnisB ^ Work at a ipedfic job locatioa. In the evdit Subconnactor’i pro^sal. ^‘mite dr limilar' 

I docunieni ia atacbcd to orretonoed in a Work Notificatibn Form iasiied by Stock, ooly (hose terna wbich ddlae'of idauify ibewtk to 
bo porfotinBd by Subcontnetor shall be inooiporsted up^of die Wotk NotilioLdonFann a^brthis Ajyccmeot end any remslnlog 
portions of Sufaeootiactbr's pibpocal. estimate or sIffliUr docunat ihdl cot bo coosideicdpart of to WorkblotlScalidn Fonn. thli. 

. Agrecrixnt, or any epeement between Stock and Sobeontracto.' No aubatitutiois tball be aliowcd m to pertomence'of to Work imleas 
«ptmly'^pcovided iri to Plans tnd Spoclfiationi or apjilieahle Work Notifiotloq Fonri, md only ton' upon Subcontnebr iifctrec^irve 
' ^ tpprovsis roiiuirMi Gnm Stock to eubidtutlons.' Subcontiactw toll indenmify Stock to *11 ki^ damage and expense locaircd es a' 

‘ te3uUdfsuch iubitImtions,wheihcrornotSuboonttsctQrhasobtaihedBii]srovaltoseof. '* 


4, PRtClNO and PAYMENTS: ; Snbeotutaaor has submitted to Stock a Bid/Proposal pursuant to Stock's finvilatiofl to bid" for Work; reoeipt 
of wbidi is sdcobwledged toceon by Stock, «^cb BldlPrapoasl is inoorpesated herein by teferBice. The Bid/piopcial may be ns^liied 
: Ssbcontrictor only bp‘ a subsequent wliten end dated suteudinait. u i^ipioved by and reeeipl of which shall be acknowledged tliereon ' 

' by Stockj which ^ipnival Stockmay vridihald in its sole ^abMluto discsetion. Upon xcceptanee and Bppiovat by Stock; lucfa aiamddd 
Bld/Pnoposai shall be attached boieto and incorporate hoein by iEfercnc& The BldTtr^tal in effect at the time of the iMumceor py/ 

' WorkNotiFcatidn Form ahall be eppllcablo to sB Wotk ks be petf^td thmeunder, without vanati^ unices otherwise sppmved in 
' v^'ng by Stock. Suboontnemr acknowledges tot its ora^xuiaxilon it a fixed contractual tale, subject to inodiflestion nuto to nau ’ 
clnute of this t^trset for duinges fn the Work rtquli^ Composstlon under to Cantnet Documesits Is not hn^y enmpensstion,' 

: Subcohtrsetof screes tot payment shall bemade tothe erffi^named in the begin nine pmu^^ of this As'^ent.'^ no't to any, 

. mdlvldusj piasbri which pitjvides Wciric purinaat to this Agreement' 

NctwrthstsndineanythingmthisAgticmejHtatocotJtiaiy.SutootTDctoT'srishttb any payment aadtoUibApwracniljcqirMjly 
' oenttingcamd cotxU^^ upon: (1) Stock's ddeimlnsbon that aH Work to be pei&nncd purseant to a paitindar Wetk Notlfitailbn Form 
I turn b^ oonplc^ sstofactbrilyil (2) If revested by ^ock, the Sitooniincter delivcriog to Stock a fell ^ cb^Iotcrclcto of ell liens - 
I end claims of Ssbamtnetor and any and alt of Its suboontnctors aid suppUen of materials, labor, equipnient, work, tools, services aid 
. othcritRin fttmished in connection with the Work, and (3) If requested by Stock; the Sohcbotiitor deliv^g to Sioikxn idHdirii (m * ■ 

' fcnn wtitliel<^ to Stock) diat provides tot so fsr as Sttbixaij^f is sble to aseweiD, no pmon or entity otfier tbin theper^s « 

I entib'es tonishingsueh waivers and lolcatesj has atigbt to any socb lien or claim fbrmaterlala, labor, equipment,'work, loobq actvka or 
other iloms ftniiibed in connection with the 


Kotwlthstmdlng anyth'ing in this Agnxment to the cont^. If requested by Sto^ Subccotiactor's fsilioe to supply these Kea ntimi aiid ■ 
releasesvrillncgataaayrequest for payment untit each time as the Uenwaiven and releases areprovUed.' Iftny liaiorcbdiTiiemsms 
uutstanding bRr airpayments are made, Subco a tt^ o r ah^ tcTund to Stock aUmorn’es tot Stock ray be impelled to ^ in dlstotglng 
of Rsolvieg such lien or cisim. Including, without limitstioninttproey’s fees and costs. if&bcOTQactoriailsioni^catiysti^l^nd 
tiridiin fifteen (Idjdayabrnodceto SubcontrictoframSlock. Sabcrotrector toUbclribiai^ ortUsAgresnioit.^ S^insy.ln: 
eddition to uq; btorfight and remedy, withhold from sty s^s doebr to bmmo due Subboiitiactbrmdv this of eny other Apteinent 
such amount as may be teqnired, in Stock's sole diiadion, to dlsitorga or icsolvo ^ such liar or claim; and to idmbtUBa Stock to to 
j^licsble fees and costs incurred by Stock. Subcontractor than ddtsid, indamuJy and bold tondHs Stock ^ Stodc’s purtoser from, 
to openttim and eftocTof ^ lien or encumbrance arising out of the pctibfmaoos of Subcootractot’s work, and shall tarn over the ' 
property anbject to to'Wbck.ladoding s^inqEovwi^tsthet^, to Stock fire ertdd^'ofdlsu^lieat and OKUi^mset; IfKy w^' 
lien of eocutofaaec is claimed any perton or entity performing sny ^ien or Sti^ntrscti^i work. SnbconOactDr imantotcly > 

upon voM mtice fiom Stock, ditchsf^ same by payment or postkg a Bufilclait bond to traasftr the lien or oicumbnnce fiptn the red 
property to the bbwJ. If Subeonfractor «mtniu» to ree^re paymeois fiom ^efc, Subconuw^ wih hold thcM paymmU ^ to righto io ■ 


siqipticrs wxi initerial inpplien who brvep^mod^potion of Subccmbictor’s work, before using ^ po^oo ofsidi psyineni for; 
aq oibcf pi^te;, In to event Stock has f^n to believe tot libor, nataiaf, oipilpn^ or other ofaligationi of SuboantnetoT {nnned la 
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tfie pe rf onminw of Subcootractcx^a xtotk ^ not bdii£ (somptly paid. Suck miy, upon giving wiiltcn ipdce to Subcontrscuf, liite any 
' itcpadoonednesw^to cmurEthat^psyroentsfiTnnSuckUScbccnlraciorilullbeutflla^topityiuchobUsatlaci. Uponaucti < 

' written notice, Stock mi^ToquinSubcdntrzjctor (6 supply evidence thtfSubcontrjctDrfobUgationibave bra paid or to'posc a • 

jp^rrimt imd peribntatnee bond fbir thepotec^n'of Sto^ itspi^escr; and ^sa to whom Sttoco a gaggr to an ^ligation for p^enL; 

' Tbs f^lure of ^bcoatisctor to provide eito ^ (boe me^ of iccarily iluU ^tle Slock to nfsin out of any paymeat due or booonie due' 

'' to Sebcontoistpr o reasco^te enxmtil to protect Stock fipm lU ibnuge or expense mcludtog attorney's feu ariring cut of or' 

I'relaring to arv sudi claim or iicn from one to whom Subcdnnsctm has zn obligatumimtil the claim or lien has been uriafied by 
SubcontiBctoe . 


Acceptance of Work and payment thetefiroby Suck under IkU pangisph shall not ba eotatrurf ei a w^Jvc" by Stock Wot^ •*<» 

ddccti^ wd shall not irdcatc the SiibwatraetoT frorri liability uoder arry wananty tor^ectivo Work or fbrany obUgadm to petk^. ’ 
warranty service Work.' 


5; I' StlBOOKTRACTORREVlEW and INSPECTION: Subcontnetor oqjrt^ agrees to ^ familistixa itsaiFco^Ietdy wiOr dl 

CDiiliactDocisrientt,u)cIudmgbutnotKroitodta the Plans and Spcdficatiosaappli^Ie to this Agtocmcrit or any Wo^Notiflcatibil 
: Form, to bd^peodrotly vori^ all tofimnation futniihed by Su^ or carried in thePIaia and Spedficmlons ^ to lo^tcot the job silo.' 

I before atartingaiiy Work undcraWorkNotifiatloflFom, SobeontrectoTth^limmeditody report h writing to Stock any ditorTpaney, 

' deficiency, variance (h»tt or violation of any laws, onlinBhccs, nilca, tegolattons or ordm of any public authioritica ob^ts! or tooWti to 
Sitocmtractor to the W^ Plw and ^wcifl totlw or to tha job cits! All Piaas nid Sptoificatioos furnished to Sobcontiactor by SMk are. _ 


' Stock at tbe carnpledan of Sobcdcrtractor’s Work. SuboonUactor chaD ba solc^ tcspbnsible (to all tossiriiadon ntoiar this Asn^^ md ’ 
I my W^ Kolificstiaa Pom; including the technique aago gic cs. proctoluTes arid tncma, and for coordhuition of all Work.' 


' Soboorrtractorhu made an independem inveitigffiiorl of the site, and (be toB conditions and has satiiiSal itself as to all of throe bon^loru' 
I ititditbto^Bid.Pro^S3iiacladepa^cnts&ra!l Worit whichmaybepaformedbySubcontiaotortoovctcoineBnyimBntictpa^^ 
undsgroundiorcxincaai^ciaadittonk SBbOOTtntourwtdvttffiiynidaliri^naAdelahm fbra^cbtoigtoloiheWotkKotiiieatiodfbrm' 
amount for any or claims which ^boontni^ could have b^tns awsro of prior to secepring too Work Notification Fosm oidbr 

Mimnoitong'Wotk thcrMrrderhed ha mmioatiohs of the Project beat oondiut^ in a reasostsble manner. 


Subcootmeti^ ahill be respoiulble for bspcc^g any work of another contnutor (hat may aifoct its own Work and shdl report to writing to. 


wu^pted such work as oorroct and fit u bo nceomtoodated into its own. If Subcontractor shall be d^yed to foe commneemeot,' 
prrssecutkra, or oaropietton of tho Wok or toiall bo otanitoed or btodewd to foe or^y proptas ofthe Worfcby aii act, Wlwe m ^, 
croinian, negfed or defiirilt of Stock, any architc^ another co ut a c t o r or subconinictor, or any of ttotr ropectiye agents orcnployact, or 1 ' 
by any wu» b^ond Ore omtrol of Subcontractor, then the’ttoie fiaol for completton of tho Work be ctowdcd to the sole dls^bn of 

• Stock and only if Subwotrsctorrrotifiea Stock to wriring vrithin fott^ght (48) boun’of tho dlico^ of the cauio of ludr delay.. . 


Subebntrodbr toprosaly agrees rut to make, and hereby wtove^ bv ctohn for damages on Docomr of uy delay; obsmic^, or htodrince 
'for any cause wfatoaoever, {Deluding but not limitod to, dis aforetoid caum, and agroro itod SubcosUaotor’a role right arid remedy to the 
esM of any delay aittol bean cxtaisioa of foe trrto: fixed foroooqiletion of itos Wotk.: 


:6; ■ PRn.<tFC»iTlbN of work: SnbwntractorxbilloocpesatewidiallDtberctoitiaetotsaiga^byStocf^theeJftictditotheirwoiksJiay , 
not be torpeikd ltd chan give such other edntratoon Bocesa to the j(A arte'bocBssaiy to perftm thtff connrm I Si^ntractor ahtll 
perform the Work in a jmxnpt acd diligent m«uier wheoevm Work, of any part of it, bocomro avaihblc,'or at such other tiina or tlmea < 

as Stock laay diri^ so as to promote foe p f bg na s of foe eitira ProJ^. Sidtoontritotof ahali not detoy wof^wiaa to'Usli^ ^h cs- hioder 
foe work ofeny other comiactor oh foe Job- Iffoc wofo or p r op ert y of another iahlrala^dcfay^'crdanag e d by Subcontramor, 
Subwtiuctor will pay for ail cost] ah d demagea toco^ by sock ofotr party aad'will cauae eil fo^ dohugc to tto corrected to tito 
lotidaiuioti bfimd without exMt to Stodc. Any r miu to la foot are to be fomtohed by Subcontractor hacundcr shall befoinifo'od in cutlicient' 
tSne lb enablb Sshebntnetor to perf^ end oamplde its W^ik with foe fono or tunes provided for bKcto or to^ Vr’oricNotlfiCidon 
Fonn,: if.infoDopi^aorSlbck,to itspledtocgtiort,Siifaco n tracto f felbbd)ind InfiaTuihmgfoepe^tso'liibMar^ormai^ito- 
meet fob tcbedule c^liabed tv Stock, fora Sob^rtric tar ifiail take ^ drpa ^ acrioni as mb deemed Morosaiy tv St^ to improve 
' foe nte of proi^, Inciadfag; but 001 ftottirf to, toeroeefng (he Icl^fortAttuitiber of ahifia and/or work i^o\iot^ M inay ^ 


ofaueb defayt iv'Sebbontnetor. Time is of ^ essence in foil Agnemcnt 


rageSofU 

Rcv01A1730I1 
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SnJjanntrac^iiiaM pcrfy^ all labor in i_thoroush ^ worfansnllke jnonncr, amnltng In Uie hlslu*f atsndnnh ofthe trade. 

SuborotiBctor w^ta Ihid jj labor and any milsritls ftinished by SubronBrw^ wiU^rosd or excc^ mbinmm janp^. 

VA ^uiranrots. ^ f^plio^ buiTdaig code retjuirmiebu and oil Stock tequlrenterts. Should a dl^tt aruc as to fiie poper 
m^rMtlon of this AsptWDeat wt^ or sutorial prfojroed or ftinsth^ hereuiidir, wbicii eontems Iho partn hoeto only, or 

which eonp^ Subcontni^r and any other contra^ aibocnhactotfa) or «UH>lie^»X the d%«rta ahall be decided todc, whoso 
toitiOT^ercoii ghall be final ^lA ccncluf tv^- In any CTcph end in opiie of My dttpuie, claim; or co n i r ova rty arising out of this' 
Agrcetnentf Subcontractor shall ptt trrr . l ddignidy sridi die Wodc, pending fina] dctexTUination pursuant to any disputes clause orpui^inTt ’ 
to any ptheract^ token with rwpea to any diiputs. claim, orcontrorvany. ■ . - 

'7* ' MA’ihrtlALS ^ EQ UIPMENT :, Subopntnetor ah^l aeeun and misiahi laataial ordered by Subcontn^ until conipletion of the 
Wodc Bad satirfoMlofl aabqitBnce by'Stoetl Sabeoatrac^ ihall bo re^oaiiblo for ihe rewip^ dclivoy,'onloadiog. hdisHog ttotagei 
' protetton, intufooM ai^ all odw of lose releting to any raaterials or equipment SubeoatiKtor »to Rnnish, iiatall, 

, picnride, ac- haw pmvl^ to it under this Appemeit Sulx^tiaotor sh^l keep ^equate supply of matcrisls'oh hind at all time^ as 
; te^Irrf to meet prwhiction icheda^' Subeqnttactor shalj be re^pon^s Ibr the socoriiy of all moltiiils ontbe jobtlte ■ Farftir, if the 
Work reqite the la^litlon of matw'ilt fltralshed ^ others,' it ah^I be the responilbilfty of the Subeonfiastor to examine the items so 

pTOtodb^ and to flmaqKM handle, stoic, itod IrudfJI the Items if^fuehtkiUatnd card to ensure a sarisfcetoiy and pro^ inflation. Loss 

M danuge to ^ materials due to acts of negligence by the Sidbcchljanor shall be dithicted fidm any antounta'duc or to become due to the 
Subeontnctorl ■ 

I 

h. i SUPCONTTtACTQR REPRESENTATIONS: SubmbaetornpruenlseiidwanimtstliirltMftllyqutll^ihdl ie^ectstop^nnthe 
VVoifc sod shall U lUI times tneactam strict diK^Unc among its emploje^ Subcdniractor ahsU nipt^se and direct cite V^'oik ctmipclcntly 
Old eTflclcntly, devoting iueh theswd ^ iTplylog such ildlls and ocpmtbo as may bo nocesaaiy to perimni the Wotlc in ■ ' 

' ^ ComiM boim^U Sidi^tnctor ahaii be ic^xmiible to see tfiat Iho rmished Work »npli» oxundciy ^ih the 

; Coiitnd Doannms. Subneotraaor agreea oM to e^loy any person unfit or without sufliolM skill to paibrni Ih e/ob for which ■ 
Subcmitrsctbr traa retained for Ihe Project.' Subcontrsdor apm thu Stoek’lhtll not froyide ^ing of any kind. Abidingly, it la the 
' ndleresponsibfliiy and expttis of Suboonhaotorlo provide Uiuiingforthe Subcontractor or its employees, ssenls, orBub’cdniiBcteTa.r 

■ SubcontaKlor shall not 'diicrinunate sgalnil any employee or applicant ftrr eroploymenl because of ta^ axed, color, sex, age ornaicinal, 

ciiBio, Sobconfaa^f ^I txmiply trifh ail equal Opportiroity draflnmsh’vc Binion nxjnnieinents or plans ai may be set ftath ni the 
. Contreet Docunieota. 

^b^fencte ahall at ill tune* naiuria aa independent contractor, wlely respoi^Ie for the Y/oii, methods, t^iques, procediot* and • 
st^erviiion and cbotdinsling aJ port^ of the l^oik to be peribrined under thb Agroenwi and Weld Cuideiin^ No prorisibn hereof 
shall be crmiti^ to ro^ Splxxonrsctw Slo^s ^eoL, All perron emptoyrd by Eubcoittra^. or Subcoibictorli sidr-c^budora to 
perfonn services in connection tridi this Agresmeat sbidi be tuu^ the triulusivc bontrol sod diixctiori of Suhcoctrictor or Sulmstiaetm's, 
subeoutrsclqis, it being the intention of Ihe paiticx that Ssbconuibctor and its suboontractaii shall be and ixmaln an independent c on trac t or. 
Stodt ihill not exert actual conftdl, nor possess the ti^t to eotnrnl, 46"adlciis’ of the tmpIoytM of Sobconpseto r or Si dju i n t u ctor's - 
sitboontractort la p«ftinning dmlti uivJer fids Agrecjo^ 

Subeonhictor shall fclly pnslcct ^ Wode Jrora lots or dan^e and shall bew the cost of My such lost or danisga imtfl finri payment has' 

■ been lua^'JfSubcontrrotorbr any one for whom Subcontracteiis legally Uahlo for is txcponsito for any bra or damage to fteWoik,or 

other or nutatals of Stod; or Stock's sepaimle contiacfo^' Sobeomnetar aha!) be ebarged with the same, and ray ro^'es oecatsaiy 

to riptaee such ioea or damage ahintsdaduetod from any amounts duo Sobcontnetor. ' 

Subcjjotraclor shall not load norpamit any part of my strnctsre or property to be loaded many manner that will endanger that simehtte or' 
‘ property, ahtdl Subcontractor subject any part of the Work or adjacBot propel^ to tnestes or preutnxs dot anil eidacger it. 


I tniyandidl«ppHcal>bcettilkitei,penij^c 6 btract^»ubeio«ti^,BBdpaitluie 6 nJ«ri reistingtothe Wori:, :Subo[uito»ctoragrees ite 
V Sto^ is not responafofo for faovidmg any tools dr btnefits for tte Subcos tipctbr ^ itTempk^xci, agents, or subccsitiEcion. 


: 9 .' ' LICENSES Btid PERMITS: SubcontraclorihaFF.«SubooelraiStar'smladipeniiL hnbt «nitnM!nl.;n'»tl ryijulmit ”‘*"‘**.';Wn 

nil pmmlta a^ dall oos^y wifo lawi'^ oidvnanM ini foe fnlea, rogulafioni, ind oidera of all public aufobridea talal^ to 

1 ^ prafonoanoe of the Wodc.' In the event of taminatlmi of this Agreement, Subcontractor ahall immediate^ bvdfcr am] aiiiM u Stock 
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no.. RHaJUTORYCOMPLlANCBllr>dHA2ARDOUSSUBmNCE5 ^UeOoe^»feMlSafe^v^HeahhActDflm»l 

smndcd (OSHA) lits ciUbtl&cd icgulstbmji entiilod OSHA Hezsrd Comnninteation SundanL Accontmg to the REuliitran A 
R^fscAom onusanSoosiBSlcnsli'ere icquired to fieniib Mtioiftl SiJety Din Sbeen (MSDS) givtog infixmttitni on pvpa bihdiing, 
end preesotiooety inmuieB hi ciing the nuUoialt.. Many cubttsnKi camnioaly lued m rcntdaitie) ixihitnictton fit tbc^^cri^s ot' ' 

' hzzuitaai nuitmU rstsbltihed by OSHA. Suboostn^rih*]! oxsply ydth OSHA regaladoea palfiblng to ihe work ind eny mifaHalf 
used in the work- Subcontrsctar thxll have sdc and exchums respehiibility for mining in ea[A>)xes,'fubcdn1iBctan and stippUcn in the 
pnspcr bacdlbgof hasatdoui netorialc end any prtanri o ne^ meafurn ntiulred. SahcantteolDrihal) npply ill ptotective cbthing and ~ 

■ devicea newaroy to ^lea iu dnpbj««. cttbcohttacton and lepplioi from haonioua manriati while on the rfte.SiJ)ccrtiectCTil;tll. 
obtam ail MSDS'i pertaining to any bannJoui ferial uod or u c etw lm the proraa 6rpniisi^g the wo^ end ahall dittiibule cb^ of' 
Et^i MroS'a In Coiitpiny end to ell other contractor, eobceat ra einn. end rapphen panning wotk oo Ite ilie. Sobcostnctor thill also 
bbtahi ^hi all otoosttiackirs, aubcontracton end aEpplicripieribrming wtsk oo (he cite, copla of all MSDSb ibr ell haunlout ’. 
iMtcria la ond or cnzlcd b)' avch ooi i t i a cfan, cubcontracton or stqsplieis, and ehall retain copies of aodi MSDS'a end provide than to 
Sabcontractisli^niploy^ aubcohtraeton end ^^cra u teqaitod ^ the OSHA nstilatioiii. bt other woidc. Subcontractor DtuI' 
exdiaoge MSDSia with'ail otlief contnctoia, aubcontndori end it^ien, ^lament a hainmg program tor Ha ercployeea.- 

Sobconttactor ocknowtafgei iuid imdentafids that the Project may be ndsjoct to the requiraumU of the National PoUbW DIsehaige 
Elmtinarion Synem, ai smoided (t^ES) and Ctean Water Acq u amended (CWA).. Sidicoobnetor is fully awm of tm NFBES and 
' CWA and than sot in any way mterfere, damage of hi any way tiegatiwfyfatipact the ctrustuns and/or ptc^utes in place or lobe 
tn^lCToited at the Project pcnalnlng O NFDES and CWA. Snboontneior abill be Rsp^lbio for ai^ loaa, dmage, iiae and pssihy' ■ 
incBmxl by Stock or Ht afRUctea due to acts of negligence by {hoSifoomhactorBnd au^ coita and asqseoics ahiU be deduct^ inxa lay • 
icnuoti due dr fo be»me due to die SubcMtitcmr.' Fintber, Subasnlnctor iball indemnify Sfoek for isiy ind all coats, foiea, pensltiei and' 
egqscnios incurred by Sfa^ ea n renlt of violationa afKPDES ud CWA caused by SubcoubBctor.. 

11.. EMPRCENCIES! fn foe cvmt of an croergtncy afffotiflg the safety or protean of pereona blr the Work or f^wfy it the job site or 
. adjacent the^J Stdkxintrutor, without ipeclal jnitnclioa or authorization from Stode is obligitd bact fo prevent tiuatencd tosg^ . 
miuiydrldis. SifodmitBcterahidlEiV Stock written rioticewifointiratty-four (24) itouiai^ die occuntDceoffoocsnergi^, If' 

• Su^oontrai^r Mievta that ^ dgnlRcant chasgea in the Week er variadonx'fitien the Contnef Docmscxits hive been caused theitby. If 

• foe Stock determihei dut a change in foe.Omtnict Documents it required bcniise of the action Okm in rcipoim to an cruigcn^,'a' 
Chat^ Order simtl be issued fci doannent foe cnnudpienM of the dsuigca or Sroiatlons. if Subamtractor foils to provide the twerity-foirr 

) (24) hour v^Usn iMU'^ noted above, the Subcmitaelor ^1 be deemed Id have waived apy right It ofoeiwlte may hove hid b seek US 
' adjustment foieing or an cxteniion to the tom of this Agreement 

12;, IJ Annrry : Suborotaetor aeeea to, and berc^ does, assume fuJI responsibility, for any and all acts, negilgoiCB or 

omiaiiona of Subcooirector'i etnplo'yeex, laborers, ^ec^ miteriahnsn, and c^oonnetsra arid any and ail eihplo]^ end igrots of the 
efonanationoili end any and all other perrons dolag work onto an ^ of written order of contract rith Subcoatra a or.~ 


13., indemnification. H6iJ3 HARM1.ESS A DEFHNSEi ,Tba Work perfotmed by the Subcontridor shall bo rt the risk of the 
: Submttwdw excluavefy.. To the foUest oHciU permhted by law. at Sobconbactora sole orpense, Snbtmtirsrtor shall indemnify, defond 
ml InU hwnilMt both Stock ^ foe Owner (if diRoent fioa Stoiik) and their amUa^ conipaiuiB, pvro^ tubaidfoih^ partnerx, jomt 
yaturr^ i^aesentstiva, membOT. daigocc^ officers, directm, shirdvldm, cznpkfyees, agzats, auctesson, aiid niagns (collecliv^ 
lefomd to IS ‘indemnified Fatfy.fes'i oC ^m, ind'aphnt my and ail cii^'meaning, peitaining to', nkted to. eiising'out of indfbr 
.oomiatod with ibe Work 'ami Onotract Documents, in^db^ but not limbed to desnands,' tullA UiHIitiei, emses of ir^on, dsmagte,, 
. claims for bodify iqju^.*death or dtm^ to property, jodgmcDts, contiactual liabilhtea, mchaihig bests and expenses associated thereto 
, whi* include but is not limited fayMtigirtivt ml repitr costs, aaoroeya'. foes and iosti, corrohaots’ and costs, end other apeo^ 

Hiy of whidi ariala oat of, relate to, resoll fium, are oceadoaed by, cbotributrf to by, coBneettd wbh lod/or are in any way can^,'ra 
whole or in p^ by.foe actx 'o^ ominioii^ foltiies a^o'r ptsfocmimee by Subcoutrector iodbr irfy of its subconttsctori, libor^. 
. materialmen, agents, or cznpk^eoi, or isiyoM for wbose acts any of fom t« liabie; as to any of the folibwmg (coltectiYely nfonred to' 

.esTClaimf): 


(a) Wotk ss reqabod by ^ Coibiict Documeob iinda this Agroement;. 

' (bjcoQftnictiQnorDfoeTiiezvioesBstequircdlfytfabCbntreetDocuinentaandiindertfaUAgiiisnent;: 

. (cj mst^ala litiiLBhed ai roqurn^ by foe Contract Documents and imda this Agretroest; .. 

' (rQvioliitlDac or sliced violidioiis of OcciqiatN&il Sdbfy and Health Ad of 1970, as aroeul^ or to regaisrions promulgated foensmder, 
ar^'or to liolatioss or alleged wbtilons Hmilsr state laws and rogolstiont; 
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(e}lnjuria md'or dtstrwtion of tangible prepoty, {ncludleg &e1o» of use or economic lots reulti^ ttincfiom; 

(Odefeciively, poibniiod i milor sOesed defectively per&rm^' Woik by Subcimtiactor ind/or csy of Its cuboontrsctort, Uboren,, 
mc^Imeo, agents, or onpkiy^ or snytmc for urboso acts my of Ibdn wy be liable;'i 
' ClO^rea^ of fbU Afiteetbent; andtof ‘ 

(h)acti or oimt^tiWbi^'include,ncgHfcnt or willful misconduct of Snbconbactor^ind'or ^ of its'aubcontnicmn, itborm 
mtJentlma, ageit^ or cmpIoyEex, or anyone for whose any orthem may be Uabl^ wbeibor active drpassive. 

■ In Whole or in Purtt . SubeoBtra^r'a obHgattaa ta indaimt^, de&nd and hold hseinlat the Indemnified Fart>ce, ishU]noibe.c(mEVoal to 
negate, abridgi^ or otbinvriu reduce any other right or oUt^uion of Indemnity which' would otbowbe eiat to any party or peabh' 
: deatriM in Ihlt Pdia^raph 13. 

Subcontrador’s obligation to iiidemiilQ'. defend and hold bannlw the Indemniiied Parties ii tgrpUcable whether any Cltunu ere earned m > 
by uv bf the ladetmified Parties, whedier active arpaarivei 

Subctmtrectot'a oblation id Indacmlfy, defend and hold harmless the Indcsimfled Panics is applicable wbetbCT any Claims are eaasol in i 
part by the coneunvnt act(i), omisiion(*} l>y and,'or ri^Igenca of any of the Inderoniiiod Paiti^ wh^ier acthm or passive, piovided ; 
' however, aaidlndemhifiodFar^ shall not be mdcmnlifed for its onvn sola it^llgenoe or wiUftiltnUcotdoct . - 

I ■fm'rtatlnT'a on OWimtinna A Florida StatutM. Seerfori 775.05: With Rgard to any and all Claims, Subcontractor’s obligation to fudehmify, . 
defend and hold hanoleoa die Indemiufied Parties shall cot be iunitied in way by any llmitalibn on the amount or type of damages,. 
coinpcnsatlde, huorance tequhcinaili tod luolbi set fbrdi in Exidbit ‘‘A'’,'ot berieCts paysbie by/fin Subeontnetor'or any s^contnetor 
andcr worimrt';or wotlooen's compensation'acts,' dil^ilHy ^ or other employee beneflta aebt' Notwiihst^ing'the fbTegbin& 
Subpontractor’s obligation to mdemhlf^. defend and hold harmless ^ Jndenmified PaitiH shall be ^hed to the gte^ of:. 

(a}A mxsnnum of S5,OOO,000 jO(^ or 
' (b)the etaount of this AgroCTenr siw or 

(c)thc maximum amount of instnstce oovo^ limiu available to the Eubcontiacior nndcr any and all policies of insurance ^ ajpli^e 
to any Claimfs), ’ 

' ihepaniee agroe and acknowledga that this limit^n bears a reasonable cormnertiai teUtionsbip to this Agreement and the i^ces being 
: prarided boretmder. and this mdsmaity clausa it intmded to oompiy with the Ftotida laws on .indenuiity and specifically to comply with 
f1oTidaStatota,Sectton 7ZSJ06, lnc}udbg ^amendmeotstbereiaianduiDba iRtcipretedin uchaway astobefullyenfbmt^la. If any' 
word, clause or praviilon of this Pangii^ 13 la determhted not to be In rompliance with Florida Statutes, Section 735J>6, irielndiag any 
, amendmeots ihei^!, it shell be tneffective end the remainmg words, dauacs and provitlona ahall Tonaia in full force Bud effect.. 

' Dufy to riffeid: : Subcbiitntctnr’i duty to derend coder tfaisTangrcjdi 13 il'indepadait oid ignislefiom'its duty'lo ihdemnily ^ hold 
. harmleas, and die du^ to defoid exirts ipgnMIcds of any ultrmain liabHiiy of Stock indior any lodonnilied P^,: The duty to deSmd nsea 
nmocdiatcly upxHi prBontatkm of a Pnim by any person <a entity with written rtotice of such C3^ being pipvi^ to Sutwatractor.. 

' SuTvirVl Pniviaion i Subcommefor’a obHgatian to'iodetaaUy, defend 'and hold hutmira will aorvivd the aphuion'or cruller tcnalnatiori of' 
this Agroement imtil it is detomind by final judgindit that an action tgainM the Indarmiiiod PiptyTea fw any and all matiers isdeninified' 
it fully md finally bsned by the applicable statute of limitailoes.. 


; Wxiver of SuhTorationr Sobcoiotrscior watva. any. righti' of, lobro^tlon agaioU Stock' and shill, reqi^. any of SobconlrtctOT's' 
sobcootnctois, laborers, materialmen, agents, or employ^, anyrae tor whose acts ^ oftban nuy bs liaUe to iwiive their' 

subrugab'ohrii^ta against Stock. .• * 

■ Saenre Perfbfmancei 'At fta able.diictetioti,'Stock may^'tiilioli ftdm timo to tito^'fera any moriica o^icmise'dua Siltontnietof 
: hereunder orundcr any ethes itoht^ or apeemeats, a sum of rnobay, which. In tbe aoltijud^sit of St^ ahall be sufiimat to secure tbe- 
■perftimBnceofSnbeentric»c’sobUgHtoMu»defrhisParagrepbl3.'■ ' • .. 


: NoH^ Stock shall provide wiittsi notioc of any Chdau witobi ahly ((SO) days afto Stodc becomes i^nably aware that Suboonlmctar ‘ 
I may be liable for any soch CUimi 


u. StlBCONTRACTOB WAPRAMTTFS; Soboontraetorr ques ents end wsinnts to Stock that all cqiigTn^ and catoriatt proved by 
,. ^bcontrsctor anid irioorpotriad in the TV'oric will be cm, unless otiierwisc spoctSed In the Plans and Satiations, mid together witii tiie 
I'Sobcontnctor’a Wccksballbebfgobdqualby.&esofdeiixtsmdioaiaRxmiiys^tbeCotiltactDocoaieaU. It Is understood bctwcoo ' 

' the pmties hoi^ti^ all cqugmKot, mstsdsla iai not to ia eonfomity ihalj be detoc^. Soboontraccor tpi^fically ig^ that it la 


any damage to tbs Work which oeebra pr^ to said final complattoa.: Inspection by Stock ^11 not relievo Soboo n ttaetor of its obL'gatloha 
heraio’ SUBCONTRACTORnJMHER WAWIANTS THATvUX U^BORAKD hlATmU.S niRNlSHED BY' 
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CONDOMINIUM UNIT.'AND CONTINUINO FROM SUCH DATE UNTIL THE LACT OF IHE FOuiJVyiNG TO OCCUR: (1) ONE 
YEAR: (2) FOR THE DURATION OP ANY UMITED WIUTTEN WARRANTY C3]\-EN BY STOCK TO SUOI PURCHASER 011(3) 

■THE DUMTION OF rtNYCOMMON LAW ORSTATC OR FmERAL statutory WARRANTIHS OFSUCH PURmASER; OR 
SUBSEQUENTPURCHASER.PR ANYOTHERPERSONORENTITY, IP/WOT. SUBCONTRACTOR AGREES TO MAKE^ AT. 
SUBCONIRACTpR'S SOLE EJO’ENSE, ALL REPAIRS AND CORRECT SUCH DEFECTS IN ORDER TO MEET ANY OF 
SUBCONTRACTOR'S WARRANTY OBLIGATIONS WTHIN EIGHT (») HOURS OF NOTICE (ORAL OR WRitlEN) OF SUCH 
Dff^lN ANE\IERG^Cy^Bri^INEpBYSTbdCINlTSSOLEDISCRHnO)pANp wri 7 nNF 0 RTY-eCIHT(J|S), 
HOURS OP NOTICEON A NON’EM^GENCy BASIS. InBMiEoi &tont/actorsiiBlIinnurerBq' aiiallipplIcablemeholtaBio'i 


cbi^Ielod or ^ Acr^ml ia lermhiaed, wliichovor Oc^ firrt. Tb# Wwmty eortantd iii thl* 14 H m tJdhim to Biy olW 

■ tpc^ wsnrnt^ t^ttirod contract or Jiw, sod wch wmin^' does obi orbbridge Stock's lishl to Mart cbfrais fw latonl or. 

Faicnideft^ in eebordancewith applicable law. - ■ . . 



.TTie Subamiflictor finrtici ssrees to execute any special guaraoleiM or wanotia tlirt ihsll be itmrired for the SubconttBetor's Wort prior ■ 
.to flnal payment • . ■ - 

. All purantoea and wsmnliM mast be submitted to the Contractor in a forni seccptoble to the Contractor prior to and u a omditioa for 
fmal payment: 

' Soboaiiracfor apteuly agtM that all wiiraarie* made by h to ibis Asisement shall survive the lomlnaribn or topiraiion of this i 
Agreemrtit for any reason prior to tbc expiratloo of dn foil warranty period. . 

15; RUBBISH DEBRIS : SubcxnttractoV agrees to bxp Ibo Job tile and adJototas property fiee of vrasio ouleri^ and rubbish caused by (ta 

I Wo Am ihn of Itt aifocotoractora wd to icTOtBall wiate maters and rubbish on o^Icribn or termination of [ta Wbtfc'together with all ■ 

toob,rquipmcot^TttBchtoeiy,'StfocontracfofaerBesthatcp6aIrnnto8tIngiuWoAiittoesjT^Snix:bn&actortIudlccwlurt£wttd ‘ 

clean-t^ operations, includingi but not Umit^ to, the cleaning ofetoss iuffae^ pavtd atr^ atrd waUcs.'Etcps and totetier Boon ind' 
walls, where ^lu^le. Any persoral propcity left by SubcOTtricrar on or arcmml job tl|9 for thirty (30) days following eompletien of the 

Wark,excIudmgaayWoAperfotmcdpnTBurautoW*rranlyaorv;eiaobIigab’oiivwIllbecornediepiop^ofSlocIc; ‘ ~ ’ 

16, ASSIGNMENT! Subconoaett^ shill not assign tois Agreement to toy payments due toto become due hetvunda w/ii)oui fteptito wiitten 
• eonBsnlofStodt,whichconsentn]8yba\rithbeIdtothcB^dbe«rionofStodc: P^ents to Sohcontraaorwill be niide to accordance 
with ^**1 eui^ jirfolished payment poc^ii:^ as tbe sanifl may to tonended from lime to time, Payment to Subcontractor of all to 
any portton oTi^progress paymoil or the (into paytoent shall not constitute to irnply or bo evidence of petformanto of the Work by. 

' Sobceniractor or a cc ep t a n ce of aiiy portion of Subcoalratoto's Work by Stock, or to airy way wairo or eBect Slop's clelms or ^hti 
' against Ssboontrsoibr,. 

17. ■ fllANC^t lh« right to tntto ciisn^ to the Work to the oatam of ailitiona, ddetions, to mbdiGcaEon^ without 

Inyalldatlng fob Agreemcnr and agrees to mato coirespooding adjoatntonts to the' ooninet faice and tiroo for pafortnanto.. AH 
ehan^'wM.'tojaiffoorized by .a new'^'iiejj'Work MotlfieationFbrm which ..will toefinJe oonformlng, tJian^'in any, 

' ^d.'Ptoposa], payment adieduleancyorthDo for pofotmanoeL 


18.' INSURANCT RE QUIREMENTS : Subooitoactor foaU procure end mifoilato Insutmca policies Iti foe form and UDOunts as set' 
Ira Exhitfo "A"’, artached torcto end inoorporated berain by tefoteoce. ■ All coverage ahall be, plsc^ with an towroiee 
carri« dnly ndrmttcd in the State of Fbtitto a^ atoilbe roraonably KtoptaHo to Stock, All nisuranco oani« DHra matotsto an 
■ AM. Beal raltog of.‘*A«VlIl'' to brtter. copies of ill tosurtotoc ^Ucie* musi 'be mads evallablo md ^'vided to Stock • 

vdthta tCT(i0)da^ofSioct'steqBe3t. The wrd“Ciiutai" used to fids Paragraph IB haa been defined to PHagnph ISibove.-' 


iMprewnaffl to Inwntn oe Pollriw . In addto'on to Exhibit rA'', foe Subcontractor shall ctxty and matotato coromeidel general liabllliy 
tosurahee on ISO fom CQ <W 0110 0) (ora iristltiilo fam providing coverage equal to orgicaler foan and form).'All policies of Uihllity 
insurance shall corttafa an AddMonil Instoed Endorscanerii on ISO fimn CG 20 ID 11 85 for n aubeiitule tbnn providing eoverase'equai to 
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w ^ Jto Which wot|U.t» tahnmm iddiUoral hmatd liciiij with mpect *riiWoot orSul«xntn.ttoi'j Woiic Dunu«.i tn 


c6ntiKl (hiding the tort liaMIity of araW ijstiiiJed'fa'i 

to=i™coitaet)..7boeshtUtoOTendoTBementern«)diScffl‘(ffloflI)8c5iiaeiiW . ^ . 

: which oantaftisBiry of the foriowing: ' ' * 


I excess or wiibrani caytnip fomii. 


,(») Liirotstionj orModWcatiDii of CootTsctcal UaWlltj- Ungnase; 

(b) Lfmltttieai w e^sim forUanuigo to WoA Peribimal by Sub C0«r»rt6w; 

(c) UnlttrioM w ^Residajtui W<^ ■ 

(d) l^'tatjaniorExciiaioni rorMuW-thiitPvreUinei 

(e) liinjUttoitt or Ex^uaidni relsl^ ta exptecion, collspie; undetcrouiid pzooerty dameftct ■ 

(OPal!utiini&cIuilDiii;or ------- 

(g) vi^ por&mid VubcontTBCttm 


Sto^shrll beomi «« eddib-ouai fesiotd, bsspay^smlcerb-fiesteholder oncach dflhepoUcioiM i„ 

Exhibit A . Coverageimdersnpondesshdlkinbr^toaxsa^onsIinsnraijwht^tiornotWdi^^ ,-' 


St^ ahsll iCTita u ui BddJtfo^ Umired on each policy, iW a period not lea than ten (10) eonsiotivo years Dorn ^ d«c of Eiial, 
^l^ of die eotoo eenaweto, prejeet thei li tfao aubjeetof this Apwnent ind the Contract Documents legarflea of the date Whei 
tte Subeontiactor', anbeqatneh^-hborer*.' msteruhnen, aaentr. capJoyos, and'or anyone for whoso'ic« wiy of th'em' 

my be liablCi ran^letes or finishes any Work or eny odita- corutnretim work, indfor rcssniiesj of the data any certifuiia of oceupao^ ■ 
“ Sub^tocto’s obligation to base Stock renuln k ra sddhionil iradr^ on each poljcy fer a period not kis ihw ten (10) • 

' the date of fiial complet^ of tbs coniiMrion project will aa^e the expiration or earilcr Icrininition'of • 

' ^ Aereement imtfl arty atad all Claima «ro folly and fiiully barr^ ^ the puattr of any and ell tpjditable slatnte of llmliatiid'oritabne of ■ 


fl^ ah !. gF>?um9g C^YmBy .lt U the intent of foe that ^1 avaitahlq ind a^pUeablo inaanmee ^cwec of the SiiooJmiwtor 

^Bthw primary or excess or wnbrella be primary coversgp for my aril all'Claims OTcerning,’ pertaimni to. rcJalcd to, arrsi^ out 

of s^or oDimectod with An Work ^ Coitiwt Dooirodnla, regardless of who makes uld Claim Ptifortr, tfedpertie faiad that Stock’s • 
^mwice poltcics be excess over eoy mxl all avrikhlc arid a^-^lfeile iitsrmdicepbl^ of Subobmmcto'r'fbr foe purposes of indemnity and 


' ^rifiaiPlPf^amigB: Mono cotmncixmg any Work nndtr this Agreemej^ Sifooontractof shall submit to Stock copies ofpoliciei or 
Cgfuflcfttc of imarance that oo nflrm ^j p ro p r U te iasanpoo oovcnige. ' ' 

&ch Certfflcsle of Inenr^ ahall provide font foe insorer must pve Stock at least ninety (90) dsys prioi wstnen noh'eo of noa-resiewa or 
roalcriiU dianpin wvcTBgeaod ten^troa offoe coven®: foerwider. Net lea than iwo (2) imti j^lo the o))irat»n, canddlirion 
w tennbiulon of any cu A pqlipy, the SobconlticlOT ahali Stock with a erw and leplecemcnt Certiheaid of Insiaanco and' addlttonal 

msmrdendarseawtsuppoofofnmewalreplaceaMotpbltciesoflhinraaec. - - - - - - ■ 

■ S t i bnmtnrtor' 6 Ngtfef fa . I l umgntC - C il ritn gld Agynw ; Prior.to ocnnmeaciig ^-Worit under ihr'i Agr^ent,’S'*®**™^ mbit 
^yide a folly tccecmt^ complete copy of this Asreeroent witfa Exhibit “A" end an aatndments to emfa of Its touiaoce agena and' 
inSBimce aorierB., -Within tor (10) riyys after adcwfoa by thi poties of nqy fotore Bsmdmatb. Bwdincationa,'iddhiens. daletioat,- 
chmgcs or agendums fa to'i Apirarat, Sobcontractor irtusl provide a folly extemed eomplelt copy of this’Agreemeirt with Exhibit “A' 

' as amendod. to each of its aucruoe agents and hnorancucatrieti, " ■ - . • , r 

' SabmittBftOr** S^bWittntlOiy Snbeoabactor dotowledga it aall poi subcootract ^ ^ of to Agrcemoit wifoobl tipjilyiag Stock i 
, isOTf foal an S^nlisttw'a loWn^n, Inhorir*, roaterinlmea. ligenls, or imptejws, md anyboo for wboro acts iby of them may be 
; liable, obtotrod maintains appropiate itutaance rovnaie as detailed ht ExKWrA^ It ahaU WSubeontncto'r’S aoli iwpoMibnity^^ 

• ^Kire font ^bqo^ct^i sobeonbac^ iihoren, mercritlmea, a^ti, or e^lcyc^ aid anyone ftrwhoiki acta any of fora wiw te, 

' liable, fiJlyooniplig with this Paragraph 18BiidExhibHt‘A'*,mdfiitare amrflAn imtTforrrW.' ' - . 
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Addaion^ly. ^ pjior to comniBita^ of iho Woik,'lhe SubMnlmctor *J«n provide Kock with n Certificale of Inniraacs riiovrlnj 
iniiaTOoe covetafie, in compUmca with ExWiiirrA'‘ e»A Std^tnctor'i Mboootrictort, Isborer*. nwJtrialracn. ignrti'and/or 

^toyeo. wd ntyone ^ wl^ acu *ay rfriian i^y be liible. Cotmge *hjU be no leo ^ the limits to derotibed in Exhibit “A', in 
the e^t toy of t^ ^ietw tentihutd, to »ny rtron, the Subconliictof ihall prD>^ Stock copies of CertfiestM onnanana 
iho^E coversge in coo^lience with Exhibit‘‘A’*. 

. WnYCT i Of Stf i nifflkV} fiptn ]n?Vtffl ,‘iSut«on(netoT shnlt obtain fiom each of its Injutert, a waiter of sitoogelion tx to och of its 
ttouitmco pollclei HI ftvor of Stock with napect to any Oaims etm^^ potalnihs ia.'tnslag oiit of ahd/or oinMcteJ with • 

thcVt'ojk.andContr8cf Doeonientsl ' ' - 


Pty^; F^ure of Subcontxsetor to mamto complete sppiopr^ insiaanoe is i ferial bttacil. In this eveit, in addition to the oil - 
other raiody ^indonj In dils Apeement, Stock can elect to t^nate tbli Aereem^ or to provide jjtsurencc at Sulrantrsclor's sole 
expense; in nehbcrca^ bo VitAcr, xhxli Subointrsctor's 1)0 lessened. 

: 19. CgMELgnONt^teiroediat^ upon fee pcriia^ceofaiypert oftha Work, m between SBl>contrBctoMdStok,lhlotiia^ilBllYe^ 

In Stock lb lha atoot pamllted by taw; pnwilo^ howeW. toeVeating of roch title ilan not inq>^ any obligations on Slock or rolirve 
Subcootoaefor of toy of lu ^ligations herewler. eooipkito of the Wbtk described m ^ WbrkfJotificatfw Foun, Siicoiitractor • 

ih^ request the Stock ODpraents^oo Aejqh lite to oanftrraconpjelion of (he Woik Thcrrafter.provided that Sbbcontiactorhiiot io 
t bre^ ofdiis Agrraenf, «md pjovidad tJ^ Snbconifiotpr li otfceririse enlitied to layment imda this AptOTffli; upon nofifi^on to • 

: Stock, a»de shii! psy Subcbotrector to the Woik described in die Wotk Nblfflctoicm Foon iii toxudanco with fta Work NotUItiton 
ftnn the BidTropoi^ within sixty (60) Ibllawin g Stock's tecelp of a request ter payment from Subcontinctbri i Subcanttaeto, 

' ^Subcontractor ftiti to roquett frtto Slock any sum, todudiDg; but not timltod to, wa^ or eantrset sums due Under this 

Agremcntprsmy.WotkNqtilicaiion Fonn,withlni!loety(90)d!orsfioin'i}is'dmth^b«cameduitad toSubcontiectqrend 
■Snbconttketorihall have no elaitn thereto.. ; • ■ . 

20. ^MlJaia:,TO'^|EEX^ENTKCn^ PROHIBITED BYLAW, CONTRACTOR HEREBY WAfVES AND RELINQUISHES ANY AND • 
Aa STATUTORY OR anURACn/AL RIGHTS THATfT MAY HAVE TO OBTAIN STOP NOTICES OR UENS, AECHAMCS’ 

I OR on^wis^ AGAINST THE PROPERTY OR RtPROVEMENTS THAT ARE THE WORK AND AGREES NOT.TO RLE ANY 

SUCHNOnCEORUENAGAINSTSUCHP.'lOPSP.TYORlMPROyEfdENTSFORAKYL.kSbR.SERyiCES.WORK.' ~ ' 

: MATERIALS, EQUIPMENT, TOOLS OR OTHER ITEMS FURNISHED TO ORFOR STOCK. TO THE EXTENT NOT TOOHIBriEO 
I DYLiW, CONTRACTOR AGREES TO LOOK SOLELV TO ns CONTRACTUALRIGHTS FQRRECOVERY. 

TA?tfi?'CHARQE?! SSubaantmctorshinpiyailtxi^cantribBttonissd/orpmnjumspe^JeonilieroplqyeetoroniUcpaxtionsiindtf. 

. wriceta’ compenialian Uw^ in^oymeia ctmtpwiat^ le^ the Fedml; ^sJ Security A«, heahb rad wrifine benefit plan^ groks 
business taxo, sales and nie taxes, oootribuUDnf Bndterpmnlums which ampsyable ^ the cmptojecs tod the SubcontrotSor shall 
indanhity, defend and Wd Stock htrralas froin all liability, Ioh tnd expense resulting fiom Subennbisetor’s ftilaro to rampty with these 
tequircTOHits. Subcoattsetor ahall comply with all nda and i^I^ns at eny dnie applksblc hereto and shaD, ob'danand, SBbitantla/e to ■ 

Stock'a rearonaWe salid^on dm all laxea «d ebajtges ito being properly piia Sl^CONITtACTOR SHALL BE SOLELY’ 
RE^NSffiLE TOR WTIKHOLDINa TAJIS, SOCIAL HCURTTY TAXK AND STATE UN^PLOYMENT TAXES FOR ALL 
EMPLOYEES OF SUBCONTRACTOR. 


' 22.. PfcriA^liVETORK; ^ould Stb^ noti^ Subwbrator (or^ orin wrilingj that say part of the Woik if fneonra rad dt^ not contom 


cocrectod wl^ tenycight (48) bouts unku Stock shall tgrtotoa Jongtnpmod IfSobcontriclo fi e f utcstopgftnn any corrective 

■ work, Spb^liBctbr shall wahe to ^ve descilW C)ny.eight (48) honrperi^ and such reliieal or faDito to patoto tbo'conecdvo work'. 
shklllwdeem^adi^ftbySeboontractorbocitadef^ Stibwmia^’shinb^toenttocbrtofiuehrbnectrvevtofk.includingaayooit • 
ineutred by to dittmbimBa of work completed by oAer contrsctoix 

a; ■ SUBCONTRACTOR SHAU- BE (N BREACH OF THIS AGREBWENT IF; • 

. (i) SitoMtniMsr’a Work Is defiedrve and not temedted as provided herein; or 
. (b) Subcantractordqbsnt>tinekspron7tn>dprbperpayine:datoliara7loyte3,Bg«>Uand«rsbbcontrBrtora;i7 
(c): Sobeobooctor doM not pmo^ and prefer paymenB to bbw, str^c^ roateriab or eqaJpraetrt iinnisbed by third pertiM • 

toibor. _ ■ -- -- -.- 

(i) AriqihercontiactortsdcnagedbyanKt towhkhSobeDntnctortanapQQsi)1e;c'r 
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(e)! S^oon^ctOT or any third fiiraihitif litar, »»viees, wcrit,- rm^'tU. ^alpnwnt. tnols or bdier Itona ftr the Work fila my. 

clefan or lica egahut the propet^ where the Wotk hu i»ca penbnned and stich clehn or lien has not besn dischaigcd or resolved within 
twentylbw (Z4J hoots ^crnoiloe fliercof to Sutetntrsetor, end Subccftlfsctor ha not p^ed a dischaiss bood within this four (24) 

hoerperiod; oi; ’ " ... 

(0 S(d>eonli*olar&ils to perfbnn warrenty tetyice coder thicAgrecnienl or coy other prior or cooteonpoianeonJ SubcontiaetorAgfeenient' 
with Stt^or ' ■■ ■ ■ . - - . - .- 

(g) Stock is fined by eny go veromental agency bn totount of or anting out of SubcontniclOT’s (or Subeannactor’a sefaoonUBnBnbr 
igecu) violadott of any Jaw, o^inm^ legutiti^ adinmististivB ^ing tndtor cow oidci; or 

(h) Subcontxactor becomes inaolveat or any p^don far basknptsy is iilod with reject to Subcantractor; dr. 

(0 Subedhbaetor fads or dejecta to pr ottrn lo the Work diligently and ptomptly, whslhiT due Id InedeqtsatB dr mdompetent aopervmon,. 
insuflicie&t ridllcd workers, Udedf oatetltl or equipment, improper quantity or quality, or ibranydtbcrRaiumDotdBsro'bed hetoio; 

(J) 'Subednhaetor fails to cbl^Iy with c^' teni of this Agreement or any Work NotiReation Foim istoaJ under thii Agrcmicnt.. 

. 24. REMBDlES t lF SUBCONTRACTOR IS IN BREACH OFTOIS AGREEMENT, IN ADDmON TO ANY AND ALL OTHER 
REMEDIES AVAILABLE UNDER APPLICABLE LAW. STOCK, IN ITS SOLE.DISCREnON, MAY DO ANY OR All OF TOE 
FOLLOWING: ‘ ' ■ - . , . _ 

(A) IMMEDIATELY TCRAflNATE THIS AGREEM^, ANY WORK NOTIFICATICW FO^ OR OTHER VERBAL OR 
WRITTEN AGREEMENT Wmi SUBCONTRACTOR OR OTHER SUBaDNTR-kCTOR BASE ACRE^IENT BETWEEN 
subcontractor AND STOCK AND DISMISS SUBCONTRACTOR FROM TNE JOB SITE BY PROVIDING'. 
SUBCONTRACTOR WITH WRITTOI NOHro OP SUCH TERMINATION-, 

(bV ENGAGE OR EMPLOY^ERCokniACTORS TO R^roYSUBCONTRACTpR'S DEFECTIVE WORILTD COMPLETE 
ANY PORTION OF THE WORK NOT COMPLETED BY SUBCONTRACTOR, PERFORM SUBCONTRACTOR’S WARRANTY • 
SERVICE OBUGATTONS OR OTKERWTSE CURE SUBCONTRACTOR’S BREACH AT SUBCONTRACTOR'S SOLE COST AND 
EXPENSE: ■ 

(Q WriNHOLD FROM SUBCONIRACTOR TOR UP TO ONE HUNDRH) WENTY (120) DAYS ANY SUMS WHICH MIGHT BE; 
DUB OR BECOM E DUE TO SUflCONmACTOR, WHETHER UNDER THIS ACaREEMEND ANY WORK NOTIFJCATIW FORM 
OR ANY OTHER ACREEMEfO’, AND MAYCHARGE AOAINST ANY SUOl SUMS WnHHELD ALLSUMS EXPENDED OR 
COSTS INCURRED BY STOCK ARIMNQ FROM THE ENOACEMENT OF OTHER COIfTRACTORS AS PROVIDED IN (B)' 
ABOVE OR OTHERWISE RELATING TO SUBCONTRACTOR'S BREACH, INCLUDINO, BUTNOT LIMITED TO, STOCK'S 
OVERHEAD AND PROFITJ ANDTOR 

(D) .TVTTHHOLD FROM ^CONTRACTOR FOR UP. TO ONE (I) YEAR M AMOUNT, WHICH AMOUNT SHALL NOT 
EXCEED FI VBPERCENT (3^ OF THE CONTRACT PRICE FOR THE WORK, TO INSURE SUBCONTRACTOR’S: 
PERFORMANCE OF.WARRANTY SERVICE OBUOATTONSL SHOULD SUBCONTTIACTORFAIL’TO PERFORM SUCH 
W.UUUmTYSro\TCEOBUOAT10NS,SIOCK MAY CHARGE AGAINST SUCH AMOUNT WITHHELD ALL WMS. • 
EXPENDED OR COSTS INOIRRED BY STOCK AWSING JWOM SUBCONTTLACTOR’S FAILURE TO PERFORM SUCH 
WARRANTY 6ER\TCE OBUGATTCWS. 


' 35.. TERMINATION : Tbii Agreetpent may aln be terminated and Subcootiactor dttmbicd fmm the job lite by Stock at any Hmein iti cold 

dbcnlion, with or without cause, by provide Subconbactor with'nob’ce (written or otaL in fbe role determlntolau of Stock) of luth ' 

' tetrainaija^ and toch fenttinatlon ahall be cllective ei of the time imd date ataied in Midi ootiob In the evM of fmlnatioa of the 
Agccemoil puisuast to dtls paragraph 25 without cauce, Sto^ Ash p^ Sobcodbaetor widdn ah^ (60) d<^ aRcrihe eEecb've dtto of aiich . 
tominition, all curas due and owing Subc on tractor for bH labor insutred and all rnateriali ineoiporaled in lbs WoikpcHbtmed uadtf this 
ApwRoent prior fa the effective ^to and time of teomnatiotii' Suboanbartorecknowledgea and agrees thtoifSobconbuctor is terminated > 
putauant to tbli paiagrBph2S mth c«u^ SuIxtoDbastor him no cl^ s^tin^ Sock Ar any odditidDa] inims. incbidiag, witbdot 

. limitaliohs eny claims for material puidutsod but not used in tbe Wdzk, dr ibr btt profit or for any oihvdaim or stuns whatooev A The 
termi^onpaymai described hereui^ if ^lIcAle, is Subo o ntractors sole rcairdy and in do evant ehall Submbactor haw eny claim for 
. cdns^uentisl daiuiged. Fimher, in the event ofterininalido, Subcmtiactar will turn aiw all equipment tad nat^alscrd^iPunhaaed; 
Ewand deUvcidd b the Ptdject,'and Stock will pay the SobconbKtor any amounts diie basod on die percentage of cdmplctidriof 
' Subcontractor's Work that is incompliance with ddi A g r eemer ii and the Pricing, aesually acsoroplijbed and eqaipment and nuleriili 
. ti^iacd to the Prqje^ ezcincbng any paymenf for unearned profit and oyoheod, S idxwntrwtor whj ftalhde tracer of W’dric» Slock by ■ 


assigning its ri^tta under tuhmbaoia md puichEU orders. ' 
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26.: ENTIRE AGREE^^E^^‘: ThJ* tagetlicr «16i 6ifi CoiUtbcI DoanneMs, oonttituta Itis coltra tgitcraem between Subcootiactaf 

' end Stocb and then are DO other IsrettnentSi Ofil or written, by end between tbs p^cabere&JiCtc^H to Subcontiactor'J vvantniiea - 
ladCT any prior or COTto^nm eon* Subcontractor AgreenCTU wldi Stoici, which wanantie* are mcoijwiated by tcference heidn fcr'ait 
■jjurposw. Thii Agreement, togeflier with the Cohtiact Dociinents, dots not ettete a paitncnhip or otberuninsotpciatal asapditioa ’ 
'bstweeji the Subooatmetor and Stock. Therel^onthipofSidicontisetoruihatQfan mdepoulenlconlnictor., ' 

' 27. HEAPINCSr 'The poageapb headings fn tidt Agreement tro fy coavenlesec only and shall oot aR^ the niamnig, iiiteipretaikHt'Dr aoope 
' of Ibeptovlaions wliicfa fetloW tfusn.' 

s«mS^?5S3Siiri 

Bte§(}TiriWof&aoftt«j5aiy.to itijdheeted. tttiwtisaeoftiie tecs^ 
dieceo^ nidi oSov, (n) if sent by fistlmllc trzasmitdcia »a of 6e date and time of trsn^Ission, and (Jii) if tent FocIctI Bqx^ Eapceea; 

or other npatable ovemight b^'erservic^ igian the earlier ofthed^ ofincest or one ( 1 ) buanesa day aflerpost^ thereof.. |f lliotlee ia 
1 roailod in iho manner pro vld ed above; it is duly given, whether ornot the addfoaea iseeivri it., 

29. !IQuUJQldl;.lfanypn)vist(uiorihitAgiccntenttabeUtDbeiileg^'invalidofDnea]|bioe8bleundcrprcsentorhimn:lawa,nid 
praviaica ahall be felly aever^l& This Agreetnent liiall be coaitnied ealbreed as if such illegal, invalid or motlbiceeble pro^lw bad 
never conipriied a pan of tfais Agnjement, and (he remaaing pfovisioQa of thla AgrceeneDt'ibaJI lemiln Id liiD forca aed efleet and ahdl no t. 

I beBllect^bytbei1leeal.iovaIldorut^rat«ibIeprcn^orior^iusevaanceiramtbisAgrecnient'Furtltcrmoie,then9thel|beBlded ' 

I totomidc^yuifpaitoftbl].AgreeRientn|nDyis>oaesa{mibirmternistoaiichiTlcgaI,'invs1IdDrininiroiecahlepnrvit{onciraybe ' 

' poiiiblaaad may be legal, valid and enioioceble. ' 

3 0.. DISPUTEi; If a ccobovoiy or cIot ariaea out of or ideied to tMa Agreement, including a daiih lejating to an actlM talcra by Stock 
puwiani to tho loJf-help mnedia of |^gr^ 24,'^ ttiei^iea cmnol lesolve the matter between ihamaeivea wilhiit siaty (60) iltyi 
after Sio^ it ftiiptovi^ writiea noli w of the olaimOT oootmvaay by Stiboontiactor.'tbe parties tgrte to't^ in go^ faith io tthle the 
diaputo by mediarioti under tho Oonttroexlori Ihduatry MediaSon Rules oflhe American Atbhtnfion Aaaoclariom If not affllcid 
orcdotlon. the dispute diatl ^ rmolved by final and blading srbitratiem ia ecconlvtoe with the Oonibnnion ladusby Arbitrtitlon Itides of 
the American i^Itratton Aaaocuit^ and judgment upon fee award rendacd hy the aibitnUoafij may be attend fn any Mart having 
, jurisdiM'on ihenof Should a dispute orlac between Stock and s bi^rtr of a raideooo tesaiding nulcriala supplied or worlcperibrroed by' 
Subcontractor, Soboonttacloc agioes to participate in, and be bound by, arbitration pcooeedinga b^ten Stock utd fee btyw- 

3). .'JURISDICTION end PRESUMPTION:. This Agicanenl shall be governed by condnred under tho laws offee State of Fto^. Any - 

action taought to enfitroe or hrteipret this Agreeiiicul shall bebroughi in fee court of appropriate juriidictioh in the cosiny in which the ■ 

' property ia located.' Sluuld ^ pnryislon ofthia Agreoneat regoire judlcitl inteipretatiaii, fee (mfies hereto agree tiid itipalaie feat fee 
court itttecpieting or oonsldexing the same shall oo^ap^y the p r esum ption that the lornta hereof iball be mote strictly coastiued against a 
, party by reaaon ^ any la^ exmetssm tbet ■ doauncnl feould bo coantrii^ more t^ctly against fee party Who itselfor fetouife hs egaoto: 
pn^M^ the aanio, or bcfeg agreed that ail psrtica bento luvo prstkipated m thepnpar^n and nqotittiob of this Apeemsnf and each 
partyhadfenrppoitunhytacbntuUlesalcounselofitichaiceiviortofeeaecutloDDffeiaAgte^raL -- -- 

3Z WArV'titt! Exceptai expressly set forth hemiii, this Agreeiucui nuy not be elmgsd, modift^ or tennlnst^ except by an iostniroent 
' exceed by the pw'a benrto. No tvaiver by cither party of my faihire or reftual to txwnply, wife fee obligation of any other paily ■ 

' bereunda'ahallbodoan^ewaiverbftnyothMbriiuhseqQcniMuieorrefiisaltosbcainply.. . . ^ 

33. OQUNiteRPARTS and FACSIMILB/PDF SIGNATURES : TUi Agreem^ may be executed to any oumber of cbiintapaio, each of > 
’' which rinll be deemed an origical and eU of whldi shall constitute one and the asme egreanait. Signatures given via ftsalmlle or scan' 
i PDF btotsmisaion Bod shall bo doaned given as of fee'dale and tine of feaitsimsaion to the other party and ahall be deontd migioaJ., 

‘ 34, i PERSONS BOUND : T^ (melons of this Agiisen^ Shril inure to fee baefit of and bind, fechei^ execuleii, adioniuitrators, 

isQooessdraandeialgrrtpffeeic^e^vepaiiles, Noprt^ahriibedecmcdtobsathiidpsrtybeMfiei^offelsAgreem^w^'pcniofl 
feereof Subcontractor rray not aiaign this AgreenKot mfeout Stodc's prior vmttot coRsanh' carocat Stock may witMtold to hs sole 
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Stocklailiil s 

' SubcoctraelDclnliiah yy 
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, end tbioliRediic^'oit.' Stock may assign this Agreement to any ifHUue, suhsidieiy or other third party by providing Subcontractor five 
(5) ds^ written n^cc thercot 

IN WITNESS WBEREOF, Ihepahtcs hm executed Ihit Agreement at of the day and year fiiet above written.. 


STOCK: SUBCONTflACTORi • 



StodrlaMa b 

' Sdbcostrietbflflldtir^^ 


Paee]2Dn2‘. 

RevOJ.WiTOlI 
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* ►. - i. *- '* ►" *i •’ • ** ^ \ ^ ’ 

■- *■ .• - .. f • - ^ ^ 


Subcontractor BnscApr«ment 
NAME oVsubcOOTRA'ctor: • Diywall & Palnang.'tn'tx 


OWNEJ^HIPJ §{'CORPORAnON--i;‘PARTNERSHlP. i.PROPRIETORSHIP- 3 LIMtlED LJABIUTV COMPANY 
.l^E(S),9FPRlNapAL’pETlC^;PARTNERSbFOWW" . 

'' SUBCONT^CfOR’S.ElN OR’SbctAL SECURI1YN0':_ 

• BUSINESS ADbljESS; ' A530.N. Hia tus Bodd. Sfe 104 


:• . . ' -1 ■ • -RHnrigP PI - _ 

• Pfl0NE:(Qj^)j7iR.7<tn7'' " ' - FAX' -y/c.y^Ao 


EMAIL' primspalnlQeomcastnet 


‘t TfflS’AGRMMENTl.r'Airtenieof'} piade snd ratted into this 61h .’ day of August 

• CnnctrucdfrTTi. fi PlnHtLi liiifintfv r/^mr7«nt/ 


,20 ^4 , Jjy lietween Stock. 


(^'Etnidicm, n Rorida limil^ liabnily company, its succcisdrs andbr asjtgiis (“StockT arid, PffWrr/'"^" 

— .. ‘ * —I— ~ . .. - . -^^-n- - -^^^-1__C’Snbe on tr n e tui* '). 

' i' f . , ‘ i * . . 

■I. Arf osod ^ermn the following terms,sM heve the meanings qjecilied imlesc the context oflKrwise i«)uires. 

. (aj‘3id,‘PjnpoMl"'sbttIliisvothBtn<an^'specifiedtnPersgraph4., * * '• ’ 

(bj'lCot^aetDofcuraciils" jl memi this Agrtornait; togeftcr tvidt any and all siibeontniclor Safety &. Health Standards (Field 
• ,Gitidelin«), Work Notification Fonns, Bid.Tiopo'^s. a3^ Plans and Spo^eatlons iwued or utaized' in connestfun witJt Work periunned 
■ byjSobcantrector. - .* *’ 

Xc}!“FHA~sha|l mean theFedoal Housing Adiaiaistratlon. •: *' 

. (d)'-PI(W end SpecfflealW'shall mean approved fonadation plans, ftame plans' floor plans, eleveijoa plans, bloe^is, constniction i 
shdct^IIs, and pihcrqrecificafions,,including FHA manuals.. - . 

'^(e)!'‘Pfoiecr shall mean the folkwinet -. ' ' i __ 

(0PSto^.'‘shail'havelhe'roc^ngsp8clfiedia4hcbeg^uigparBgiaph’-ofthisAgiceu)eDL ■ ’■ 

' (g);*'Snbcontiad^ sliatl have the meaning j^cifi^ m,the haginninE pafagrepti of this Agtcement and shall include Snbcontnxtor’s 
' aub'contrafctbrt^- laborers; materialmen, agents. crcmiJovees. and anyone for vdioEe nets any nf thrm nmy iftibir; , 

• Ch)j“VA”iBhaIlimcmitteU.S.bepaitnientof>'eterarisAnnlfa.’ ' 

10 rWi^t Shan include, without 'limitation, any and all of the vroik spe.clfied in PangrEph 3 ^w, and any end all change oidei work, 
extra' wo* included on afl'Wo* Notifieaiio'n Forow. ^udgefed.-ivorfii and other wo* Erected by Slock to beperfonned by. 

• • Su^nta^r; incloding brtBo't iimhed to the msnagement, sinrerviajonl'fuaiicaig, labor, maiuiaJs, fools, fuel, arppliM, udlirics,' ' 

equ.ipidttoj and i^ces pttvay idnd lypenecessaiy to'diligenfly, 6rcty, and ^y peffornTand ^lete in a good ’end woibnanrilte 

-■ tnamerthcWoArciquired.bylheConlractDoCTtmenU. • V' . • . .... 

j P) ?Wo*FIotifiMtion Form" than mean B wHtten onto issued by Stock to'Subeontra'ctor applying certmn Vo* to be parfoimedj the 
'•iwm Wci^NWfic^on Rnm inelnde Ibims deslgnBtedTtorefaase Order” “Job Stit Order", “FieldPurtharo Older", and olhi» 




2. »lS£2iEffiL3iSISn36''niepu^so^ihisAErcMenl'i»tofixihe6blIg^nsofS»%ajid:Subttmtractorastothe'^ormaai»by 

SubjCcntrahtor ofeert^ described Work- Sitocbnbactqr aelcDowlttJgOs ftiit this Agreemfflt is nonalbliai(« ahd that S’toekVs fite to 
* Dcmtrict wflh anvofher'nmon orentitv to^tbE^^rrrun^rH.nr'i^ttrJBhtrJ, utho same or atrailer'to’ftat dtsaa>5diii this Agr^cnL 


’'iV?® *V**i^'^* third p^^^ 

■ matjsjalrrtm doM’ito'tintcrf^’V^ Subo^'c^a p^o^nco under the 'Contratl Pontaons a^ ail iuoh otfatocontr^ shallnot be 
. dcOTed adir^'ratit:actbdv.wn Stoat raid auch’thitd party stdxQBtrBites'liborem; ctTratariatooi :;nu)i Agieetnrot shall not be 

coriiirnedjrsohli^lingStositoaooe^tWsor'icsuOWoANdtjficaiicmFoiinswSubcwitractof. ‘ *’ .. ’ / 


!'■ I • 
1 ' 


tiRaga.l ofl2;’-' 
.Revdl/Q7/20n • 


■ Stock Inilidt_ 
' Sii|>odntRBtor 














3. SCOPEORWORJO ThBWbrictobepeifonnrfin^Subcbnlrt^rdiallbisnMreflraficallydcssribBdfflsulj^uentlyissued vyoik 
NbtiScmonFomsbiilsgaindlvaesetftajgs;. ExterlOf &•lntBri6^ Painting: _ __' 


Cost Code No;'_ 


■4. 


. As'set Ibri sbove, niconjimdion'w'ih this Agrterteht, Stock nisy issue'WoVicNotifiudon.FonTis time to time, covenitg the Work to 

Md time ibreompjellon at ach (pecliicjob Ioc!Ldnii,.Sii^n.tiBcfor'shall have no authority to commence Workat snyJob ■ 
location until itbasi^vrf a^o^Nodfication ftrin fiw a sperifiejob location. Itdiallbe SoboontiaEtor’STCspoiaiWity to o^in a 
.VVoik NoJjficBb’oh Form beforejji^tnning my Vic tk at a epemfi'c Job locab'os. In 'the event Subi^tractor's propostL ^msl: or timilar. 
dojaraionl is fittscheir to or refcrmcod in a Work Notification Form issued by Stock,.on)y tlm'te temts.tvbtch define or identiiV the work’to 
beperfoimod.hy Subcdiittac^ be inoorporated u pan'of thoWorirNotiCcaiionFonn andbrlhis ^eemebt a^ any rcmaiaing 
, portions of Subawiinemr’sproposaL’estijs^.or aimllar'docuiseol’shdihot be considaTal pmtoftbeWojfNoiifiiwiion ForoL this 
Ap^'ent, orj^ncrceroenlbetwwSto^and Subconltsctor. No substihihWsahallba^Iowcdin the peribrTnaaceofibe Work unless 
• expressly ptotided in thePlatis and Verifications or appliceUe WorkNotificistion Form, aiid only then upon Subcontractor firstrnsising 
. aJl|appro'jalsr^if^fimnSiockforsubsritiiiions.,Sab‘contrtcwr£hanindefflniryStodtforalUoss,damage«rodHpwwineuncda3a’ 

' result of such sabstitutians, whe&cr or not Sub&dntn'ctor has obtained approval tiiercofi 

r. . . • ’ • , '" , 

PR'iCINQ and PAVh'IE NTS; : Subcontractor has submitted foStocka'Bid/Pjoposalpummt to Stock^s' “invitmion to for Wcik,'receipt 

of.Wcli 18 arimowledged tiureon by'Slpck,- which BidTroposal is Ihcotpoiotid herein ty'refereoce. The Bi_d/Proposri fae.inodiiirf 
1 ^ Vbcoptmetor only bj^a tubsequml writien and dated imendinoit, as e^roy^ by and receipt of which ^1 be idawwWe^ thereon . 
by Stoeii,which approval Stbriemay withhold in its sole and rihsolute discretion. Upon accqtodband t^mval by Stock, such traended’. 
Bid'Pioposal shsll bf, etri(*ed hereto a^.iocorpDrirted herein by TOfereneei'^^ThB Bid'Ptoposal Weffi*! at the timo ofihe issuancc'or any 
Work Notifioatiem Form tlud] be'epplieablo to all Walk to be performed Ihcreondei', without variailon^ unless rilherwiso approved in 
writing by Stock' Suboontractar acknowfoiga ftai its coxnpenitt'on is a fhed contniclaal rate, subjiit to modification under thenext 
d^se of jhis contract for chaagM to toe Worititqoircd, Compsnsatioh under flic Contract Documents is not hourly compensatioo.. 
Sutontraetor tliat payment di^l be made to toe entitj' named in toobegimung pomgtaph of this Agimancif, and liot to any 

. mdividuBjpertbrivrhicJiptQ'videsWoikpuremnrttotliisAgrecmcBt. '' i ' " 

- 

: Nolvvithstan^g anytlitog in this Agreemeat to fee contrary, SuboooUactor’s right to any payment under this Agrccmenl is expipssJy 
cotittogent and conditioned opom (1} Sjoek's detennination that all WoikTto be perfonned pursuint to a particular Work Notiflation Form 


and. dalmjof Subcontractor wd any and all of its juboo'ntractors andxuppliora of materials, labor, cquipmeni, work, tools, services and • 
pto^ items ftr^ed to eonneetioh wife tjie Work, end ( 3 ) Ifmjustod by Stock; toe’SubconUactoT’ddiv’ettog to Slock an afiidsvtt (in a , 
fonjt ssti^actory to Stock) that provides that so hr as Bitoeontraclor it able to attain, no person or entity otoer than the pcisent or' 
ent(tiea flashing sucJi waivcis and rdea^ has a right to ooy such lien nr claim formateiials, labor, equ^ment, woik, tools, services or 
olha itenu furnished to oonnectioo with the Woik. ' 

. Nowithstondto'g anytotog to tois Agneemeol to th'e contrary, if r^uested by Stock, Subconnactoris fisilwe to supply there lia waivers and 
will negate any fajoest forpeyment until ouch tra» as the licai waivers and releases Biepmitid^. If (my.I|en or claim iwniins 
outtUmding aftn-dipajmento kb inaae,*Subconti 3 cte ritaD nriaid tp Stoekall monies that Stock bo compelled to^ indinfioi^g 

• orrpsotvujgrii^ ltooarclaim. toelud'mg.witbbiitliraitttiQn, atomcy*i fees and costs. JfSnbcoiraelor toils to ipake any such refond 

■ a^ition^my other li^t'mid Tcreed'y, wTfefiold frenn any autos due w to become dueSubconttactorondefthis or any olher. Agreement' 
inch aromjnt'M may bo iequiiBl,da Stock's tote ditoitolon; to dheba^ or resolve any such Hen crefeim, tmd to i:eimbinse Stdd fe fee' 
eppiicsbtefi^md coststocmTedby Storie SobcotUrextOTahaUdehailrituienuiIfy and boldbsinless Etock'imd Stock’spi^awr from 
fee operatton and bflect of any IIm of eacatobrance loismg out of feepcftimanre of Sobcontra to oc's work and shall turn over the 
' property swject to fee Woi^'tocludtosaiiy.itoptorymeDts thereon, to Stock-free end clear'ofairsurii liens andeneuml^ees. Ifeiysuch 
■lien!ore5icumbran(» is ebdtond hy.My pcnan or entity petfohning toy-portiop or SubcOTtractor's ViWk Sab^tractor sbal.l.'iuuiBdiately 
•.Optoi Vc^rWlicefram Stock diseharge^oby i«yment orpe^g a suffirienj fwd to franrfcr.lte Keii or eacumbrance from fee ltd 
' l^exty to fee bond. If SubconttcioT continues to rec^pyroehfs from Stock, Snb^tractor will hold these payments and fee rights to 
'iutt^ptymeolafiom Slo^io bW forlhobeo^'ofiand to be fiiyt aj^Hed'lq parent of thosBEub9onfr8Ct9rs',laborers: cquipmeni 
. sequent and instmal ippplfos who hnvc perftnned any jwitioo ofSOboonttoetot's Nv^ before using any portion of socli pajTnejrt'fer 
any ofeer lit fee ev eat St^ h'as reason la brlievc thct.l£i)or„nnterial, equipment or otiicr ohUgations of ^bcontractor incu^ in 


lPi^2ori2 

;R«oi/07/zoii 


. Slo^ Initi 
Subconlra^rln 




,pcriwTOMoe of wifc aie noi/bdng piomp^y p^, Sip’cTi tfiay, upon phing written notice to"Subco^CTctor. Isle any 

* * . ^Dsdccnud hece^ifirvtD cnsiiTCtTifit ftnvnnvmmfeAnm _t Jli- _UpQi]jy^ 


r . - v-\“--^;"r'-»7'r“'^«.®”****'°®®*o?vhofflSiibcsnitr2aor‘hE3iuiobIigBiionforpaymoil* 

■ prowdc’dthcroffhe»rne*M of tecui^-JuJI entitle Slot* to Tcehfoutorany payineniriue orbseoroe due 

■ -to Suljwnnacor 4 r^nible aindirat to protect Stock and'iil loss, damtige'dr expwiic inclnding a^niyfg ft« arisIagBUt ofor 

. ^atma 19 artf-scclt’claim of lien’fium one to whom Suboontiictarlasm obligstidn untiUhe claim or lien baa been sarisfiel' by ■ 

' Subrohtiicton,' > • 1 ' • “ * , > - - - 

. ..>■ ^ ■ : ’ , . 

as a waiver by Slock fOTWoik liter ibuhd 


iWaimily iiem'ecWoik. - 

5.. ■ ^^.Cgia^CTOI^ and INgPECTQN; --^-comp.ete,y wtmiu. 

^ :Co}itraci poqumeii^ tMludmE’feitnot limited toihePlins and Spedficattow qjph'caWetd IhisAgreemeat ornny Work Notificatiai 
■■; ■' fo indep^ditly all mfomiilian iiinrijhod by Stock.or plained m theTlims and Sptiificstions and to Inspect the job'site 

’ * .' Bt^ina'imy Wotk'updereW'oricNoiificBtiOT Fonn.^ Subcontmctorshijl inrnicdiatdy report in wriiingto Stock eny disw^cy, 

r_a^omcy,v 4 r|aneoiromOT.vioMonpf 8 tyjawj^of^naac^iu!es.‘re 2 ularit)nj 5 droiders 6 fanypitolicintbonriEsobsnvedorfaiovynto 

a^oontraetor in the Work, Plans *nd Sperifications'of « toe Job site. All Plats and SpecilicatidnJ funtishal’to Subcontractor by Stock ac 
‘ thVptop^ of Stock ^ shdl nol]be duplicated or used to imy purpose otha than ihcpafohnancc of the Work andmust be renaiicd to.' 
•Stock al.the completion of Svibcon^rtor’s Wo'ifc ^contraelortiBll be solely re^otisible for ah connntcliKi under this AErremerit and 

1 nteons, and tocootdinalion of aU Worje. 


to all of th^ conditions 

---lU OVOPOniO fiJiy'UntfltiCTpiUCd,. 

undergiwttri, or.TOncsaled conditions. Subobntraetor twiyes any wdUl rights and claims for any'diangcsio the Woric Notilicaiiaa Fonn 
1 smouxit'ibf ony (tCQIS orclalnil v/tiicli SufjccmtractnrcnuM v—i. 


esd^or 


^unenqng Worit thocunderhad its examinations ofihe Project been conducted in a repsonabte manner. 

SuBcoariawor be responsible to insj^bg any wotk of another contractor Ibal may a^ (is own Work and chall re^n la wriring to 

farty jdefe^.in ^ A woilc ^qn discoyoy .of the defect prto to commencing any portion of tbc Woric. or it diall be deemed'to have 
■ nocppied Eueb titnlc ca coireci end Jit to be accommodated intate own' If SubconliBctor shall be delayed in the commcocemrol, 

1 prowxutiqn, orcciinpretion of the Woric or shall beobstroefod brliind^ fa ihe orderly progress ofihe Workby aii'act, failure to act, 

. omissioivneitotordefcutt of Sto*, anjr enhitect, im^er contjaTOrorsnbiwfracto. car any ofthefa respective agiatodr ^Ioy(*s;or 
• by wy ^sbbqtoito thcetmfrol ofSiib’^ti^or, Oihi (he timo fixed tocoi^lriion of the Work may be extended in tbdsole discretion of 
Stock^d^mly if Subconbadorootifics Stock ra.writfagwldiinfcriy^eydrtC^B] hows ofthedisw^ ofihe cause of such delay. 

; Suboentradof cxproly agne« not to make, and hereby waives,' any datm'fcr damages on accouirt of any delay, obstrirctlon, or 
to on/cause Xvhatsocvq-, faciodfag tortot limited to,' tire aforesaid caused and' agrees (bat Sufaronlmctor’s sole ri^it and rem^y fa the 

csEeofBnydelayshaUbeanextsiisionofdierim'cfixedfofcosipletiQhoftheWotk- ” ^ 

-A PRQ^ECUiUgN oUwcontractofa engaged bj^Stock to Ihe elfoct that dielr work shah 

not |» farmed end’ll ^‘suA odrer.arhtrtrfors e^s to fee job site riecestary.to perii^ their contracts. Subcontiactof stall 
perfonn theWtA in « prompt mdemigrat mahner whraever *0 A Work, oriny part of it; becom.es available, of al auA ofea‘ rime or fea 

■fee-ytojkpfmyBSiefi^ifactofOT'feoiabitif’thO^k'tffyfoiwfeofTOaijriri^eredLdei^^m'totiri^^ '' 

Subpdntrectqr ^11 psiy toalfAsli'iMd ii^g« fatmriedbysnA other j^y andwjli.cBii»all ^'damagetobe to the 

satisfidion.ofand^fl^oort'toS&ck. AJvraatAafalhatafoto.be’f&nlAed’byStjbeaitnKlDrheieoiitoahall’bcitolAedmtoERMeiit 
" ■ time, to A Ale tobcontrai^r to perform s^ cc^Iete its Wb* wfth’Ae time or timA provided for hetAj or fa airy A’oik'NorifiMiion ■ 

. .Fot^'^ If .io the'opiaioii o'f Sto^.iri its sde discretion,’,Subconttaeto falls behind fa ffani^fag thoDecessary labor wd/or materials to 
• me^ feciqliedule established ijy Sto A,ibA.SubcAtntotor Aall takc such' steps and aaiohs as ate-deened nece^^ by Stock tojn^ve 
thc^ of f?og^; inclndjaa but hot Jimiled to, tpetq^g fee labw to^’iumber of shifts and/of tlork such ovesfme as may be' ' 

‘ r^ujredi at'fas esperi^ to bri'ng ite part o.f the WtA up to fee schedule eaabllshedby Stoti; SubcantiBctor agr^ to'tBhnbttso or 

.:pay Stocl^ OTSto(*iMy wilhhbU^ym.tt^^^ upder this Agreement, for aiv nnd iU'dmnflg« liiat StoA may sustofa tsa result' 

ofstiAdel^sbySabqontiBctar; Tlnioisortlioessenceinthis Agreempit,' . 

‘ .1 j . t :.~ . 
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. StaA.lnfa'rii 
SubebatractorJnftii' 






j '* S_i|ly OTtm ct^_d^l pcfjbnn all labor in jtharoucfiWd Svatkmanlikc naniief; aaafding lo ilie atendnris of ;he (nide. 

S'f’«’^“=^rwenatSltet8illiti(ir(k)^Mdsivin^_aJsftouJidfaySubcontractorw>llme«orcweed:FH^^ 

. 'r‘- ,* ,/-f“^'^»;yA;re^*r«n»J^?V'^Ii^TeliuiHtng_wde^qip:in'rats^'el)S»^ie<iijiranmtJ,LShouIdidIspute 

, this AgreOTent. or Eny,woifcor iMt&alpoibnnrf or furnished }iaeaj>dn-,'whiA'conceTOitfiep^Ki)ei«to caiViOr 

; f '. ^ ' /■': >wIil^co}iceri)sSijbcanti^orEtidtnycrfhw«wtractor(sXni!^ptfflqiir(8)o/snppiieT(s^tlisdijpuj'c"i^^^ 

.I” . ’ r ^d^ision iKewn Ebili bofin^ cqqcI6siv& In Biiycvot^andio s]ntebfahy.disputeiclaini,oreontiDV6Tsy^ringoiitof(his ” • 

<• 'A^rceineiit,' Subcputractar shalJ proraaJ dilig^Iy wiflilhe Woil^ pEndingfina] dttemitaation pursuant tg My disputes-clause or poisuant 
' wiinydlfi_era’ctIonhj:fflwttHrespectt3Bny.dt£plitc,eIainj,crctnilraverey,' •. " ... 

' ■' j—— J " C •**, , ^ * • 

'MATERW^>gnd poyiratEOTi -SubcontraetOf Sliall s'eeuns end.nuunlaiu tnaUrcl ordered ^ Subcontractor until completion of the 
Worfc and iit1^^'on’acc(5taco bi-‘;SlDdc Suboontia^r Biall bo iesponsibls fe tbesrcdpt, delivery, unlosdfc&'lTOis&g-’stpnise, 
v^tfiDu^mg/ iOTt^loa/insurMM and ail o^er-riddef lots relating to eny tiitteriali or equipment Suboonlnitor is to fiimfsh, insfall, 
pn?vido;pr have provide^ M'ifimdffthfa'Agrea^t.^ Suto kqi. odeqima .supply of materials on hind at all timet, as 

requhtd {otmeefproductfon.'scheddles. Suboonirector shall be-n^nnSle Arlho Sactriiy of ill materials on the Jobsite.. Rjrflier, if the 
Work rerfjires the in^ll^n of raiterials fiiniishedby.others, it shall be the i^nsibility of the Su^tacior to examine the hems so 
ppvidad,' md to tliereppoffhaidlri atdre, end install the hems with such hkill’Jmd care to ensure a satislhctbry and proper instrilailon. Loss 
■ or jiamagptt) the mdterisli diie to acts ofne^lgencc by the S^contractor^l ^ deducted from nhy araonnts 'diie or to become due to the 
•Subcontractor.' ' • 


SUPCQNTRACTOR-REPRESENTATIQNS ! Sul^tnictor repiesentt'and watmus that'it is .Ally qualiii^ in ail resprets to pertbm the' 
y/drk find shall ttall limes maintain strict diseipltne among hs employeta. ’Siicontjactorahsllrruoerwse mid iilreci the Work mmieiMtiv 


■7. 



osMua waw«i.d2yw*seavaw U.S bbo lUUk’Uie hixiiAd>ou VTUiK Mlllipiica CCCuTalMy \T] 

^htract p.ocumCTis • Sub^tractar,agrees not to employ any petson unfit or vrithout sufRcleot skiil to perfomi the Job for which 
■ Subconrtctor'waa reuined for the Project Snbocmtracw agrees tiiai Stock shall not pio«de trainine of any kirid. Accordingly, it Is’ibe 
, soleresponsibDfty.mid expoiseofSubcpntractor to provide trying fori? Subomtraaoror its employees, agents, orsubccmnaclom. • 

i ■ .» * • V • • • 

.•Sutonti^clor d.atl^noi discriminate apinst any ctnpk^'ee w a^licant for croployroenl because of race, .creed, color, sex, agh oVns.Sonal 
' oripn. Sdbeonfm^ shall comply with all equal opp 4 itnaIiy 4 SraffitmBtive Bction requirements or plans is may be set forth in the 


Contract bdeumerits, 

! I ..!• 


.;Subconhactor-.^BlUt;Bli times renain an indep^ent contractor, solely re^dnsible for foe \Voii, methods, l6chniqu.es, pioeeduros and 
s^eiviaion-^ OToriuie^gal piWions of the WorTi to bo perfonniri under ihisAgreement Kdd Ouidelines, No provisTcn hereof 

shall bo ssnstrued.to makeSubOTntrector.Stoeys agent All person employKl by Subedn^or, or SubcoBtractor's'.sub.^tmctors to* 
pdjbrm afcrriccs m ronneetitmudA'thh'Agreerneat shall faeunderlhe cxdunve’ control and direction orSubcoatiBctori^SubMatractor’s 
s|ibtxBUrB4tors,A’beaig the intcntkinbrthep^es Aat Subwntractor’and its subodntnurtore sludi be and remaiq an mdepcodent contractor. 

. %{ik shajl nof _e*pt-a^aI control, nor posstss.’tiie rigjrt to’control, the atlions.'of the employees'df Subcoiitroctor or Suhcontactor's 
a ■ ^contre^rs n pigjbnTifag diito under this A g rc an e n t, * . - 


■SDt^OQDttflj?tor 3(h^^.ful^_pfo(c^ tlic wj Ma^iaw^ MMi oiHiu wj 0*1/ »uMi ui uonuifo QiiQi iiTi&i pj^ymcntiK 

■ bee^ mb^; If ^ctm'tiactor.or any.OTc for whom' Subcontractor is Ic^ly liable for is twponsWo forxiiy loss w’daintge to the Wodq c. 

• wort: orriialmals of Stock or Stock’s sepsrals contractors, Subebnirretor shall be iJiai^d witii the same, and any monies necessary 

' tolcplaceauchioHordamago'ihillbododndiedfiiominyamomtsdueSubaaitiaefor. -- ' 

• - 1 .* ' !>*■ h— •• ^ a.* ^ ^ • * .« aw V* • 

• . • ? - -• .. .. 



'T , 



.Utep.^oi^dBof.ti)e Wdric Jn Uie cv®; ot te^ationoffoia Agreeineati.Subcchtn^r shall iirtmediady iraasfer and assign to Slock 
. 817^ ^U(ible.^fica^,'pOTits;’ccmtiac^^ and pmelase otder/rtonglo Urn WrA.- Suhccmtricior agrees that 

> ' r%m\nrfm» ^ Qf * 


.;Pase 4 ofl 2 '! , 
' VRev 0 hil 7 .A 20 <r . ! 


^ Stt^klpiUfl b - 
Subconl!riictoTlnhuis/ 


fcm 


V. ! 
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v1(); ■■ : RECTLATORY COSlPU ANCB and H Ag^POUS SOBSTATiCK? The Oocuptfional Saftjy end Keaiih Xct of] 970; as' 

;aihendod|(OS}iA)-.has establfs^d resulslions cntid^pSHA'Hezerd Cominiinicsiion StsndenllAttardMg:\o.(he re^lsilons,. 
m^uftctocre of hjcardotfs-malenals ansi^uired (o Tiinil^ Mt^'el Safety Data aeea (MSt€)eiviDg fnfbrmuicrn on proper hmdKag 
*.sndpnscsntton^Wcasuiesut_umsthemate^ads.‘Ntsi^eubsisaoeseoiiinioniyus^ In'Tctidaitiel cbnRri^oniillhedescnptiaadr 
. rhaamltmp mjlc^s ^blished by OSHA. Subctififia^r shell comply with all OSUXrtcgnl'atians psti^amg (a fte'v'Qik and anj roatcriBls 
: US<d in the trork.'Stibcontador shall ;hav« sole a^ wlusivc rc^wibffiiy for training its employe^ subcontrairtors and snppSoa in the 
jnoperlit^ImB of.haaatdous metemls and any 'piecaution^ measures ^tiired Sobcomraciof sbsll snppfy ell protective eldthmg'and ' 
devices neeesBiy to pibtM its enmloyee^ erdtrantiacibis and srpplietsiibro barsrdoui maensis wbi/e on the tdte. ^bimiittacfarshell 
obtain all KiSDSis penning to ayTr aznrdpu s miloisl nsed or cieaied in (hie process of p^onhing tiro wo^'and shall distriboto copies of 
eu’qhMSDS'sto Company and to^l other contrutors,sabcantrBctoi^'and soj^Iieispertbimmgtvotkontbssiie. Subednlrsctbrihall also 
obtain ironi allolha conbadlais, subcontiactors and siippjiere perming 'Mik on the (ite,-cop!a of all MSDS'ifdr all iuzaideus, 
materials^rsed qe cro^l^.by au^ controctors, nibcontiaoiota or sopplieti, a^ shall reiabi copjec of siieli MSDS’e end provide thein to - 
. Subratindoi's employees, su&ontrBcitDTS and suppliers as required bythc OSH A reguladons. In' other worded SiihconmicloriDUst 
exchange MSD^ with all oditr contiactors, cubamtiaclors and suppliers; ^ implancnt a training program fnr its empl^ees. ‘ 

• * - .*•*!** ” , * • * ^ ^ 

SubobnlraiOTr adoimvledges ^ undeistahds that the Inject may be ^'eci to the loq^ranents of the National Pollut^Diachsf^ 
£Ujniniti{m ^tanias amehied'fNPDES) and Clean Water Act,es amended (CWA). ‘SubcnntrBCtnrisfuIly aware of lira WDK and 
eWA antj shall 'not iauiv wsy interfere, damage or in any-vny cegajivdy'itiipbt the stroctoiies and /or procedureslii place or to be 
irnpIeniOT^ted at the Project pertaining to NFDES and CWA., Suboontruotor shall be responsible for any loss, danuge,- fine end penaiG' 

, incurred liy Stock or its afliliaies due to acts oPnegligraccby the Suboontractoraiid inch emsts and erpenses shall be dedocted from any 
ambunto duc'or to becoinsduetothe Subcbntiac^r^ Fiinher, Subcbntoaetorsball indeinniiy Stock for any and all costs, fines. pWties-and 
exp'enscs in’cuirrf by Sloelc'as a result of violations of NPDES and CWA paused by Subcontractor,* 

i •- • t * * * * ' * * * .* * • 

“ EMERCi^CTESt In the emt of an emergency affecting the ^ety orjmtecb'on of persons or Uie, Work or property at (hsiob site or 
' sidjiicent t|ic^, Subcontractor, ■vyithout special instruction of'nu^irizstion 'foin Stock is'obligated to act to preveni Ihraten^ dsmiigc, 
injury or ]^s',‘ Subcdniracior shall give Stock wniiten notice vdthin twcflly-four*(2fl hours after the occn'trace oftbe emogency, if 
■' SuSoontniaorbelieves that any ri^ifjeant changes in ftc Woritor variatiDns fnsra the Conlracf Documents haye been caused li^y. if 
theBtoek petermines thatu change.rn fee ContractUiwwmcnts fejuqmrqd benase offee action taken Injc^^sc to an emtigen^.'n 
Ouige Order fllall^B issued to documentfee consequenoesof the cbwgns or varWons, If Subcomraetbr fails to provide the twartjsfnur 
(24) hour ^tten notice noted above, the Sabcxmtractorahdl bqdcemcd to hsvo waived any right it otherwise may hayi had to sede an 
ndjostrueiit Prinng or an extension to fee term of this Agteenient. 

ASSUMPinOW. OP'LlABlLrTY: Subeobtraetdr agrees .to; and,hei^ does, assume fell rcspousibiliiy for any and ,3114cts, negligence or 
om^islora,of Sub^tmetdr's employees,'Lfedim, agmt^ i^aialmeo, und subomdizctoia arid any 'an'd all ciiiployeca'ecd ageotg of tho 
B&remes^ned, and any and all ofeerpersona 'dalng work'nnddr an oral or written order or contraet rife Subcontractor. 

i' ^= - :* ‘ ' ’ ’ 

, l>roEMN)FlCA*nON.-'HOLD HARMLESS &!DEFEN*SE : T^' .Work per&nnod by fee Subcontractor be u the tislc.of the 
;,'Sul5^trBcfer'exclu3ivdy. To the Mest'^ent pfefnStted by hw.'M Subconti&dor's sole e3qp«ue,-SobcciirtractoT shallfindemnl^. jdefend 
^;^:bo]d-l|a(m1'u's bofe'Stpclc.ondfee (if difTcrent'StHn feodc) and feeir affiliated ponpmies, paron^ subsidiaries, p'aitners, joint. 
■ vto’iu'rcs, .K^5»Mves,,mefnbe^'desrgnees,‘ofiic«*,;directoi8l ehaieliolde^ employees,'agents, successors, and assigns (o^lectively. 
rpf^red tci.Bi^IndemnifiOd PaifyilcsT) nE firnn,«id a^inst’aqyand all claims concerning, penaining to. lelaled toiarkfagoutofesdior 
„ eonhect^ tho* Work and Contract Documents, includmg brd 'not IbnitecLto demands, su'^ liabilities, causes of action, damages, 

,'dmjns,fbr bodily^ iqji^, death or damage'to property, judgments, contractual liabilities, includiiig costs'B^ expert u'sociatcd thereto 
•'Wbitfe-inclttde&tls^not .limited jnvestigafere-and repair cotlv«tton?oya”joeacnd-costs,-eocsuilant)*-fixa and-oo3ts.-and,otii«e*pei)Besj 
asyiofwhid arua dut 'o^ r^afe to, result from, aro occasioned wntributed to by, conncim with, md/VTr are in any tansed,'in' 
.^'ole or p'par^ fee acts of, oinissioiia,'fe]hnes and/or peribtmsnoe by Subcowraefef and'm any of its eubcmpactors; laboios, 

’ tnalerialmiip, agents; or empioyen,' of imyrine for wtoae .aeto ^.bf them may bo liable, ^ to any oftbe following (collecthuly referred to 
Ips etiain^^; . . . 


:0»).pbiiitr^ofioqnf‘oliierasCTvipcsMrequIredhy,th'eCtOTtr^I)ocumeate^tind«ffeisAgrpeiMni; *,' 
'(c)iiistetfelB'iuhiishcd:.asr^ucdby'fe6'CQntractDocutneiitS''hnduhdprfeis’Agieemcnl: •/ '' - 
^* (d)vio1affibs,CTyillejiBd wolA’ona of Oco^tionai Sefe^ andlleaife Art of 1975, t3'tuncaded,'<xr to. regulations promulgaial iheiconder; 

• ri^^lo'wbiah'onaor.’alle^vial^na.rimnafEtatela^BndTBgnlations;','..'," V 


PagofioflZ !:- 
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‘. :.StockInitii1s_ 
Elnbcoiittartor'Inidi 




{e)injuDi?oP/9imdbrdestnict!onofiM^epit$B^^ncIndingfelc5si6fiwe6re»nMnkla«resu|iingtterefii)rii:.. 
(Wefw^ycly/j^onnod’zn^^ »Ues«il ■defectfvdy:pcrfbrmed Woik .^ Subconiractpr atid/or, any of its subcwiraetDr^ laborers, 

. ''■'■^'iTmerialTheK.’a^ts.orempjoyeeSj-qriiriyonsfoVwhojcactipiyortiiOTiMyteUable; . 

■- '"(g^breachofiHisAfifMmtaJ;and/or; ! •’ \ 

, •'Oijarts "dr oi^iohs wiich mcilude.neglisait or willivi misconduct;of'SulxOTtracior and.’or any of its eubcontradon, laborers;. 
%!“' 'tnat^alin^ esmiiVof.enpIoyccs.oranydnefbf'wfiQscacisBnyprtJicromay be liable, whetheraciiveor.pafsive,. 

In Whole or in Pan ; Sul^tnctor'i obligation to ind?niiufy,‘ defmd and. hold harmlcKlhe Indaiml^'Pattits,' sliallnot be construed to 
negate,' i^d^,'or cthenviss reduce any other right or .obli^b’n of indemnity which would olheniwse exist to ady party or p^a 
■^•dearibetj in this Paraph 13. ' . 

Subccutmcior's obligation lo indmniQ'.'defend and hold imnniesstb: Indemnliied Pairics is oopli'csble whbthcr any.CIaimsarocaused in 
■■ pah by'ariy of the JndeninifioJ Parties; whethcracrive or pes^ve. ' ’ 

l''•'■i-' ' <’ . • - • • • . . • 

'Supnmtrairtor’s obli^bn la indemni^’, defend and hdfd harmless the Indemnified Parties la applicable svhetficr any dIaims are caused in 

'pait'.by t{ie cdneurreiit'act^s), omiss!on(sl by.ahi'or ne^ligence.of any of the indemnified forties, wbetiier aetive orpassive, provided 
however,’said Indemnified Party'll not be iodenmified for Its own sols rieglig^ce orwtUiuI misconduct. 

- .* *• - ‘ 

Limrtat}ohs bh!ObliMtions& noridit St^ptCT.Section725.P6: .With regatil.ip any and all Clehns, Sobcos^clor t obligation to bidemni5>, 
'defend aAd.boIdbj^iess ffa'Clndemnified Peitics shafi not beiimitodjui imj‘wayby any.liinUalfb'a'on'the amount or type of damages, 
co^cnsation,'.insopmce te^irementi ^d Iboltt'set forth in Exhibjl “/C, or bendits payable by/tbr Subeoiitiactor oriBiq'*subcbntTactor ' 
•unper wirlceb'.pr wnr^Ri’s ebnipensation- acts,’disahility'acts or othtj’.onployee benefits-’acts. TJetwithstandinB-ths foregoinE, 
i Siibcantractdr's obligation (0 indemnify, defend'and hold hannlcss firn'Indemnlfied Parties aliali be limited to the Breater oil 

’ I ■ - I- • • • * *' • • “ •' * • - - 

. .L{ • 1 • * 

(a)J\.ranx^rnwn of 55,00^000.00; exf " "* • 

■Cb}lhe imoi^ of pus A^roem^'sem; or -,•••* r * , • . 

';(c)l]iemKiiinuin tmoUnf of inhtmhee coverdgo liinita avmlible lo the Bubcbnlfactor nndes.any and all policies of insurance end applicable 

'•to any C3pltn(s). 1' ' , • ^ •’ 

•1 ■ • ■ ' « * ■ 

■ ‘‘.‘Ih'e p 8 rties.ag 56 B and aclbiotvledge d^_this limitation bdiua a leasonsbie epmmcrcial relationi^;tb lUs Agreement and the services being 
. provided heiMnder, end this indetnnjiy'clauae is inladed to tbmply with' the Florida lews on indemnity and specifically to comply with 
'pio‘rida SjatutM,.Soctlon‘725.06,'ineluding ^ ameodments (Kercto, nnd is to be intmpreted in nich a w^ asYo b« fully enfoieeable'.. Ifany 
■word, cl^sabr pinyisjo.h oElhisPatagtaph 13 is det'eraiined not to be in’complianw-WTth Florifa Statutes, Section liSM, including eny 
smpidmtbts thesetpiit shall be rnefTectit’cand dier^haining words.' clauses ao^ provisions shall remain hi full force and efi^ 

Du^tob’efqid : ^S.u'icbntnciorls duty to "deftiid Mder tbisPenigrapb I3’is jndependentand ctparaie ■from its duty to indemnify and hold 
hamdcssi'and fte dmy.to d^chd'MisCS ibgdidless of apy ulUmate li^ilily of Stock arid/or aiiy inderwified F^y, The duty lo'delsid arises 
immrflaldyu^h'phsentaticmof’aaaimbyany'pttion'Wentity'witfiwrittentioticcbfsucbCiBlrAbeinEpwvldcdto SubcontrsEtor, , 

fu^yualfi&iL^t'Subcoi^ctot'S oblation to indemntfy.def^ and holdhatml ess syillau^ve the expiration or earlicr.letmin^'on of 
this Agrosti^t tmdl it is (Jetennlned bytTnal judgmentthtf an acfion against the Indemnified Partyries for ahyand -all mhters tademiiified 
'isfunyei^.fmaliybatTC<iby thoapplicableatetuleoflimitstions. ' 


■M. 


AVaiver of- SiilTOmling; Suhmntmdnr mv tiglrts of rnbropition against Slock.mid ttoll re^itTe.any’bf SuboontiBCtor'B 

sub'eontnidors, labbrent; mateiiailmen, agenta, o'r'ernploy^ and Jehyooe for vriiose' rieta a^'of tbam 'may be liable towaiw tbor 
sut^gad^'ii^itaB^lnitStoclc;- . • //• ’I'.*:' ' .. ** - • - • • 

SecdrWPcribnhancg -.Al' its sole'drscr^rt, Stod: may. withhold, fiom.’tiniB’to' thpe, fnmi kify monies •bflrcrwiaeidne Subcontrahor 
‘ hettonder or inider aiiy oQiereanttad or agroemmits, a'ambfinoh^, wbloh, in'the wie judgment of Stock, ahell be hrScient to'secore the. 
—pcrjb’rmaiieeefSnbcontiactot^sohl^tionaunder'dtisPotBeniph'lSiv—•_- ...I. 

■ 'i. , i- ■ c 

:• ! >: * s'.j • '• . . • 

Notr'cei Stock shall provide wrirten notlce'ctrany Claims 'widiin sixty.days aiier Stock buonei reasonably nware'Ciat Subcontraetor 
^ ttt^beli^lefOTi^siiofaCia^as' .. . •. •’ ' ' . ; ' 

■. SUBC^NniACTOR -WATIRANTIES: ■'Suboontrw o r rrore s g ibi and wirrahbfp StniA’that all e^ipmenf.and ihileiials'proyiiicd by 


. diejp^e:i-baihb‘dtBrBl.l e(]n|pin(mbQiat^als pi^Wo^not so in confo.nni^sb^ bb.dtfeetive.'Soboootraetoripedfic^Iy agrees ^atita 
"fcsponail^ for die prm^'ph of the'Wo'ik patif final ■ Kimpfetioa' and dtoSiibomitTBCtor will tnskc good or rcpla^'at no expense to Stock, 

' mydarn^to dieWothwhicIioccmniniorio said final co^Iethm,'lnspMion by'Stbckdialliio!rejievB Subcontmctorofitaobli^tiorts 
'herpn. ^CONTRACTORnJRTO^WAjUtAjfrS-iaCTAlxiAflO^^ hiATCRlAL^FURNiSHEDBY. 1 
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■I 


SUBC0^_T^CTOR.?HA^ BE FJIBE OF DEEfe^’FOR A P%'6fi BEGiNNlNQ ATTHE DATE TOAT srocic CONVEYS 

•TlTlJE OF THE SURJTRCT nPTTiF ivnt? if /unficc?M>’/^rkVfTsAiijMmiik*irii.fii«»rv> \ _• . •' 


- • * ’ • • lUAi'UKuWASeROF.THBHOUSEOR 

, .roNpO.MINIUM;UKrr;iWDCO,NTiNUmQ date ONTILTOE last 6 e FOlXbwiNbTbocCUR: (IVONE 

' '■''^^*^'<^)f-9?™EPURj^!nONOF.WyLIMITEb'WRrrrENWA'RRANTy;GIVENBYSTOCKTo'sUCHPUkCHA^OR(3i 
vTHEDURA'rtpiVOF^NyCQMMbN'LAWORSTA-mOR FEDH^yTATirrORy WARRANTIES OFSUCHPURCilAfeER. OR 

; J :SUbsb3u^purchaser. or any otoerperson OR&nrr/, any,; submn^ctor-agrees tomake. at 

:..SUBq 01 jrnUCTOR;sSp^|^ENSE.'ALLREPAIRSANpC 0 RRECT^CHDEFECfSIN 0 RDER'ipMEEfANV 0 F - • 

SUBCONTRACTOR'S WARRANTy OBLIGATIONS \^1TOIN Hpm; ( 8 ) HOURS OF NOTICE (ORAL OR WRITTEN) OP SUCH 
DEFECIIIN AN m^qENcy (DETERMtNEDBY STOCK. IN ITS BOLEblSCRCTON) AND WITHIN FORTY-EIGHTH 8 I 
HQURS OP NOnpE ON A NON-EMraGHNCV B ASIS. In oldinoD.- Subiontracior dttil iraiisfcr.any and oil appiicable manDfactniCT's 
• toEeihff jvjfli *n service and opnadnE manaala forjnaleri»ls;fiimJsliBd by iJ under ibis AEretweat, to Stock when the V/otk is - 

•ec^letal or this Asreanent is tennimaal, whichever Ocdni first. TKe warranty contwiied'Tn this paia^ph 14 is in atiditfon to any other ■ 
wiriMtics required by antrii or 1^, aid ach-weirmfy docs no't ni^e or abrfdgeStoclt-s.iiEht to essbt claims ib^ latent or 
pat^definetsin8Cconkincewiihappli«ibIel«i>.- • , _ . 

-I- 

The ^b^tiaptor to sarisiy sifch wanany obligations which eppar within the wiiranty.orguaraotee periods totablishd in tho 

Without co_st_to the Owner or theComriictor. lijB> TOarentee of wi^rtlv is ^iiired of the Conlraianr in the rAntroM 


. 

_ 




SUstwMesi or wa^ties that shall bo required forthb So^ntra.ctor's Wmit prior 

' i . • •• . . 

■^hguar^teK Bn^yraranlies must he submittod.to the Confimetorin a form icceptoble to iheContractorprioT to and u a conditibnYor 
itnupfiyrponL . < ♦ * *' * * •*•,;?* . . 

*•! ■ • ♦ •’ 

S.utontr^t^iessly fil!re«lbarall w it in this A^reemtat thall'auivivelhoteiimiaton orapiiation oftWs 

ycaionpnorto Me^ccpntmn ofthbfull ^evarranty psfiod. * • . , 

BiiboMtiietorogfew thejob ^j^ ajjo'lningprbp^ frceofxtasie material md mhhi«l' hy hr 

ortfiat of its subobnli^TB endto r^ve all wsste'matenals and lobbUi oncompIction’OT termination of its WorU together with all 
• (ools, equlpnjrat, and macWneiy.' Suboontrector ngiTO that D{wn ion^thig its Wo* at the site, Sobcontracio'r shall eo'nduet gnteml 
cl^up operaU'ons,;inc)uding,but not limited to, the cleaning of glass states, ^ved streets and-vratlcs, steps and iaerior fjbois snd 
wal^ wh^ appUeahlc.. j^y pojonal property left by.^bcohtmctoron weround Job dls.ror thirty (30) dajit following ebmplction ofthe 

,WoHc,.o^uding?nyWof5cperfcxrnedpaisnant’to;wBrnintysefVlceobligBlipns,wflIbecomelhoprt)p^ofSlocfc. ’ ' 

- I, !l. ; .• ■' • '* ,• * 

16. ASglQNMffiT t Subcontractor diall ndl Kiign this Agr^eol or any’pamanis due or to become due'btieunder withmit iJifl «rinp w ri ffp> < i 


“V . *-, ..-»u i/Wk/utoUU9 ucawnqcTvvTmmji'm(ypfiQr\ynnti 

> •. “went o?Stot^ wtiCh co^ roay ha wiflJield in.tbc rolc'dlsb^-on of Stock. Pnymenu to Subcontractor wiU he made in ^rfanec 

with Slop's cu^ publish^ pay^’ent prodiu^jai the same nay be BJUOTdcd fipia Wt io W ,PB>toent ^ 

myjportion of ^ progicH payment or (he 5t^ pBjweat shaR not constitute or w^iy or be evidence of peribimahce of ^ Woric by 
• Sobeontraplbr dr acdeptcncc 'of any pditiori of Subcontiscspr's Woi^ by Stodt; pr.in nny way waive or affect Stock's dains or riehts 
' against Spbcontracidr, - , • • ” * .. 

^ Ihe »^t to make dan'^m the Work in &e nature of ii'tioD;^ deletions, or mOdificalious, without' 

time lorpcrfonnance. All 


.. mvftid^g fhts Agreetnpit a^ agrees to make corresponding a^/pstmehts In the edntrart inrce end tiino tor potonnance. All 
^ •dia(i^'wiU,bc,^oriaed ty'i NofiBcrtiOT'Foiii’whii wnfinilido 

Bid.Tropo^'payihentsiSeaaeKi^'tiib8T(jrpa^iraa^ a.. . v.,. 

• ,'*• '*•»- • f 

JNSIT RAtIc^ RE OUIREMT^N^JSlibcOTltreclOf'din1l<nmn^m mtMnfiiri rnnw^mlw etaJL __ 


' ',,y ■ £^fiad.'copiest(f.allinra* 5 ace.polIcftsmust benuidee\-diIai>)c-aridpnJviiWlto^ock 

* ' 'i. Vt’ "-'.■X'I • ' ' ■; I ■ 1 ■ 

", Es a a na ai miy (lUnytmpfe Polfen: k.aidition to fiftibHj'A-; the Sofiwii^or.shall cany aiid mdiin^ •commercial general lihbillty 
. , .. ;^ii^M^)SOft^OT'0q0j'100I (ora suh'satnta'fbrm ^yiatng coverage'eq'uUfd or Rres^'than said fotm). All policies n ptaM iHy 

-- wstaancefaincon^ an Additional feuredEnd o raemeiif-on'lSOibni iCb 20 1011 is (oraMbstitocfonhimividinR cbvei^o eouitii 

il^Slir j .'.r: - \ rs.uSSfefe'- 









•• '« 


' ^nldat a mMm^^aHdiiional {aiwtd ttarif wth itq)ect ais^ put of SubMiitraciDi’a Wiai; pii^ant to ■ 

‘ and wW AprovfdM toV'tttgc boA during the psoducJs completod opfeition* haard ^'^0' ■ Such huunincd shall 

^. wVet laVility'ansing (jm ofpremiees, opoadons; md^irad^ edntiactpis; produds-con^ileirf opemtion^ pereonal and ^venislng iniuiy^ 


.bc^ny tnji^rProp^. dem^^li^llily assumed nnd^ an inju^^cratraci (Indutfi^ ihe^tort liaMity of anotha assumed la a 
.bi^css |edhjrarty.\’rhErertaI,I be no enddreemenl ormodifi^on pf Ihrfcommercial general-JiaKIHy, excess dr umbicna coveii w forms' 

- • which contains any of thefonowag: ..*■•■ i ,• . ■ ^ • _ - 

.■ ■.;•■ ■ ‘ ' 

(aJ.Unnt^tioiu dr.Modificaiion-ofContoetuaiUabilhj' l^guage; ';*• '• 


• ijCbj limlptions or.wlosions forpamaj^ ta W'orlc Perfonndd by Suti Contractors:- 
(cyiami^du'drudusipnsforRiOsdenttal.Woik- ‘ •' 

;(d)jUmitab‘pnJioi;-^d^nafor^ulli^ilI>^[iojp‘ . i ’ 

. (e).ljmit^ons or; Exdusioas related to explosion, collapse, uirderground prope^ dainsge; ‘ •.. 
•.•(f)iPollutjpir.:^duTOni:.or. -- ' *' i - J --j; .* 


,{e).'wotl: performed by jabom tractors. 
■■ i • '. ■ V. , - ■ ■ ■ 


'; . 'Al^'tlWftl l llEWr^ ■ S6ck sbdl be nai^ as an additrdnd insured, loss pt^'and'cenffi^aic holder on eatirof the glides as ouilined in 

Ex|iibil'*A'y^vt:r8^und^dl policies ihali be-efforded^totfe additional insureds whetherdrnot-^CIairnsareactudlyin litigation- 

. .StdUc shdi remain _as an aiiitional insured on each' policy for a pmod not less than tea (10)'consecutive ycata from the dale of flail 
1 completion of ihe entire con^edoa jrre^ect that is the subject of-diis Agreemcnlaiid the' Contract Documents regardless of die date s^iien 


- “^SubcOntTaMr.t'SubMntraetor's '^licontoctors; laborers, materialmen, agents, e^loyecs, andbr suoyone for wlio.re acls any of them 
• •mtv.bfflilible.eotnpletK or fim'shM'ariy Work oranV ofter-fonsmi^on v.^'and/o'r’ir£^leti of the dales .any ct^cates ofoccupancy 

Bro iBSurf',;SubcoatraMr’s obligation to hpVc.Slod; remain as an additional insured on eidt polic}'. for a period not jess liun ten (10) 
coi;?ecufljre years-foom the date of find ^pl^ of ihe'^reoohslrnetid n pepject-will suAdvethe expiration or eariier lefminaiion of 
tbij Agreerrat until any and all Claims am fully and findly barred by the greater of eny and ill applicable statute of iimiialion or Hamie of 
npoK, ! ' 

’ . Priyrit^prlteip; ij'is the'intent.of lhe parties that all tvaliBble and appbeible fnsiuance. covrrnj^ of the Subeontractor, 

*• wh^ w pitaay or cjccm or urubrel.la jHliclcs, be primary crjvtiagt for any an'd ail Claims concOTing, perlaming to, rdated to, arising out 
, of md/ortsnm^^ with the Work and Contract Documents, r^artless of who niakes said Claims, Further; the parties" intend list Stock's 

^ available and applicable insurance policies of Subcontractor for the poises of ind^ty and 

' Prior to coiwnencing any l^ofk under fois Agr^ept, Subcomiactor shall submit to Stock copies of policies or 

-.Cc^fiflcateofinsaranoetlialeonfinn^pr;^riateiQJBf8nceco\trt^ :i. * ’ ’ 

: EMb.tSstificafo^^fosutMco_^| provide that tho;insuref roust give Stock at least nmety,(90) day* prior written twticO of ncm-rcrirwal or 
.•.. nraterid jiange in «>TragBtenidnetion ofthp iavaisis foe^der.'Not I'ess than two (2) weekspriortoThe e*phdioh;raricelMon 

- M ^ni!|tiOT of any iroch-policy,.foe Stib^^ su^iy Steefi with a new and jjplic^l_Ceitrfi(aio of hawnnee and .'ri/ihinn.i 

■insnndeadofcemeotsMproorofrenevralViplacemMlixillciisdfinsuriiriea " ’ 

. Sahnon^^ngrra .Ngtiw 'to. llisiirw'ce.<^ere and Agents; 'Prior to cojmh.eaong ^ Work under this 'Agreanent,'Subcontractor roust 
.provide it I folly' ciicaled cnnrolite'cooi-'of fids IkpreejneBt.^ih PjelnWr rA" Btl'pTnpn'ftTn,-,*. ir, j 


. cJisngco of add^miis to foii AgtOTcnh ^bcoitoctof.mMproviifea fully'exe ee^lete copy of this AgctOTEJifwi&BiibiirA^, 

aaemenddd, to'eaehofitS'ins[itaiiceagents^sndiiitisanccc&iri(xi. r' ’ . •' ' *■ 

• ■- 'L’-' ‘ . : 

acrio^Wgcs’it shall;^"siihcmlriclany partofibis Agreero'ent toithoni SLpply'og Slock' 
I«bdjfi^_iTtticriBinjen,-8|«nls,_or ^loyees, and'mtyiSie for whose acta any of them My be 
detmled-fnBxlubit‘A';; iufoal5.b? Subroatfactor’s ret^oiulb’iliy to 
'■ •. Sul?Mnlr^ria'«jbootoctbre, labuneiL-mHteri^eo; ageiits, of enrploy^- ^ 'Bnyotie-for -whose acte any of th’im rosy be 

,.: ' ]iabie^fi^y;coroplieswifoth5s.TangrBphl8Bild'^iiibH“X’VindCiture'iiindm.eMihOT •• ‘ 
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j-i'. . Siocielm'tialt' 

* '.'^bcontrac'torlnlfiali 




' .• j- I.' <■ 

. ■ •» - •* * ■ • a,. , I* • • - 

, «*•; .1 r • - ■ * 

' . J. * ' M . 



i: 

- I « 


, ^ *Adi'tI<>nUly, _^-pi*r lo-commsnwment-oFtlieWo^ ihe.Subc6btr^r.$un p^ide Stock with « Ctoifieate of.-insuranci photrfng 

^ . in:iWfincQ'WVtaE'^-wcomplhri«w?ih E^*bS"A’*‘ca£h»a«lcvciySo6ronif«cl6if8 subronwctas, Isborersi'MlcAafraa),agcrtte,’»i^or^ 
. ; • - ■ • xniplDy'ees;BndimiBneforwhosoactjBnyoftliani^yt!cirabl&-Co\'tftEtshallWnok»ih!W!hciri^Bsdesmbcd{n^ibh“A^^ , 

’* ■ '• the- ew>£ My of these pqlidei nre ttnnfnat^. for ^ reason, the.Subcoofract^sIiili pnjvide Stock copies of Cc^i'Rcetes of-insunnee 

- -shio^gl^iaixnieiftcpwiapinMnipliance'sri^ ,, - " ' T- 

'' '• '• •Waiver of Subro^'oti-frotn Inrfrers: Siibcontrador^shill obtain from each .of its insumt^'B waiter of subrogation as to esch of its 

: ''inaitMCii.^licica;-w.favprof£tock;ttftH«sp^loenyaahiisconcemli^,pet1atnjo2"w.’relfltedto,Biisingout’ofimd/ori:bnn!«cdwth 

• theyr’oiKiuSdConhiclbocomciits. . !*• ' . I ■ - "v " ' ’ 

■ “ ■*" • * '* * ^,1 
• • _ i‘'Bj^cht'TbilarenfSubwfltec^to-nttihtain comi>iele_md.Eppiopit^h^'ri>ne«is3 iM(idal breads Tn thiscvdit,inadditioii to theill. 
<■ „ 'otbtT'ierii^y.pioviiithw-In this AEreemmt, Sto^._^.yiect to termihsle lhis Agrecniem ortbpidvide5hiut6ncc.at Subcontrscfor’s solc 
,* t;’." .* ..e3^iEeiuine‘it}ieTcas^'Jiowc\-cr,.ilullSuBeontisictor‘e'liibi)itxbeiMssn^' ‘ 

19. COMPt'CTON: ' Iminediately upon the perimmance of my p^ oftlietyork; as beiivenn Sub^ttactor and Stock, lil|e titercto shall vest ■■ 
ia Stock'fo dtftdatot praitted by liwi-provided, jiowever, the vestirig of such title shall not impose any obligations on Stock oredieve 
. Su^ntr^eiorofsny^ofttioblipationsbaeandwv Upon eompleticmo'ftheWotkdeicribKHnmy V/orkNoiificBtiwi Fonn, Subcbnoactor- 
, • shijll'i^iiert the Stock nyrt^tatiye on the job Stic to confinn conmietion of the Woiic. niereafter, provided that Subcontractor it not in 
'• brnch ofjftis Agreement,' aid ptoiid.^ that Snfcconifactor b oflrervviie entitle » payment under this Agrecmcnf, upon notificaiion to 
,/stock,- Stdcksball pay Subcontractor ihr the Work des^'bod in the Woik NoilRctiioh Fonh in acctrfan6e-wifh"fte Work Kotification 
Fora suidlhs BidiFroposal witliih sixty. (60) days follovring Stock’s rcteiptofaicgned for payment from Subcontractor. Subcontmoor 
h^<^ af(tise8 that !f Subcontractoffails to rcijuest^ra Slock any sum, in'dudtog. but not limited lo, wages or contract suma due tmder this 
Agrecmtht or any iVoifc.NotiCcaiion Form, within nidely (90) days liom the dale thev became due, taid'sums to Subcentraejor ^ 

: Sobooalitoi^r shall have no claim'tiiereto. . > ' 

' i ‘ .• • . • . . - ... . . 

. - 20.;i(Alte -TO.THEEXTENTNOTpROHlBrfEDBY.lJ^W.CqKniA^RHHlEBy WAlVESAhlbltfUN.QUlSHESANy AND 
■ , ’,:ALU STAnrftRY or CONTOAClUAL RIGHTS THATiT MAY HA^.TO OBTAIN STOP b/OTlCES OR LIENS, MraiANICS* 

'. OROTOmWiSE,AC^NSTTHEPROPERT y'DR thipROVEMENTS'TllATARETHEWORK(kJto AGREESNOTTOnLE ANY 


....... , 1 STOCK. TO THB EXTENT NOT PROHlBriED 

BY L\Wj ODNTRACTOR AGREES TO LOOK SOLELY.TO ITS TONTRACITJAL RIGHTS fOR RECOV^Y. 

.. •' 2|. - TAkES'CHARGES: Subcontraadr phall pay .all taxes, con^utlons e^orprcmiums payable m its employ^ or oh its operatiras tmder 

■ wdii#rB'coini>costrlioDla^unaigiloymMloBra^eM3tjonlBwsitheFe<lMl;SocialSecijrityAct;’heilthandv^farebBnefiipIiiriVEross 

■ bi^e5s'l{B^;4idesttnd‘u«_tax«,Mnttb'utiou8*ii!FdrprBhlnmswh:chiiiepayBbIol;v'lhceiTiplo>-ce*endIheSubcontractorBlall • 

* * indcnin|iyi.(tef^.^nt] hold Sto^ hmlm fiom^ liability, loss ^ expense rcsoltmg fromSubcoainctor's fiiilure to tximply w-itHthese 

reqtoreandnts.^ Submlrsctdrst^ comply .'mto tJI nilcs snd j^alatidos at any time ^Uoable bcirto end sballj oo dapMd, siibstcntiste to 
Stock’sretBoi^lcaatis&etio'nthatalltaxeaaod chaipesarebeingptdpe^jyd 'SUBCONTRACTOR SHAU7 rkS f it Pr!v 
RESPONSIBU^ Fcilt WiTHHOLDl.NG TAXES, SOCIAL SECUlilTV TAXK AND ^ATC UNEMPLOYMENT TAXES FOR All, 
EM.pj:jQy^toF^comRACTpiL ' * . * ' • . - ■ 




22.* DHI-iiCl'IVE WORK! 'Should Sto^noti^ SubcMtractorCot^y or in writing) lint any part of.ihe Wbik is mcooect end does notccnfora 
totoete^pftoeCqntrattlto^ehlSiSubconmmtor's^imiiiedialdy'belngtoco.nectsiKbde&cdvew^tnd'Ehallcompleteshcb ; 
ediTcctod.iwo^.within foifj^]ght(4S) bouts nnlessStock.i^D egjec to sloogcsrp^od. HSufaeontiistorTeiiues tojBtfoimaaycoirecthro 


• w war w ^ av yWftyilAI UiW VW MVi K 

: ib^l be deemed it d^It by. Et^iwntra^r beraimi^,. Subcontractor sb^ the entire cost of sich totitmtive work, iachiding any cost 

.ineunridtWtheiSismtoEnccofwoikcompleted by otber contractors.':* • ‘ ’ 

'• 1 * * i • •• ►' * * ’ • 



.Page9oFI2-i ' ; 

■-Revoi«i7f?o|r 

* \ ^ *’ ** •*. V 

'i ** * ' * ;V 'i “ ^ *”* 

.iv’ ** ." • 

. ■ .. . .. , ■■ •!; ,. 

— . ■ I- , t ''' : **■>.■" *'* 

' ' .- •” t ', - . ■ 

" ?•.*. . ... ;.*• ■ . • 

..... . . , . - , - 


Stock Imtails_ 
Subcontfaotorlm'b'als 







I - 


': 26,\ 'EKTlRF?lAC7Rfg^1!;NT: ^ijs Agreement, U^lh^''^li Ihc Contract Docun^ts,-ansfitutes the entireegteotient behyeat SobcontiBHor 
^ _andSt6ckana;fterBTOjtobtiierfigreement^oi^or»^’ne^byjs»/brty^'lhoparttesheirao,e*(^taslbSBbebhlrac!oi'swjrrentics 
T; underahy.jtriqror wntetnponatBMS’Subcontraetor AgrBentents wih StocliC'wbicli wtaranfies Bip'cptTpanrtfia ty reftrtncehcrchi for ell 
. piiiposesi 7TiisA^e(3neai,'to£ether'with tbeContracibocumentfldDesnctcreatcBpartnci^porbdicrunmediporated.essodetioi! 
befe'eatjhpSubconlracter'taaStock.'TberelatirihsWpofSubconjractor'isttatofanmdqtendCTl'cotitiBCtbr. ; i 

27. ‘ HBADINGS! nbeparagrapfa bhadingt in ihU Agiement uc forconvonieitce only and cheU not nffect )hBracsaing,'inlcipretelIon or scope 
oflheprdvisk^-wbich follow them. ’ * . _ 

.1 *,** . • 

IB. ' notices’: UnIrasolhsmreiet'feiiliheriamsnynodectoteEivtaorsermliifianenypaityhaitoinronnecijwjvjili.diisAgreeraeitmnHbs' 

* ** _!__/-A /u\ ■c.*. niAe 


.ilie firal ph^ hereof dr sucii«tiicf ^dr» forAodee is the]»rtics ^alj'hst'hevs toithed Jn writing to lbs peraon gjvrag the notice or(e)senl 
' fa&itrale tritnSnuriiibn'vM b oi^ deliverod putsoint to (a) or (b) ebovc.. Any eiich nob'ce bfdeii^ shall be deoned to have been daly ^'ven 
or nieds <(ad to have bccomS eiTeerivc ^ Ifdeliyered by hand to n te^nsibl'e officer of the jkity to whidi it is dirstied, aj the tirae of the rec^t 
tdiemfb^ sudi (ii^.if'sem by facsinritc tranani^n u Ofdts date end rime of tranardssioo, sod (Ui) if sent by Federal Bepres:^ Express 

. Mui orpthor rentable overnight couriCTSwcft upon die eariierdf the date of receipt orpoe (1) Uisiness day atopoaing Iheriof. Ifanoh'ce is 
nutled in jdie inannapro^ed ebo^‘ it is'duly ^veri, wheiher ornot die addressee itceivtd it 

2P- ‘ INVAl.i»ITV: 'lf any provision of this Agrocmentis hold to beillegal/invaird or.unenlfarceableunderprcscnt orfctuie latvs^sueh i 
.provision shall be AiUy severable;; This Asreerncht'dliall be cxnistnte^ enforced as if meh illegal, Invalffi or unroforceable provtsioh^bad 
nevercorp^ted a part of this Agreement,'and the roriaining provisions of this Agrdaneril shtill renisiii in full force end. effiad and shall not 
besffiectM by.theillegai, ioyalid Dr.tmenfQrceableprovijion’orbyfts ievtnncc'frain this Agr^enL'Furthermore, flitre shall he added ■ 
sutomidcally as ifpsrt bf.tbts.Vgrpcnteot aprav^'oii assiranar lnternrsto such illegal. Invalid or unenibrceablo provision esniay^ 
possible nndrn^bele^l, valid and enforceable, • * 

' ; i * - . * 

■ - ! V • - . . . . , 

30.. DISPUTE! 'If k'can'troversv or’claim arises out of or rdsted to diisAcreeinent including a daiin relating to an action taken bv Sloelc ■ 

' • ,.puf^ant^a.'thcM'ir'help'n»iediesofp3ra^ph24;nndtbetMescanriotTcsohcthemaUerbetwfxnthemselves whbinsixtyl60)days 
aiftcf Stock is rirslprovid^ written notice of the ckint of conhovefsy by Subcontractor, the parties agree tolry in ^od fohh to settle the 
disptrtb.b:^" ntedhdoit’ tinder Coiistruetion'industry Mediatioo Ruleu of tho’Ameriean Aibitradcrn Associadon. If not celilsd by 

‘ moditttiori, the dispute ^11 he resolved by fini^ and binding crbiiraHon tit eccordmcc with the Constroction Indu^ Arfaltradon Rulesof ' 
.* the AniOTCsri AubhraKon Association; and judginent upcm;ffie 8vv3^ rendered by foe ariiilratoi^a) may be'entered in any court having 
Jurisdiction foaeof. .Should a di^to'niise between Stock and abayerbf'a nsideiicc rcganjingtnaicrials supplied orSvcilc perforated by 
' SubantTCCtor^Eubeontracloragrecs ro pwicipate in, and be bound by,*BrbitratJDn proceedings bctwcai Stock end ihebuyer. 

m . f • ii« • * ♦ . 

* 31 ,'' JURISDICTON and PRESUMPTION! ThisAgrccmentiMItegoveiTitdby.Bnd crashed underfoe lawsofthe Slate ofFtoridt,.Any 
a^m bepughl 'to enforce of faiterpi^.ihis Agfecmtart shall tebrou^t in die coo.tt of apptoprisle jurisdiction in the county m which die 
■propeity t5.1ocated,'*^'uld an/provision ofdiisAgreetncatregiiirejudicial^mleiprBtatiop, the parties hneto agfeeand sfipuIalelKattbe 
court imerpretif^ or,coartdering foe eanie rtiall not apply the p r estaup don that the lam bacof stall be more rtric^ coiistrned sgaiiist a 
'ps^i^it^npfanyT^ coocWanfoatadoamuail.shouUbecoTistrued rnbrcstrictly agairistthe'pjntywhb ItselfprduntigHitsagmts 
■ pr^acd.fee'sane,' or being ftat all parties haero havepartlcipatad in the p^aalion and negotiation of this Afflctroeat and each . 


32 ; 


33 , 

V 




‘34, 


hefeanidt:^ s^I be dreaned a waiverof any crtberofsabseqneat Jailcre or reitraa] to' so coippi/ 

• CdjNTdRPAttTS'and rikCSlMIlJE/PDF SIGNATURES; This Agreemerit nay be’exeerted itr any purriberpf counterparts, each of 
..whiph'shalTlib'deeriicil'an brigit^.iihd al.I oFwWeh shairconstiiutc dnc indlhe'aameepcanerit.' SignaturesJ^en via ftcsaiulpof scan 

'PDF trsrirtnisrton and shall be dOatted gricn as of foe date'arid time'of trarisinission'.to th'c other party and ahall'be'd^'ed original. 

.V .* * V'** '"t'- - i *♦' ’ ' •> ’* • . •; 

-a -i ..f.; .*.*• . . ■/.. - r. ^ ^ V* -V. . , \ 

>PI-RiaONSB0UhrDi -The proviaionl of this Agrearvst fodi 'inure to drebeseiit oC and shelf bfoil, dtbb^ execute^ uiministiati^ ' ‘ 

_j !__•—ll ___it-n tl. V —L-—--a . 1 ^. • :; lu 
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Subcontractor Base Agreement 


NAME OF StJBCONTRACTQR ^^^-^^ 

OWNERSHIP:>f. CORPORAUON “PARTNERSUIP - PROPRIETORSHIP LIMITED mSI L,1TY COMPANY 
NAME(S) OF PRINCffAL OFFICERS, PARTNERS OF S 

SUBCONTRACTOR’S EIN OR SOCIALSECURITYNa'^^^^^^^^^^^M ' n 

BUSINESS 


BUSINESS ADDRESS: x-'l ^ V\>v\nu^ ■<KVfc.V\'yLAfe CL| 


THIS agreement ('‘Agreement”) madamd enlered Into Ihis 




.day o! 




_.20 




CMislwcIion, LLC. a Florida limited Iiabnity,cofnp 3 ny, ilsjucec^oreand/or assigns (“Slock") and. 


by and tetw^ Stock 


. ('Subcontractot’*), 


1. As used berein the following tcims shall have the meanings specified unless Ihe context otherwise requires. 

(a) “Bid/PtoposoIV shall have the meaning specified In Pareffeph 4. 

(b) “Contract Documents" shall mean this Agreement, togelherwith any and bU Subconuector Safety & Health Standards (Field 
Guidelines), Work NoUfication Forms, BidyPtoposals, and Plans and Specifications issud or utilized Lh eonnecu'on with Work perSirTned' 
bySubcdnlractor. 

(c) "FHA” shall mean the Federal Housing Administration. 

(d) “Plans and Speeirieaiions" shall mean approved foundation plans, frame pjans, floor plans, elevation plans, blueprints, consihictlon 
sheet detaiis; and other specifications, including FHA manuals. 

(e) “Project" shall mean llie foUowiog:_^__ 

(1) '‘Stock” shall have (he mewing specified in Ihe beginning paragraph oflhis Agreement. 

(g) “Subcontractor" Shalt have the meaning specified In the beginning paragraph of this Agreement and shall include Subrantraclor's 
subcontractors, laborers, materialmen, agents, or employees, and anyone for whose acts any of them may be liable. 

(h) “V A** shall tneah the U.S. Department of Veterans Affairs, 

(I) fWork’-shall include, without limitation, any and all ofthe work specified in Paragraph 3 below, nnd any tmd all change order work, 
extra work, work Included on all Work Notification Forms, un^dgeled uoiiq and other work directed by Stock to be petfonned by 
Subcontractor; including but not limited to the managbnent, supervidon, financing, labor, mat^als, tools, fiiel, supplies, utilities, 
equipmc'nl arri services of every kind and type necessary to dlllgenlly, timely, and fully perform and complete it a good and workmanlike 
manner the Work required by the Contract Doaiments. 

(j) "Wotk Notilicadon Form”, shall mean a WTiltcn order issued by Stod: to Subcontractor specifying certain Work lb be perroimed; the 
lerrri Work Notification Form shall inelude fonns designated •’Purchase Ordre”, "Job Start Onler”, "Field Purchase Onlcr”, and other 
. similar designations and cotilairang certain information about commencing such Work and the payment forsuch Work, 


2, N^^-P-^^LUsn/rrY; The purpose oflhis Agreemenl is to fix the obligations of Stock and Subcontractor m lb the petfohnance by ■ 
Subcontractor of ceitam de^bed WoHb Subcontractor acknowledges that this Agreement is nonexclusive and that Slock Is free to 
eonlract with any other person or enttfy for the perfdtmnmre orv|tik which b the same oramilar to that described in this Agreement. 

Subconlracttr isalso freeio enter into third party contacts with smy other subcontractor, labbtcr and/dr iriatetiBlmtn for the provision of 
' the Work to be provided hereunder. Sub^tractar will ensure that such other woik performed by third pattysubcontracton, lid)orers end 
materialmen does riot inlrfere with Subcontractor's performance under the Contract Documcaila and all such Other contracts shall not be 

. deemedodIrcclconlracibetweenStockaDdauchthirdpertysubcoDtracwr3l8bon:ts,brn«lerjalmen. ThisAgreemcntshallnoibe 

cotbinicd as obligating Slock to accept bids or Issue Wotk Notification Fomts to Subcontractor. 
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' As sei forth above, in coijunclioh with this ABrtetnenl, Slock may issue Work Nolificailon Foims from lime to time,' covetiig ihe Work lo 
l« pcfftrmed and too for completion el each specific Job location. Subconlmclor^alj have no nUhority to commence Worknt imyjoh 
location Until it has received n Work Noiillcation Form for is spwlic Job location. It shall bo Sub conusor’s responsibility to obtain a 
' Woik Nolilication Form before beginning any Work lU 6 spedfic Job locaUon. In the event Subcontractor’s proposal, estimate or similar 
document is attached lo u referenced in a Work Notifieefion Form irsued by Stodc, only those terms -which delTnc or idenfify the worfi to 


DB perwniKu 07 ou^iiuuuor snail re mrerpoiaica as pan 01 me yroncnouncaiion ronn anofor Hus Agreement and any remaining 
portions of Subcontractor’s proposal, Ktimate or similar docincnl shall not be cottsidered part of the Work NoU’fiealion Form, this 
Agreement, w any agreement between Stock and Subcontractor. No subsu'tulions shall be allowed in the performance of ihe Work unless 
■ expressly provided in the Plans and Speclficfitions or eppIleaWe Work Nolificailon Form, and only then upon Suboonlractor first receiving 
all opproyals required from Stock for substitutions. Subcontractorshall indemni fy Stock for all loss; damage and expense Incurred as a 
result ofsuchsubsfitutions. whelherornot Subcontraciorhas obtained approval thereof 


'4. PRICING nnd PAYMENTS : Subcontractor te submitted to Storka Bidfihrqrosal pursuant lo Stock’s '“myitalion lo biff’ for Work, receipt 
of which is acknowledged thereon by Stock; which Bld/Pnoposal is mcoiporaled herein by referehec.- The Bidl/Proposol niay be modifi^ 
by Suhconiracior only by a suhsequenlwritten and dated atpendmenl, ns approved by and receipi of which shall be acknowledged thereon 
by Stock, whiclt approval Slock may wlhhold in its sole and absolute discrefion. Upon aceeplahcc and approval by Stock, such amended 
Bid/Proposd shall be attached hereto and incotporated herein by reference. > The Bid/Ptoposal in efTcct at Ihc lime of the issuance or any 
Work Notification Form shall be applicable to all Work to be performed Itecundcr, without variation, unlcs otherwise approved in 
writing by Stock. Subcontractor acknowledges that its cornpensaiiDn is a fixed coniraelual rale, subject to rnodilicatkm under the next 
clause of this contract for changes in the Work requited. Compensation unrkrthe Contract Documents Is nothoinfyumpcnsalion. 

Su bconlractor agrees that poymcnl shall be made to the entity named in the beginning paragraph of this Agreement, and not to any 
Individualperson vvhich provides Work pursoanito this Agreement. 


Nobvithslanding anything in this Agrecnientto the contrary. Subcontractor's right to any payment under this Agrcemenlis expressly 
contingent and coridilloned upon: (1) Stock's determinadon that alj Work to be perfotTned pursuant to n particular Work Notification Form 
' has been completed satisfactorily; (2) If requested by Stock; the Subcontractor delivering to Stock a fiill and conqricle release ofall liens 
and claims of Subcontractor end any and all o fils subarntractors end suppllets of materials, tabor, equipment, work, toots, services and 
other items fomished in connection wth the Work, and (3) Iftequc^ by Stock, the Subcontractor delivering to Stock oh aRidavit (in a 
form satisfactory to Slock) that provides that so for os Subcontractor is able (6 ascertain, no person or entity other than the pcisorts or 
' entities furnishing such waivers and rcIeasM, has a right to cny such lien or claim for maieri^, labor, equipment, work, tools, services or 
other items furnished in connection with the Work. 


Nnlvrithstandingtmy-lhingin this Agreement to the contrary, ifrequestod by Slock Subrontractor’s failure to supply llicse lien waivers rmd: 
' releases will negate any fcqu^ for payment until such lime as the lira waivcis ond releases are provided. Ifany lien or claim remains 
ouuiaiiding aflerall payments are made, Su^ntractor shall refimd to Stock all monies lhatStock maybe cornpcilcd to ^y in discharging 
' or resolving such Hen or claim, including, without limitation, attorney’s fees and co^ 1 f Subcontractor fails lo make any such tufurid 
within fifleen (15) da^ ofnoticc to Subcontractor 60 m Stock, Subcontractorshall be in breach ofthis Agreement, and Stock may, iu, 
addition to any other tight and remedy, withhold from any sums due or to become due Subcdnlractor. under this or any other Agrecmcot 
such amount as may be required, in Stock's sole discretion, to dlschi^e or resolve any such lien or claimi imd to reimburse Slock for the 
.applicable fees and costs incurred by Stock. Suboontroetbrsh^f defend, !ndemni(y and hold harmless Stock and Stock's punhascr from 
' the operation and effe^ of any Hen or cncurnhtance arising out ofthe performance of Subcontractor’s work, and shall turn over Ihe 
' property subject to Ihc Woik, including any improvements thereon, lo Stock five atxl clear ofall such Hens and encumbiancei Ifany such 
lien or encumbrance is darned by cny person or entity perfonning any portion or Subcontractor’s vvork. Subcontractor shall, immediately 
upon vnbal notice from Stock, discharge suns by payment or posting a sufijclcnlbond to transfer Ihc lien or encumbrance from the real 
property to the bond. irSubconlractor continues to receive payments from Stock, Subcontracbr will hold these payrnenlsand Ib'c tights to 
future payments Gum Stockin bust forlhe benefit 0 ^ and to be first applied to payment oflhose subcontractors, laborers, equipment 
suppliers and material suppliers who have pafomied any portion of Subcontractor’s work, before using any portion of such payment for 


any other purpose.' In the event Slock to reason to believe Ihai tabor, material: equipment or other o^igaiions of Subcbnltaclor ineurt^n 
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■ the performance orSubconuactor's wtk arc not being pmmpUy paid, Slockmay. upon giving wtum notice to Subcoalrador. take^y 
ilet« deemed necessary to ensure that any payments from Stock to Sub^ontractorshall be uirlized to pay Such obUgadons. Upto such 

wUlen nob'ce, Stoekmay require SubcontractoHo supply satisfactory evidence that Subcontractor's obligaUons have been paldor U> p^^ 

naynienlard performanci bond for the probation ofSlock. its purchaser, and those to svhom Subcontrnctorhasan obligation tbtpajmMl. 
Tire failure orSubcohtreclorlo provide eilhcrofthese means ofsecuriv shall oiaib Stock to retain out pfany payment due or become ^e 
10 Subconiraclora 'reasonable amount to prolcrt Slock from any end nil loss, damage or expense Including altome/s fees apsmg outofor 

relaUngtortnysudrcIalrhorUcnfiomorre to svhomSubeonlractDf has <m obligation undltheclaimorlienhasbeertsalisned by 

Subcontiactof.: 

Acceptance of Work and payment ihereforc by Slock under this paragrai* shall nolbeconstrued rrs awaiverby StockforWork^^^ 

LecKandshallnolrclSeSulxrontracrerfixmi liabilityundcrany w for defective VVork or for nnyoblrgaUon topafcim 

ttpifanty service Work. 






Lforestardnn^Workuitdern WorfcNolificaUonForm^ Subcontracmrdtall muncdiaUly report in ^UngloSlock any d 
deficiency variance &om oi violation ofany lavvs, ordinances, rules; legulallons or orders of any public nudiontrcs observed or know to 
SuLonwclor In the Work, Plriis and Specifications or at the job site. All Plans and Specifications fUmished to Sub«ntrpctorby Slo^^aro 

. L^roperty of Slobk rind shall not be duplicate or used for any purpose odier than the ^rform^^^ 

StoSc a\ Ore complefion of Subcontractor's Wort:. Subdontractor diall be solely responsible for all consirucbon imdtf Ihls Agreement and 
any Work Notificadon Form, including the lerhntques.scqueireea, procedures and means, and for coordmaUon of all Wotfc 

subcontractor has made an independent investigation of the site* and the soil conditions and has safisfied ilseiras to ail ofth^ conditions 
such that the Bid/Proposal include payments for all Work which may be performed by Subeontmetor to overcome ^yunanUep^d. 
underground,dr eonrSed condidons. Subcontractor waives any and ail rights and claims for any changes to Ore Work NoUficabon Form 
a^ourfortry items or claims which Subcontractor could have become myarc ofprior to accepting the WoricNoUJicat.on fomi and/or 
■ commencing Work thereunderhad its c«minetlons of the Pngeclfacen conducted h a reasonaWe manner. 

•SubcontractorshallberesponsibleforinspectmganywrkofBnothercontrBcwfoalmaya^^^^^^^ 

•Siockany defects in such work upon discovery oflbc defect prior Iwommencmg any podren pf the Woric. or rtshall be d^cd to have 
accepted such ivotk as correct and fit to be accommodated into its own. If Subcon^^r shall be deloyr^m the rximinencOTroL ^ 
prScuUdn, or completion of the Woric orshall be obstructed or hindered In the orderly progress of the Woritby an ^ ' 

omission neglect or defeult ofStock; any architect rmolher contractor or subcontractor, or any of their respective ^nt or ^Pjoyw?. 

byanyca'usebcyondfoccontrororSubcontrucbr.foenthetimeroced for completion offoeV^m^ 

Sandon!yirSubcontrac,ornolificsStocki,,writinEwifoinrortyreigbt(48)houmorthedueovc^offoec^^ 

Subinliucir extxussly agreesnot to make, aixl hereby wiVe^ any claim for damages on account of imy delay, obsbudlon. 

’fiw any cause whatsoever. incIudmB but not limited io, the aforesaid causts, and agrees that Subcontractor's sole right and remedy in the 
^e ofany delay shall be an extension of the time fixed for con^letion of the Work. 

. nori«r.mnNOFWORK:.SubconlraclorshaIlcooperatewifoaUofocrcr«lracto.sjms.gcdbySroekrofo 

Lttreimlbdcdundri ^ S such other eontmetars accca to the job site necessary to perform their eorUrads. Subconlraclof riiall ^ 

nerfoSr^ork In., prompt arid dUiBentm'ahrierwherreversuch,Wo,k.or^^ 

«sSmaydirectsoLtopromofolheproBressortheentireProject.SulreonlrnclorshaIlnaldelayorofoe.>visemlafereiwfo 

the work of Ly other contractor on the job. If the work or propcity of aoolher is hindered, dameged by Suhrenuwfor, 

r®- ^ - L.._„.k..iiA-^.,..i.i„«.<T«:Tnnin«tbvsuchDAerBartyBndVflUeauseBllsuchdaTtiaBCiobecorrectedlolhB 


SSa;::S;:.«;u;Slock. An;ruaterialsthataretobefiimished^Subcon^ 

fmelo enable Subcontractor to perform and complete its Woric with the time or times provided for herein or In Wo* Nol.licabon 

r lT?n ihe oninionofSlock. b its sole disoetion. Subcontractor foils behind m furnishing the necessary labor and/, or materials to 

Sihe’schedule edablishcd^Slock. then Subcontractor shall lake such steps arid actions as are deemed ne^ by Slock to improve 
the rate ofpro^ Inciuding. but not limited to. increiing the labor fottr; number of shills and/or vmrksuch overlune as may be 

SrerLa[E«pense.fob,ingitspartoftheWorkup-fofoesch-eduleesublishedbySlock Subcon^^^^^^^ 

orsuchdela>s by Subcontractor; Time is qfthc essence b this AgnremenL._ 


pageBofn . 
: Rev01/07/20n 


• Stock Initial s 

• SubcnntractorlnitialS jV-;* 







SubcunliacBr shall peribrm all labor in a thorough and woifananlilcc manner, accwdinglolhehighcst standards of the hade* 
Sul^ntraclorwmmts that all la^r done and any materials furnished by Subcontractor vdll rocel or exceed EHAmlrtiroumprop^y 
standards. VA requirements, imy applicable building code retirements and nil Slock requirements, Should a dispute ameas to Ihcpropt 
intctpreiaiion of this Agreement, or any wrk or material performed or fiinilshed hereunder, which conceiiB the parlies hereto only, 

Avhich concerns Subcontractor nnd any other contiactorts), subccnlmciorfs) oriupplierfs), the dispute shall be decided by Slocfe whose' 
decisioti Iher eon shidl be final and conclusive; In any event, and In spite of any dispute, claim, or controversy arising oul of this 
Agicemerit; Subcontractor shall proceed dijigently with the Wori^ pauling final delcrrnnatit pursuant to any disputes clause or pui^nt 
to any other action taken with respect to any distla, claim, or controversy. 

7 ; JjIatF.RIAI-'? and EQUIPMENT: Subcontractor shall secure and maintain material ordered by Subcmuraitr unlit coirpicllon of the 
Work and satisfaction acceptance by Stock. Subcontractor shall be responsible for the receipt, delivery, unloading, hoisting sinrage, 
svarchousing, piolecUon; insurance and all olher risks ofloss relaUng to any malcMls or equipmeni Subconlractor is to furnish, install., 
provide, or have provided to It under this AgreOTcnL Subconlnctor ^11 keep adequate supply of rnalcrials 6 ri hand at all times, as 
required to meet produttion schedules.' Subcontractor stiall be responsible for the security of all tnalcrials on the jobsite.; Futiher, if the 
Work requires the insiallation of materials Jiimiied by olhet^ It shall be the ^onsibiiily of the Subconlractor.lo examine Iho Items so 
provided, and la Ihereupoh handle, store, and Install the items ^Ih siicb sldll and care to ensure a sarisfartoiy and proper instaUBlion. . Loss: 
■ ordamage to the materials due to acts of negligence by the Subcontractor ^all be deducted from any mhounis due or to become due to 
Subcontractor. 

8 gt tHCONTRAr-TOR RFPPBgFtJTATinN.Sr Subcontractor reprints and warrants that it is fully qUBiiCed in all resp^ to peribim the 
Work and shall at alt limes maintain strict dlsciplinc'nmong its employees.' Subcontractor shall supervise nnd direct the WoikeompetenUy 
. and cfiicienliy, devoting such atlentioh Ihereto and applying such skills and expertise as may be necessary to peribrm the Wotk iii 
accordance with the Contract Documents. Subcontractor shall be responsible to see that the Enidied Woric complies accunlcly with the 
Contract Documents. Subconlraaor agrees not to employ any person unfit or without sulficlenl skijl to ptrfoim the Job for which 
Subcontractor was retained for the ProjccL Subcontractor agrees Bint Slock shall not provide training of any kind, Accordinglyv it is the 
sole responsibility mid expense of Suhconiractor to provide training for the Subconlracloror its employees, agents, orsubconiradois. 


Subcdntraclorshall not discriminate against any employee or afplicant for employiiKnl bccaise of roce, med, color, sex, age of rialionat 
origin. Subcontractor shall comply ^th all equal opportunity or Bnirroafive action requiremenls or plans os may be setforth in the 
ConlraelDocumenis. 

■ Subcontractor shall cl oU limes remain an indej)endenl contractor, solely responsible for the Work, methods, lechnlques. procedmes and 
supervision and coordinating ol portions of the Work to be performed under this Agreement and Field Guidelines; No provision hereof 
shall be coostrued to make Subcontractor. Stock's agwL AH person employed by Subcontractor, or Subcoolreclor'S suh^oniractois to . 
pcrlbrtn services in connection with Ihis Agreement shall be under the exclusive control nnd direction of Subcontractor or Subcontractor’s 
subeontraejors, it being the IntenU'on of thc partjcs that Subcontractor arid ils subconlractois shall be nnd remain hn indcjrendent contractor. 
Stock shall not exert oetual rontrol, nor possess the right to control, the nctions of the employees of Subcontractor or Subcontractors 
subcontractors In performing duties under this Agieement 

:.Subcdnlractor shall fiilly protect the Work fiom loss or damage and shall bear the cost of any such loss or damage until final payment has 
be'enmade, If Subcontractor or any one for whom Subcontidctorls legally liable for is responsible for eny los or damage to the Work, or 
other work or malcn'als of Stock dr Stodt’s separate contractors, Subcontractor shall be charged with the same, end mty monies necessary, 
to replace such loss or damage shall be deducted from any ainotwis due Subeonlnretor. 

• Subconiraeior shall not load nor petmii any partofanystrocture or property lobe loaded in eny manner that will endanger lliatstniclure or 
: property, nor shall Subcontractor subject any part of the Work or adjacent proper^ to stresses or pressures that will endanger it. 

. LICENSES nnH PHRMlTS i Subcontractor shall, al Subcontractor's sole expense, hold and maintain all required licensesrohsteai 
r 3 mripiie£H»fmfe and shall comply with all lavra and ordinances and the iuIcs.regulaaons. ond orders of all public aulhorillesrelaiing to 

■ the performance of the Work, In the event ortemunation ofthls Agreement, Subcwilracior shall immediately transfer ondnssi^ to Slock 
. any and all applicable 'certilicates,-per=lls, contracts, subcontracts, and purchase Orders relollng to the Work. Subcontractor agrees that 

■ .Slock is not responsible forproviding any tools or bwcfils for the Subcontraeloror its employee^ agenls, orsubconimetdrs. 


Paged of 12 
Rev 01/07/2011 



Stock Initials, 
Subcontractor Initials 





10. BH Gp,LAlC>P.y COMPUANCE and HAZARDOUS SUBSTANCES : TTic Occupallonal Safely anti Health Act ol’ 1570, ns 

amended (OSIW) has established i^ulalians entitled OSHA Hazard CommunlCBlion Slnndiutl. AcconJing la the reflations, 

manuracfuten of hazardous materials are required to Fumai Material Sarety Data Sheets (MSDS) giving information On proper handling 
nntf prcCEU^nary meKuresin using the nuterials. Many substances comriionly used In tesidenu'nl constnicilo n fit the dcsen'ption of 

■ hnzanTous maienals established by OSIIA- Subtantrador shall comply vwth all OSHA regulations pertaining to' the wnicn^ any materials 
used in the work. Subconliaclor shall have sole and exclusive respqnsibilliy for training ils employees, siihcbntiactDts and suppliers in the 
proper handling offaazardous malMals and any precautionary measures requited. Subconlraclnr shall supply all protective ebthing and 
devices necessary to protect its enqjloyces, subcontractors arid suj^lieis Both ha^rdous mataials while on the site. Subcohiraclor shall 

' oblaiii an MSDS's pertaining to any hazaidbus material used br.created iii the process of performing the wo A, and shall dislribute «pies of 
• snrdt MSDS's to Con^any and to all other conlmetors. subcontractors, and suppliers perfonhing wortt on the site. SubconlmciOrshaU also 
: obuiin from all other conlractots, subconli^rs and suppliers perfotm^ srort on the site, copies of all MSDS’s for alt hazardous 
malcrials used or created by such contractors, subcontractors or suppliers, and shall retain copies ofsuch MSDS's and provide tliOT to 
Subcontracior’s emptoyees, subcontractors and sippliers rss requited by the OSHA rtgulailons. in other words, Subeontmclcrmusl 
; exchange MSDS^ with all other eoniroctore, suboonlractors and suppliers, and implement a training progtatn for its etrtploytes. 

; Subcontractor acknowledges and undetslands that the Project may be subject to the tequiiemenls of the Nah'onal Pbllulanl Discharge 
Elimination S>slem, ns amended (NPDES) and Clean Water Act, as amended (CWA). Subcontractor is fully aware ofthe NPDES and 
CWA and shall not In any,way interfere, damage or in any way negatively impact the structures and /or procedures in place or to be - 
implemented at the Project pertaining to NPDES and CWA. Submntraclor shall be responsible for any loss, damage, fine and penalty 
incuirod by Stock or ils affiliales due to acts ofnegligenocby the Subcontractor and surh costs and expenses shall be deducted from any 

■ amuunts due or to become due to the Subcontractor. Further, Subcontractor shall indemnify Slock for any and all costs, fines, penalties and 
e.xpenses iricuried by Slock as a result of violations ofNPDES and CWA caused by Subcontractor. 

11. EMERGENCIES; In the event of an wowgency affecting the safely or proteefion of persons or the "Work or property at the job site or 
adjacent ihixeto, SubMnlractor, vnlhout special instruction or autbbrizalicn from Slock is obligated to act to prevent Uuealcred damage, 

■ Injury or loss. Subcontractor shall give Slock written notice within twenfy-four (24) hours allcr the occurrence of thecmcrgeni^', if 
Subcontractor believes that any significant changes In the Work or vanallons front the CobtnaDocurhents have been coused tlr'creb^'; If 

‘ the Slockdctermines that a change In the Contract Documents is required because ofthe action taken in respaitse to ah emergency, n 
Change Order shall be issued to document Iheconsequmccs ofthe changes or voriations. IfSubcontractorlails to provide the twenty-four 
. (24) hour written notice noted ^ove, the Subcontractor shall be deemed to have waived any right it otherwise may have hod to seek an 
. adjustment Pricing or an extension to the lemr of this Agreement. 

12. ASSUMPTIObl OF LTABTLITV; Subcomraeor^ agrees to, and hereby does, nssumc full responsibility for any and all acts, negligence or 
omissions of Subcontractor's employees, laborers, agents, ihaicrialmcn, and subcontractors and any and all employees and agents ofthe 

t aforementioned, mri any and all other persons doing work under an oral or wrillcn order or conlractwilh Subcontractor. 

I3.. INDEMNIFICATION. HOLD HARMLESS te. DEFENSE : The Work performed by the Subcontractor shall *be at the risk of the 
Subcontractor exclusively. To the fullest extent permllted by law, at Subcontractor’s sole expense; Subcohlractorshall Indemnify, defend 
ond hold harmless both Stock and the Owner (If diffeicnl from Slock) on^ their DfHliaicd companies, parenls, subsidiaries, partners,'joint 
ventures, representatives, members, designees, officers, directors, shareholders, cmplo>xxs, agents, successors, and assigns (collectively 

■ referred to as •‘Inderimified Party/ics") of, from, and against enj* and all claims concerning, pertaining to, related to. arising out of and/or 
connected with the Work end Contract Documents, including but not limited to demands, suits, liabillu'es, causes of action, damages, 
claints for bodily Injury, death or’ damage to property, judgments, contractual liabilities, includihg costs and ex^n^ ossacioled thereto 
which Include but is not limited investigative ond repair costs, attorneys', fees and costs, consultiuits' fees and costs, wd plher expenses, 
any of which ariac out of, retate (o, rcsull .fram, are occasioned by, contributed to by, connected with and/or are in any way caused. In 
whole or in pan, by the acts of, omissions, friilures andlor. performance by Subconlraclor and/or any of its subcontractors, laborers, 
materialmen^ agents, oremployees, dr anyone for whose acto any of them may be Habje, as to any of the following (coHecuVely icferTncd to 
as "Claims”): 

(a) .Work as required by Ihe Contract Documents and tinder ihb Agreement; 

: (b) construction or others services as required by the Cdotraci Documenls end under this Agreement; 

' (c) materials furtiished'as required by the Contract Documents and under this Agreement: 

(d}Vk)Iations or alleged ylolalions of Occupational Safety and Health Act of 1970, as wended, or to regulations promulgated thereunder, 
ond/or to violations or alleged vblations similar stale laws arid regulations; 
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(e}!njurics ofTlo an’d/or desiniclion of tangible property, inctuding the loss ofiue or economic f resulting IhcKfiom; 

(Odefectittly perfotroed and/or alleged defectively petfonmed Work by Sulieontraclor cnd/or any of its subcdnlraclflts, jaboiets, 
materialmen, agents, or employees, ortmyone forubose acts any oflhein may be liable;. 

(g) breach of this Agreement; and/or 

(h) acts or omissions which include negligent'or wiltfiit misconduct of Subconirauor ond/or any of its subcontraclois, laborers: 
materialmen, agents, or employees, or anyone for whose acts any oflhna may be Gable, whether active or passive. 


in Whole or in Part : Subcontractor's obGgelion to indemnify, defend and hold hannicss the IndcmniGed PaitiK, shaH nulheconslrocd to 
negate, abridge, or otherwise reduce any.'olhcr right or obligation orindemnity.which vvould otherwise exist (o any party or person 
described in this Paragraph 13a 

.Subcontracur's obligation to indemnify, defend and hold harmless the indemnified Ponies is applicable whether any Claims an: caused in 
part by any of the In^mnified Parties, whether active or passive. 

Subcantiactor's obligaiion to indemnify, defend and hold harmless llm IndemniGed Parties is applicable whether any Claims are caused in 
part'by the concurrent zef(s), ornissi6n(a) by and/or negllgena'of any of the indemnified Panics, whether nctive or passive,:provided 
however, said IndemniGed Party shall not be indcmnined for Its own sole negligence or willful miscon'ducl, 


l.imitations on Obtipelifms S' Florida .Statutes. Section 725.06: With regard to any and all Claims; Subcontraclor’s obligaiion to indemhify, 
defend and hold harmless the Indenuiified Parties shall not be limited in ariy way by any limitaU’on on the amount or type of damages, 
eompensallon, insurance tequlremenls and limits set forth in Exhibit or benelits payable by/rorSubcontmetor or, any sub contractor 
under workers* or workmen’s compensation acts, disab'dify acts or olher 'employee benefits ads. Nolwiihstandiiig Ihe fottgoli®. 
Subcontractor’s obligaU’on to indemnify, defend and hold harmless Ihe IndemniGed Parties shall be limited to the greater of;. 


. (aJA maximum ofSS.OQO,000.00; or 

(b)the amount ofthis Agreement sum; or . ... . .. 

(c}ihe maximum amount of insunince coverage limits avaibbte to Ihe SubcontiaLClorunder&ny and all policiesof insurance and applicable 
to MyClaim(s). 


. The parties agree and ocknowicdge that this limitation bears a reasonable commercial relationship to this Agieemmt end the services being 
provided hereunder, and this indemnity clause Is intended to coa^iiy with Ihe Florida laws on indemnity and specinenlly to romply with • 
Florida Statutes. Section 725.05, including any amendmenls Ihetel^ and is 16 be interprefed in such a vky as to be Ri lly enforeeablo. if any 
w-ord. clause or provision of this Paragraph 13 is determined not to be in compliance with Florida Statutes, Section 725.05; ihejuding ony ■ 
amendments thereto, it shall Ik inerfeedve and the remaining words, clauses and provisions shall remain in Ml forte and olTecL 

Duly IQ Defend: Subcontractor’s duly to defend Under this Paragraph 13 b independent and separate tom its duty to iiidemnify end bold 
< hamiless, and the duty to defend exists regardless ofwy ultimate liability of Stock and/or any Inderoniried Party. *1710 duly Id defend ari^ 
Immediately upon prcscntou’on ofa Claim by any peison or entity with wrillen notice of such Claim being provided to Subcontractor. 

' Survival Provision ; Subcantiactor's obligation to indemnify, defend and hold hamless vrill survive the expiration or eoHicr IcrminaU'on of ' 

I this Agreement until it is deiermined by final judgment that an action against ^e indeniiined Fat^/ies for any and all matters Indemnined i 
is fully aad iinaily barred by the applicable statute oritmiuUons.' 


Waiver of .Suhitigaiioni Subcontractor waives any'ri^ls of subroguion gainst Stock and shall rtiiuire any of Subconlracto'r’s' 
.subconitaeiors.'laborers, tnalcrialraeii, agents, or employees, and anyone for whose octs any of Uicm may be liable Id wive , their 
subrogab'on rights against Stodc. 

■ Secure Perlbtmance : At its sole discretion, Slock may vrilhhidd, from lime to Gme. tom any monfes otherwise due Subcontractor 
hereunder or under any other contract or o^cnienis. a sum of money; which, in the sole judgment ofStoelf, shall be suBTcient to secure the 
performance of Sul^ntractor’s obligations under this P^graph 13. 

Notice! Stock shall provide witlen noGee of any Clainu wlhin sixty (60) days ator Stock becomes reasonably aware thatSulxxinlracior 
may.be liablo foreny such Claims. 

14 . .SliBCONTRACTOR WARRANTiF5i ! Subcontractor represents and vvananis to Slock that all equipment ond materials prorided by 
' Subcontractor end incorporated in ihe Work will be new, unless otherwise s^iGed In the Plans and Specifica||ons, end together with Ihe 
Subcontractor’s Workshall be of good quality, toe of defects and in confonnity with the Condacl Documents. It Is undctslood between 
the parlieshweto that all c^i^ni, materials and Work not so in confomuty shall be defeedve. Subcontractor ^cifically agrees that it is 
responsible for the prolectidn of the Woric until Gnal complcilon end that Subcontractor will make good or rcpiBce.at no expense to Slock, 
any damage to Ihe Work which occurs prior to said final conqilcGon. Inspection by Slock shall not relieve Subcontractor ofils obligalians 
herein . SUBCON TOACTORFIJRTHER WARRANTS THAT AIX LABOR AKD MATERIALS FURNISHED BY , 

P0gc6ofl2' 
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SUBCONTRACTOR SHALL BE FREE OF DEFECTS FORA FERIOO BEClNNjNG ATTHE DATE THAT STOCK CONVEYS 
OF THE SUBJECT OFTHE WORK, (HOUSE OR CONDOMINIUM UNIT) TO A. PURCHASER OF THE HOUSE OR 
CONDOMINIUM UNIT, AND CONTINUING FROM SUCHDATE UNTO. THE LAST OF THE FOLLOWING TO OCCUR fll ONE 

. VT7A D»/^\ ITHD .*rLlI7 ni tt> A*rir\vrOT? t II . ..MW ^ ' 'Vi 


■SUBSEQUEm" PURCHASER, OR ANY OTHER PERSON OR ENTITY, IF ANY., SUBCONTRACTOR AGREES TO MAKE.'AT 
SUBCONTRACTOR'S SOLE EXPENSE ALL REPAIRS AND CORRECT SUCH DEFECTS IN ORDERTO MEET ANY OF 
•SUBCONTR/^CTOR'S WARRANTY OBLIGATIONS WITHIN EIGHT (8) HOURS OF.NOTICE (ORAL OR'WRITTEN) OF. SUCH. 

. DEFECT IN an EMERGENCY (DETERMINEp BY STOCK HI ITS SOLE DISCRCTION) AND ‘WITHIN FORTY-EIGHT (AS) " 
HOURS OF NOTICE ON A NON-EMERGENCY BASIS. laaddiUon, Subconlrertor shsll (ransFcrjiny End nil oppllcahle maiiulkturer's 
wairanUcs, (ogelher with ail service and operatine msnuats for materials fUmisKed by It under this Agrtetnent, to Slock Mien the \Vork is 
completed or this Agreement is lenninated, Viiilchcver, Occur ErL The wananly canlained m this paragiapli 14 is in addition to any oth er 
speciaJ wananUes required by eonlraet or law, and such wamm^ does not negate Or abridge SlocJc’s ri^t (p Kjert claims For late'nl or > 
patent defects in accordance with appEcable bw. 


'The Subt^nlractor agrees to uitsiy such waminiy obligations which appear within (he waitanly or guaMlee periods canblished in the 
Contract Oooirhents without cost lo the Owner or the Contractor. If no guarantee orw-afrahiv is repuirefl nfiln- Coniraeinrin the Contract 
Documents, tlien iheSobeonlraclorshnll miaranlee nr wanranlv the Subcontractor Work For tlie neriott nFon,. Iho pnlefs I of 

conveyancclothc end user. = ‘ - - 

The Subcontractor tbriher agrees to execute ony special guaranty or warranties that shall be required for the Subcontractor’s Worit orior' 
to final paymenl. > , r 

All guarantees and warranUes must be submitted to the Contractor in a Ibtrh acceptable lo the ConUactorpribr to and as a contSUan for 
final payment. ' ■ ' 

Subcontractor expressly agrees that all Warranties made by it in this Agreement shall survive the letml nah'on or expirafion of this 
.'Agreement fiir any reason prior to the expiration orihefiill warranty period. . .. 

If. .BII P . fi . IS . H .. Stiil . RFDRIS : &bconlractor agrees to keep the job site and adjoining property free of Waste material and rubbish caused by its 
Woik or that of its subcontraclOR arid lo remove all waste materials and lubbirii on completion or terminab’on Ofils Work logeiher with al| 
tools, equipment, ^ machloety. Sobciintiactor agrees that upon leniiinallng Its Work at the site, Subconlraclor shall epnducl gensral 
clean-up operations, including, but not limited to, the cleaning of glass surftces, paved streets and walks, steps and mlarior floors and 
walk, where applleahle. Any pcRonal property lefl by Subeontrabibr bn or around job site for thirty (30) days Jbllowing complclion of Utc 

Work, e.\c|udlng any WorieperformedpuRuant to wuirantyscrvi'ce obligations, will become thepropcrtyofSiocfc ' 

16, ^$S|GNMFNT: Subcontractor shall not assign this Agreement or any payments due or to become diie hereunder without ti\e prior vwillen, 
■ consent of Slock, which consent may be withheld In the sole discreb'on of Stock. Payments to Subcontractor'will be made in accoidoncc 
witli Stock's current prublishcd payment procedures, as the same may be amended from Erne (o lime. Paymenl lb Subeonlrartor of all or 
any portion of any progress payrnentorlhe final payment riutUnolconrtitulcorimplyorbe evidence oTpcrformancc nflhcWorkby. 

. Subronlracwr or acceptance of any portion orSuheoniractbr’s Work by Slock, or in anyway waive or afTccl Stock's claims or rights • 
againstSubconirador. 


17. CHAN.GES*. Slock reserves the right lo make changes in ihc Work in the nature of additions, deletions, or modiEcaUonS; without 
invalidating this Agreement and agrees to make cotrwponding adjuslmenls in the contract price and U'me forperforinanee. All 
changes will be authorized by a new written Work Notification ■ Form which will include confoimlag changej in any 
Bi^roposah paymenc schedule an'd/or lime for performance. 


I f INSURAN CE REQUIREMENTS: Subcontractor shall procure and maintain insurance policies in the fonn and amounts as set 
farlh on Exhibit “A”, attached hoeto and incorporated facitio by reference. AH coverage shall be placed with, an insurance ■ 
cameRduly admitted in the Stale of Florida and shall be reasonably acceptable to Slock. All insurancecairieR must maintain an 
A.M. Best rating of **A-Vnr or better, Certified copies of all insurance policies must be made available and provided to Stock 
within icn (l6) days ofStock'a request The word "Claims” used in this Paragraph |8 has been defined in Paragraph 13 above. 


EndoRementS in Insuranoe Policies^ In addition to Exhibit “A”, the Subcontractor shuli and maintain commercial general llabilitj’ 

Insurance bn ISO fonn CG 00 01 10 01 (or a substitute foiin providing coverage equal to or grealCT than said form). All policies of liahilitj 
InsuranceshaU contain an Additional Innired Endbrseroent on ISO form CG2D 10TTS5 (orh Substitute fbnn oro viilinB covcraec eduai 
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Dr greater than said form which would at d minimum eddiilonal insured slalus with respect arising out of Subcontractor’s Work pursuant to 
the Goniract Documents and which provides edveroge both during the products completed operations imajd period.) Such insurance shall 
. cover liability arising out orprcmiscs, opirratiors. Independent contractors, products-completed operations-, petwnal rjnd advertising injury. 

' bodily injury, property damage, and liability assumed under an insured contract (including the tort liability of another cssumed in a 
' business coniiact).- Thera shall be no enddtscmeiil or modification of the commercial general liability, mccss orumhrejla coverage fomis- 
. which contains any of the Ibllowinp 


(a) Limitations or Modification ofConlrociual Liability Language; 

' (b) Limitations or exclusions lor Damage to Work Performed by Suli Contractors; 

(c) Limitations or Exclusions forResidcntial Work 

(d) Limitations or Exclusions for Multi-Unit Dwelling 

(cj Limilalidns or Exclusions lulaled to explosion, tallnpse, underground property dairagt; 

(0 Pollution Exclusions: or 

(g) work pet-rormed by subcontractors. 

AridirionnI Insured: Stock shall be named as an additional Insunxi, loss payee and certificate holder on each of the fwlieies as outlined in 
Exhibit “A". Coverage under all policies shall bc aiforded In the additional insureds whether or not any Clatmsareaclilally in litigation. 


Stock shall remain as an additional insured on each policy for a period not less than ten (10) corrsecuSivc years froin the ^te of final 
completion of the enfirc constniclion project that is the subject of this Agreancnl and the Contract Drscuments regardless oflhts dale-when 
the siibcantmctof. Subcontractor’s subcontradors, laborers, roaterialmen, agents, employees, end/or ftnyohe for whose acls any brihem 
may be liable, completes or finishes any Work or any other construetion work, andiof reganllcss of the dates any ccrlificates of occupancy 
arc issued. Subcoatraaor's obligation to have Stock remain as an additional iiisured on cadi policy for a period notless than tm (10), 
corisecutlvc ^'ars fium the date of final completion of the entire conslrucfion project will survive the explralion or earlier temunallon of 
this Agteeineni until any and all Claims are fully and finally barred by the grcniir of any and all applicable statute oriimitalion or statute of 
repose. 

Pfinritv of Insurance Coverage : It is the Intent of the patties, that all available and applicable insurance covepige of the Subcontractor, 
whether p'rimao' or excess or umbrella policies, be primary coverage for nny nnd all Cl^tns concemirig, pet«inlng to, related to. Rising out 
of and/or cbtinecled with the Work and Contract Documents, regardless of who makes said Claims. Furtlter, the parties iniuiJ that St^s 
insurance policies be excess over any nnd all available and applicebk insurance policicsof Subcontractor for the purposes urindemnit)’ end 
defense orSlock. 

; rertincUEsofinsurance : Prior to comrneneing any Work under this Agreement, Subconiredor shall submit to Stock copies of policies or 
Certificate orihsurance that conllim appropriate insurarjee coverage. 

i Eaclt Certificate ofInsurance shall provide that the insurer must give Slock at least ninety (90) days prior written notice of non-renewal or 
. material change in coverage and terminaU'on of the coverage Ihetcunder. Not less Ihw two (2) weeks prior to the expiralkin. cancellation 

or temtlnniion of any such poliry, the Subcontractor shaii OTj^ly Slock svilh n new and replacement Certificalc of Insurance and additional 

Insured endorsenKnls ns p'roafor ronewal/replncement policies of insurance, 


■srihcnntrnctnr’ji Noiiee (n Insurance CarrieTS and Agents; . Prior to corhthencing any .Work under this Agreement, Subcontractor must 
provide a fully executed complete copy of this Agrpment with Exhibit "A" and all amcndmenls to each of Its insurance agents and 
insurance carriers. Wilhm ten (10) days aRd execufiotr by the parlies of any future amen^cnls, modiCcaiipns, additions, deleU'bns, 
• charges or addendums to this Agteenwii, Subeontraclormust provide a Rilly executed complete copy ofthls Agreement ivith Exhlbir.-'A”. 
as amended, to each of its insuriurce agents and insunmee carriers,. 


<;Mbrr%nimrtor’«! Subcontractors : Subcontractor nclmowledges il shall not subeonlracl any part of this Agreement without supplying Stock 
proof that all Subcontractor’s subcontractors, laborers,' materi Jnren, agents, or employees, Md any^one for Whose acts any of them may be 
liable, obtains and mainralns appropriate insunmee coverage as detailed in Exhibit **A'’. It shall be Subcontractor’s sole responsibility to 
ensure Uli Subwirtractor's subcontractors, laborers, matoriatmen, agents, or employees, and anyone for whose acts any of them may be 
liable, fuily complies with this Para^aph 18 and Exhibit •'A", and future amendments thereto. 
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Aiiditionally, and prior to cpmtnEacemeni oftha Work, ihc Subconlnctor sbalCprovide Stock 'v\-ith a Certificate oriiuurance shoeing 
insurance coverage, in compliimce with Exhibit “A” each and every Subcontractor’s subcontractors, laborrts,' materialmen, agents, and/or 
employees, and anyone Tor whose any ofthen may be liable. Coverage shail beno less than the limits ns described in Exhibit’VC’. In 

ihe'event any of these policies are terminate Tor any rettson, the Subcontractor shall provide Stock copies of Cetiiitcales of Insurance 
■ showing replacement coverage in eompllancc with Exhibit “A”. 


Waiver of Siihrogaiion from Insurers! Subeonlraciar ^all obtain from each of its tnsurrn, a wniver of subrogation as |o each of its 
Insurance policies, in favor of Stock with rbipect (o any Claims concerning, pertaining to, related to. arising oul of aml/or connccurd with 
the Work and ContractDocurnenis.. 

Breach ! Failure ofSubcoiitraclor to maintain complete end epptopriale innremee is a material breach. In this eyeni, in addition to the all 
Other remedy provisions' in this Agreement, Stock can elect to termlneie this Agreement or to provide Jnsumnee at Subunlracior's sole' 
expense; in neither case, however, shall Subcontractor's liability be lessened. 

19. COMPLETION: ' Iinmediately upon thepcfTormanee ofany partofihe Wotk.nsbelwoen Subconlruclorand Slock, title |hcrelo shajj vea 
in Slock to flie extent permitted by law; provided, however, the vesting of such title sholl not impose any obligations on Slock or relieve 
SubMotiBCtor of any of its obligations hereunder. Upon cotnpierion of the Work described in aiiy Work Notification Fom^ Subcontractor ■ 
shall request the Stock representative oh thejob site to confinn completion of the Work, 'niereafler, provided that Subcontractor is not in • 
breach of this Agreement, and provided that Suheontractoris otherwise entitled to payment under this Agreement, upon notification to 


Form and the Did/Proposal xvilhin sixty (fiO) days fallowing Stock’s receipt ofa request for payment from Subcontractor.. Subcontractor 
hereby ogrees that If Subcontractor fails to request from Stock any sum, including, but not limited to, wages or conlraa sums due under this 
: Agreement or any Work NoUficalioh Form, wthin ninety (90) days fiom the dale they became due, said sums to Subcontractor and . 
Subconliactnrshall have no cloim thereto. 

m WAtVER ; TO THE EXTENT NOT PROHIBITED BY LAW, CONTRACTOR HEREBY WAIVES AND RELINQUISHES ANY AND 
all statutory or contractual RIGHTS THAT ITMAY HAVE TO OBTAIN STOP NOTICESibR LIENS, MECHANICS’ 
i OR OTHERWISE, AGAINSTTHE PROPERTY ORIMPROVEMENTSTHAT ARE THE WORK AND AGREES NOTTO FILE ANY 
SUCH NOTICE OR LIEN AGAINST SUCH PROPERTY ORIMPROVEMENTSFOR ANY LABOR, SERVICES, WORK, 
MATERIALS, EQUIPMENT, TOOLS OR OTHER HEMS FURNISHED TO ORFOR stock: TO.THE EXTENT NOTPROHIBITED: 
. BY LAW. CONTRACTOR AGREES TO LOOK SOLELY TO ITS CONT^CIUAL RIGHTS FOR RECOVBRY.^^^^ 

2 |. TAXES/CHARGES! Subcontractor shall pay all taxe^ contributions pn^or premiums payable on its employees or on its operations under 
workws' compensation laws, uoemploymwt compensation laws, the Federal; Social Security Act, hcahh and wellaxe beriefit plans, gross 

• business taxes, sales and use taxes, eontrihulionsahd/or premiums which arc paynbic by the employees and the Subcontractor shall ' 
iRdcmni^, defend and hold Stock harmless Com all liability, Iob wd expense resulting from Subcontractor's failure to comply with lliew 

' requirements. Subcontractor shall comply wTh all rules arid regulaions at any lime applicable hereto and shall, on demand, substaniiBle to 
■ stock's reasonable sallsfactioh that all (axes and ch^es arc being properly paid SUBCONTRACTORSHALL BE SOLELY 
R^PONSIBLE FOR WITHHOLDINGT/OCES, SOCIALSECURiTYTi^S AND STATE UNEMPLOYMENTTAXESFORALL 
EMPLOYEES OF SUBCONTRACTOR 

, 22. DEFECTIVE WORK; Should SiockDoti^SubcontrBctQr(orBliyormwriling)lhBtanyp3it6rihc Work Is incorrecl and doesnolconfonn 
-. ib the terms of the Contract Doeumehts; Subcontractor shall immediolely being to correct such dercctive work and shall complete such 
corrected s^rk within fi)rty-eight(d8) hours unless Slock shall ogrte'in a longer period, HSubcontxaclor relives to perform any corrective 

• work; Subcontraclorshall cvalvc the above described rotty<ighl(48) hour period and siidi refusal or foiliire Iq perform the conacllvc ivoik 
shall be deemed a default by Subcontractor hereunder. Subeontractor shall bear the entire cost ofsuch corrective work, iricludt'rig any cost 
incurred by the disturbance ofwork completed by other centraeUxs, 

23. HREACHt SUBCONTRACTOR SHALL BE IN BREACH OF THIS AOREEMEOT IF:. 

(a) : Subeonltaclor’s Work is defective and not ttmedied as provided herein: or 

(b) . Subcontractor does not make prompl and proper payment lo its employees, agents ond/or subcontractors; or 

(c) Subcontractor docs not make prompt and properpaymeaU for labor, services, work, materials or equipment fomished by third parties 
loit;ar' 

(d) Anolhercoiitriacibr is datriaged by art act for >^ich Subcontractor is responsible; or / 
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(e) Subeonlrador or any ihird party Rimishlng labor,sennces, smik, materials; equipment, tools or other items for tho Wort: files any 
■ claim or lien agaliKl the property ^ere the Work has been performed and such claim or lien hu notbccn dlschai^ed or itspived within 
twenty-four (24) hows oiler notice theieofto Subcontractor, md Subconiraclorhas nolposted a discharge bond within this Iwenty four (24) 
hour period; or, 

. (1) Subconlractorlails to perform wammly service under this Agreement or any other prior or conleiTqiotBneous Subcontractor Agreement 

with Stock; or. 

• (S) .■Slock is fined by any governmental agency on oceouni of or arising out of Suhcontractot’s (or Subcontractor’s sub^niractos or 
agents) violation ofeny law, ordinance, regulation, administrative ruling end/or court order; or 

, (h) Subconlredor becomes insolvent or any peu'h'on for banioupley is filed with resect to Subcontractm; or 
; (1) Subcontractor falls or neglects lo prosecute the Work diligently and pronqitly, whether due to inadequale orincompctentsu^rvislon, 
insufficient skilled wurkets, ia'ck ofmaterial or equipment, rnqjtoper qtanfity or quality, or for any other reason not described herein*' 

; (j) Subcontractor fails to comply with any terms orihisAgteemcnlwany Work Notification Form issued under this Agreement. 

24.. Rr ;MEDIES ;JF SUBCONTi\CTOR.rS W BREACH OFTHIS AGREEMENT, IN ADD 1710 N TO ANY AND ALL OTHER 
REMEDIES AVAILABLE UNDER ATPLICABLE LAW. STOCK, IN ITS SOLE DISCRETION, M aYDO ANY OR ALL OFTHE 
■FOLLOWING: 

: (A) IMMEDIATELY TERMINATE THIS AGREEMENT. ANY WORKNOTIFICATION FORM OR OTHER VERBAL OR 

WRITTEN Agreement with subcontractor orother subcontractor base agreement between 

SUBCONTRACTOR AND STOCK AND DISMISS SUBCONTRACTOR FROM THE JOB SITE BY PROVIDING 
SUBCONTRACfOR WITH WRITTENNOTTCE OFSUCHTERMINATTON; 

(B) ENGAGE OR EMPLOY OTHER CONTRACTORS TO REMEDY SUBCONTRACTOR’S DEFECTIVE WORK, TO COMPLETE 
AN YPORTTON OFTHE WORK NOT CO.MPLETED BY SUBCONTRACTOR, PERFORM SUBCONTRACTOR'S WARRANTY 
\ ■ SERVICE OBUGATIONS OR OTHERWISE CURE SUBCONTRACTOR’S BREACH ATSUBCONTRACTOR’S SOLE COSTAND 

EXPENSE;-. - . . - 



(C) WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE HUNDRED TWENTY (120) DAYS ANY SUMS WHICH MIGHT BE 
pUEORBECOMEDUETO SUBCONTRACTOR, WHETHER UNDER THIS AGREEMENT, ANY. WORKNOTIFICATION FORM ■ 
OR ANY OTHER AGREEMENT, AND MAY CHARGE AGAINST AN Y SUCH SUMS WITHHELD AU SUMS EXPENDED OR ■ 
COSTS INCURRED BY STOCK ARISING FROM THE ENGAGEMENT OF OTHER CONTRACTORS AS PROVIDED IN (B) 
ABOVE OR OfTTERWlSE RELATING TO SUBCONTRACTOR’S BREACH, INCLUDING, BUTNOTIIMITED TO, STOCK'S 

. OVERHEAD AND PROFIT; AND/OR 

(D) WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE(l) YEAR AN AMOUNT, WHICH AMOUNT SHALL NOT 
^CEED FIVE PERCENT (5%) OFTHE CONTRACT PRICE FOR THE WORK, TO INSURE SUBCONTRACTOR’S 

PERFORMANCE OFWARRANTYSERVICEOBLIGATIONS. SHOULD SUBCONTRACTORFAILTOfERFORMSUCH 

WARlUUnY,SERVICE OBLIGATIONS, STOCK MAY CHARGE AGAINST SUCH AMOUNT WITHHELD ALL SUMS 
EXPENDED.OR COSTS INCURRED BY STOCK ARISING FROM SUBCONTRACTOR’S FAILURE TO PERFORM SUCH 
• WARRANTY SERVICE OBLIGATIONS.. 


25, TF.RMfNATlON : This Agreemeril may also be terminated and Subcontraciof dismissed from the job site by Stock at imy lime in its sole 
discredon. with or without cause, by providing Subconlractor with notice (wiillen or oral. In the sole dctermlnalibn ofSlock) of such 
Icmtihailon. and such tcinunation shall be effective as of the time and date stated iii such nob'ce. Jn ihe event ofterminatlon ofthc. 
Agreemeril pursuant to th'is paragraph 25 without cause, Stock shall poy Subcontraclor w'lhin sixty (60) days oiler the cfrectivc date of such 
■ (ennination, all sums due and ^ng Subcontractor for all labor incuiied and all malerials incotpofaled in the Work perfonned under Ihis 
Agreement prior to the efleclive date and time of lermlnatioa. Subcontractor acknowiedgts and agrees that if SubcoDtractor is terminated 
pursuant lo this paragraph 25 with cause, Subconlractor dudi hayc no claim against Stock for arty additional suns, including,Arilhoul 
limitations any clairris for niBlcrial pleased but not used in Ihe Work, or for lost profits pr for any other claim or sums whatsoever. The 
Iciminatlon paytifont described herein, if applicable, is Sutkontrador's sole remedy and in no event shall Subooniraclor have an v claim for 
eonscquenfiel damages. Further, in the event of termlnadon, SuTkoolrocibr will limi overall equipment and malerials ordered, purchased 
for and delivered to foe ProjecL and Stock will pay the Subconlractor any amounts due based on the pereemage ofcomplelion of 
•Subeontracior’s Work that is incompliance wtfo this Agreement and foe Pricing, actually accomplished and equipment and materials 
supplied to the Project; excluding arty payment for unearned profit and oveihead. Subeonlraclor will focilitolc transfer of Work to'Sl 
I assi^ing its rights under subcori^cts and'purchase orders.; 
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, 26 . KNTlltEv^G E ^K M H I T = ’This AE«ement, l6Eelhffvvilhlhe C<mliact Documents, conslituteslhe entire aEreemenlbeiv««».<!ubconiracfar 
and Stock Md there no olhw B£reemcnls, otal or written,' by and between Ae parlies hereto, except as to Subcontaelor's vranantiej 

< under any prior or coatmporanMi^ Subcontractor AEreeraents wth Slock, which warranlicsatr incorporated by tereitnCeterein Tor nil 
purposes. This Agicctnenl, iogeth^with the Contract Documents, does not create n partnership or other uninco^rated association 

' between the Subcontraddrand Slock. The relationship ofSubcontiactor is that of m independent contractor. 

27. HEADINGS: The pareEraph headings in this Agreement are for wvcnienee only and shall not affect the meaning, Inlefpreialioii orsedpe 
drtheprovisidnswhichTollowlhem. - . _ _ . . . 

, 28. NOTICE^: Unless otherwise set forth herein, any notice Id be given or served upem any party hereto in connection with this Agrtesnent musl be 
in UTiling and shall be (a) deJivored by hmd, (b) send by Federal Express, Expr^ Mail or other ovemight aiun'er service, sent to the address on 
1 the first page hcredforsuch ^cr oddress f^rniU’cc ns theparties diali last have fiBnidied in writing to the person giving the notice or (c)soit by 
facsiDule trananission with a copy dejivered pursuant to (a) or {b) abovt Any such nofioc or demand shdl be deertwi Id have bra duly given 
ornt^eand tohavebeconie effective (i) ifdellveiedby hand idaiesjwwbleofnccrprthe party to which itis dlredd.irtthEl^oftheiTOipi 
' thoeof by such ollicer, (fi) if sent by facsimile transmission as ofthedale and time oriransmisslon, and (iii) irscnlbyTedrral &press^ Express 

Mail orolhericpalableovaniEhlcourierscrvicei upon thee;riierofthediaeofteceiploronB(l) busincssdtyaflerppslinglhoeof. iranoliceis 

, mailed in the manner provided above, it is duly given, whether ornot the addressee Tceoved it. 

29. INVALIDITY; If any provision of this A^ment is held to be illcgaL invalid orunenforceaWe underpresent or nnuie laws, such 

: provision shall be fully severable. This Agreement shall be coiisfnied enforeed ns if such iljegiL invalid oruntnforeeable prevision had 
never comprised a pail ofthis Agreement, and the remaining provisions oflhis Agnxmenl shall remain in foil force mid efiectand shall hot 

< be efEcted by the illegal. Invalid or unenforceable ptovisiqn or by its severanoe fidm this Agreemenu Furthcmtorc, there shall be added 
BUtoraallcaUy as if part ofthis Agrcernent a provision as similar in terms to such illegal, invalid or unenforceable provision as may be 
possible end may be legal, valid end cnfoitcablc. 

30. ' DISPUTE; Tfa controversy or claim aiises out of or related to this AgreernenL' including a claihi relating to an oclbn taken by Slotk 

I pur^anl (o the self-help remedies of paragraph 24i and Ihe parties caianolr^lve the matter between tlKntselves within sixty (M) days 
after Stock is (Irrt provided WTitten notice oflhe claimdr controyeisy by SubcontiaetDr, the parties agree to try iti good faith lo sefiJc the 

dispute by mediation under the Construction InduslryMediafion Rules ofthc American ArbUiailonAssociaaon, IPnot settled by 

medialion, the dilute shall be resojved by finol and binding ntbitiau'on in accordance with the Construction Industry Arbitration Rules of 
the American Aibilradon Association, and judgment upon the award tendered by the arbitratorfs) moy be entered in any court having 
.jurisdiction AereoK Should a dispute arise between Stock aiai a buyer of aresidence regarding materials supplied or workperfonned by 
■ Subcontractor, Subcontractor agrees to participate in, and be bound by, arbitration proceaCngs between Slock end the buyer. 

31. JURfSDICTi ON and PRESUMPTION: This Agretmeni shall be governed by and conslrocd under the laws oflhe Stale of Florida. Any 
' action brought to enforce or inteipret this Agiecment shall bo brou^l in the court of appropriate jurisdiction in the m>unty in which the 

, property is located. Should any provision ofthis Agreement require Judicial blciprelalbn, the parties herelo agree arxl stipulate Ihallhe 
court inlrtpredng or consbering the same shall notapply the presumption that the icmtsheiebrshBlI be nxjre strictly construed against a- 
party by reason of any legal conclusion that a document should be eonslnied more strictly agahst the party svho Hsclfor ihiougli its agents 
prepared tbesame, or being agreed that all parties hereto have participated In the preparation and negotiation of this Agreement and eadt 
: potty had fiiH opportunity to consult legal counsel ofils dioice prior to the execution ofthis AgreemcnL 

32. WAIVER; Except ns exprasly set forth herein, this Agretmeni may not be changed, m^ified or terminated, except by an instrument 
. excoried by the pontes hereto, No waiver by either party of any failure or refusal to comply with the obligation of any other party 
hereunder shall be deemed a waiver ofany other or subsequent failure or refosal to M comply. 

33. ' COUNTERPART S and FACSIMILE/PDF SlGNATURE.S : This Agreement may be executed,in any number of cowtcfparts, each gf 
. which shall be deemed an origmal and all of which shall constitute one and the same BgrcemenL Signatures given via facsimile or .scan 

I PDF transmission and dial) be deemed given as oflhe dale and lime ofiransmission to the other party and shall be deemed origmal. 

34. PERSON.^ POUND: The provisions ofthis A^ement shall inure to the benefit of, and shall bind, the heirs, cxecutets, adminislralors, 

' successors and assigns of the respective parties. No person shal! be deenrd lo be a third party beneficiary ofthis Agrecmenl or any portion 
thereof Subcontractor may not assign this Agreement without Slock’a priorNvrittor consent, which conant Stock may withhold in its sole 


— 
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nnd absolute discretion. Slock may assi^ this Agreement to any onib'ale, subsidiary or other third party by providing Subcontractor five 
(5) days written notice hereof.’ 


IN WITNESS WKEBEOF, the patties have excorted this Agreement as of the day and year first above written. 
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2647 Professional Cirda ♦ Suite 1201 * Naples, FL 34119 


Subconfractor Base Agreeiricnt 


NAME OF SUBCONT^CTOR; _ -//l <- _ 

OWNERSmPi^CORPORAHON □ PARTNERSHIP □ PROPR1ETORSH1P_^0 LIMITED UABIUTY COMPANY 

NAME(S) OF PRINCIPAL OFFICERS. PARTNERS OF 

SUBCONTRACTOR.’S BIN OR SOCIAl^CURITYNO; _ 

RIISINESSADDRESS: /&Si //2./»^|g CtLis7g/t i\//ho/eS 30^/0^ 



THIS AGREEMENT ("Agreement”) made and entered into this, /O^ day of Li^A/u/ 
Construction, LLC, a Florida limited liability company, its successors and/or assigns C'Slock”) and. 


3 20 M j by and betwwn Stock 
cL <j /%<,<V 
_ (‘'Subcbntraclot‘1. 


As used herein the following terms shall have the meanings specified unless the cont^ otherwise i^uircs. 

(a) !'Bid/Pioposol” shall have the meaning spcciEed in Paragraph 4. 

(b) "Contract Documents’,’ shall mean this Agreement, together vwth any end all Subcontractor Safe^ & Health Standards (Field 
Guidelines), Work Notification Forms, Bid/Proposals, and Plans and SpeciCcatiotu! issued or utilized in cohnwllonwilh Work perforated 
by Subcontractor. 

(c) "FHA" shall mean the Federal Housing Administration. 

(d) ’.Plans and Specifications” shall mean approved foundation pirns, frame plans, floor plans, clcvotipn plans, blu^rinls, construction 
sheet'dcloils, and other specifications, including FHA manuals. 

(c) '’Project" shall mean the following:_^_______ 

(f) “Slock” shall have the meaning spedfied in tlie beginning paragroph of this AgtccmcnI. 

(^ "Subcontractor” shall have llie meaning specified ut the beginning paragraph of this Agreement and shall include SubcduUoctor’s 
subcontractors, laborers, maleriolmcn, agents, or ernployecs, and anyone for whose nets any of them may be lioble, 

(h) ’.’VA" shall mean the U.S. Department of Veterans AIT^. ' 

(i) "Work!’ shall include, without limiiaiion, any and all ofthe work specified in Paragraph 3 below, and any and nil change order work,. 

extra work; work included on all WorkNotificalion Forms, unbudgeled work and other work diiertcd Stock to be petfbnned by 

Subcontractor; including but hot Unuted to the management sujxivision, financing, lalror, maleHals, tools, fuel; supplies. Utilities,. 
e<}uipment and services of every idnd and type neccs^ to dib'gently, timely, and iully perform and complete in a good and workmanlike 
manner the Work required by the ConIracUJocuinents. 

© "WotkNolificafion Form” shall mean a vyritfra order issued by Stock to Subcontractor spKi^dng certain Work to be petfetmed; the 
term .Work Notification Form shall include forms designated "Purchase Ord^, "Job Start Order", "Field Purchase Order", and other. 
similar designations and containing certain Informalioh about commencing such Work arid the payment for such Work. 

• NON-EXCliJSIVlTY : The purpose of this Agreement is to fix the obligations of Slock and Subcontractor as to the performance by 
Subcontractor of certain described Work. Subcontractor ackctowledges that this Agreement js nonexclusive and that Stock is fite to' 

. contract vwth any other person or entity for the performance of work winch is tho same or similar to that described in this AgmemcnL 
Subconttador is olso fiw to enter into llurd party contracts with any other subcootractor,Tifoorer and/or matehalmen for the provision of 
the Work to be provided heteUruier. Subcontractor will ensue that such other vvodc performed by third party subcontractots,' labomis end ' 
materialmen does nptintcrieie vnih Subcontractor’s petfoimanee under the Contract Documents and all su^ other contracts shall not be 
deemed n direct contract between'Stock end such third patty subcontractors laborers; or m^rialmen. This Agreement shall not bo 
conned os obligating Stock to accept bids or issue Work NoUficatioD Foraw to Subconttador. 


Page 1 of 12 
Rev 01/07/2011 


Slock Initials 
Subcontradorlnitials 











3- ‘ SCOPE OF WORK : Uie Wark to be perfoimcd by Su^ntractor sholll* more specifically described |n Subsequently issued Work > 
Notification Forms but is Egnerallv described as: 

Cost Code Ko:__-_ _V 

As set forth'above, in conjunction vvith this' Agreenicnt, Slockmdy issue Work Notificatioit Forms ftom lime to time, coveting the Work tc 
be performed and lime for completion at each specific job locailoa Subeonhactor shall have no'Quthority to eomracnee Work at aiiy job 
location Until it has received a Work Notification Form for a specific job localioiL It shall be Subcontractor’s rMprrnsibiljty to obtain a 
WorkNofification Form before begriming any Work at a spMificJob location. In the event Subconttarifor’s proposal, cstimale or similar 
documcaitlsaitacliedto or reference In a Work Notification Form issued by Stock, oiilythosetenns which define or identify tbewrk to 
be performed by Subcontractor shall be incorporated as part of the Work Notification Form and/or this Agrcemant end any remaining 
portions Of Subcontractor's proposal, estimate or similar document shall mt be considered part of the Work Nollficalion Form, this 
. Agrectnenl, or any agreement between Stock and Subcontractor. No substitutions 'shall be allowred it\ the pcrforaiancc of the Work unless 
expressly provided in IhcPIans and Specifications or applicable WorkNotificaUon Form, and only then upon Subcontractor first receiving 
all approvals required from Stock for substitutions. Subeonhactor shall indemnify Slock for all loss, damage and ejq>ense incurred u a 
result of siiA substitutions, whether or not Subcontractor has obtained approval thereof. 

4. PRICING and PAYMENTS; SubcontreotorhassubmiK^toStockaBi(^roposalpuisuBnttoStock’s“mvitationtobId!’for.WDrfc,receipt 
of which is eclcnowledgcd thereon by Stock, which Bidfl^posat is ihcorpoiatcd herein by reference. The BiOTroposal may be modified 
by Subcontractor only by a subsequent written end dated amendment, as approved by and reuipt of which shall be acknowledged thereon, 
by Stoclq which approve] Stock may withhold in its sole and abfolule discretion. Upon acc^tance and approval by Stoclq such emended 
Bid/Proposal shidt be attached hereto and incoiporeled herein by refnence, Ihe'Bid/Proposal In effect at the lime'of iheissumcc orimy 
WorkNqtification Form shall be applicable to all Work to be performed thereunder, without variation, unless olhnvris'e approved in 
writing by Stock. Subcontractor acknowledges that its compensation is a fixed contractual rale, subjen to modification under Ihe next 
clause of this contract for changes lit the Work required. Compensation under the Cbniract Documents is not hourly compensation. 
Subcontractor agrees that payment shall be made to the enilfy rtomed in the beginning pamgroph of this Agreement, and not to any 
individual person triiich provides Work pursuant to this Agreement. 

Notwithstanding anything in this Agreement to the contrary, Subcontractor’s right to any payment under tbia Agreement is expressly 
contingent and conditioned upon: (1) Stock’s determination that all Work to be perfoimcd pursuant to a particular 'WorkNctificaliDn Form 
has been completed satisfactorily; (2) If requested by Stoclq the Subconlrartor delivering to Slock n full and complete release of all liens 
and claims of Subcontractor and any ohd all of its subcontractors and suppliers of materials, labor, equipment, work, tools, wices and 
other items lUmishtd in connection with the Work, and P) Ifi^uested by Stock; the Subconiractor delivering to Stock an affidavit (in a 
form satisfactory to Stock) that provides that so far as Subwntractor is able to asceitain, no persoii or entify other fo'en the persons or 
entities fiiraishing such waivers and releases, has a right to any such lien or claim for materials, labor, equipment, work, tools, services or 
other items foniishcd in connection with foe Work. 


Notwithstanding anything in this Agreement to the contrary, ifiequested by Stock; Subcontractor’s failure lo supply these lien waivers and 
releases will negate any requ^t for payment until such time as the lien waivers and relea^ are pro vid«l. If coy lien or claim remains 
outstanding after all payments arc made. Subcontractor ^oli refond to Stock all monies that Stock may be compelled to pay in dischar^g 
or resolving such Ijea or claim, including, without limitation, attornay's fees and corns. If Subcontractor foils to make any such refund 
within fifteen (IS) days of notice to Subco^omorfom Stock, Subcontriretor shall in breach of this Agrument, and Stock nufy, in 

addition to any other right and remedy, Withhold fioih any sums due or to become due Subcontractor under this or any other Agrcr^nt 
Biich Binount as may be required, m Stock's sole diswtion, to discharge or resolve any such lien or claim, and to reimburse Stockfor the 
applicable fees and costs inminid by Stock. Subcontractor shall defend, indemnify mid holdhatmless Stock and Stack’s pmchuer from ' 
the operation and effect of any h'en or encumbrance arising out of the pctfoimance of Subcontractor's work; wd shall him ovu the 
prop^ subject to the WwW, inolutog any improvements thereon, to Slockfore and clear of all such liens and encumbrances. If any such 
lien or encumbrance is claimed by any person or entity ^rfoiming any portion or Subcontractor’s woi^ Subcontractor*diaH immrfiately 
upon verbal notice fiom Stock, discimge same Ify payment or posting a sufficient l»nd to transfer the lien or encumhiance fiom the i^' 
property to the bond. If Subcontractor conilnues to receive payments fiom Stock, Subcontract will hold these pymeiits cad the rights to 
future payments firbm Stock in trust for the benefit of, and lo bo first appUtd to payment of those subcontractor^ laborers, equipment; 
suppliers and material siipplieta who have p^ormed any portion of Subcontractor’s work, before using any portion ofouch payment for 
any other puipose. In the event Stock has reason lo believe that labor, material, equipment brother obligalioasofSubcontreclor incurred 
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the performance of Subcontractor’s vraiknre not being promptly paid. Stock may, upon giving written notice to Subcontractor, lake any 
stejs deemed necessary to ensure that any payments £em Slock to Subcontractor shall be utilized to p^ such obligations.: Upon su^ 
writtra notice. Stock may require Subcontractor to supply salisficioiy evidence that Subcontrartor’s obligatiohs have been paid or to post a 
payment and performance bond for the protection of Stocky its purchaser, and those to whom S ubcontractor h^ m obligation for payment 






to Subcontractor a reasonable ^ount to protect Stockfiom any and all loss, damage or expense including attomey's fees ansing out of or 
' relating to my such claim or Km from one to ^om Subconti^or has an obligation until the claiin or lien has been ^sfied by 
Siibconlractor.- 


. Acceptance of Work and payment therefore by Stock under this paragraph shall not be construed as a waiver by Slock IbrWoifclater found ■ 




wariahty service Work. 


2 




Contimt Documents, including but not limited to dte Plans and SpecificaKons applicable to (his Aeieement or atiy WorkKbtification 
Form, to independenUy verify all infonnaKon furnished ^ Stock or contained in the Plans and SpedBeaiibns and to Inspect ihejob site 
before starting any Work under a WorkNotificalion Form. Subcontractor shall uMedialely report In writing to Stpckaiy discrepancy,, 
deficiency, vari ance fiora or violation of any laws, ordinances, rules, icgulatiohs or orders of any pubi ic authorities obseevrf or known to 
' Subcontractor in the Work, Plans and Specifications or at the job site. All Plans and Specifications furnished to Subcontractor by Sto^ are 
the property of Stock and shall not be duplicated or used for any purpose other than the performance of the Work and rsust be returned to 
' Stock at the completion ofSubeohtraeior’s Work Subcontractor shall be solely responsible for all construction under this Agrwnenl and 
any WorkNotification Form, includingthe techniques, sequences, procedure and means, and for coonUnatlon of all Work. 


Subcontractor has made an independent investigation of the sitd and the soil condtlons and has satisfied itself os to ell of these conditions 
subh tli^ the Bid/Prdposal include pcyitrcnls for all Work which may be performed by Subcontractor to overcome airy unanticipated, 
underground, or concealed condiKons, Subcontractor waives any and all rights and claims for airy changes (o the WorfcKotificalionFoim 
amount for any items or claints which Subcontractor could have become aware of prior to accepting the WorkNotiBcaUon Form and/or 
commencing Work thereunder had its exa^ations of the Project been conducted in aicasoneble manner. 


Subcontractor shell be responsible for irrspccting any work of aiwther ebntroctor that may nlftct its own "Work and shall report in writing to 
' Sto<^ any defecte in such vroric upon discovery'of the defect prior to commencing my portion of the Worie, or it shall be deemed to have 
accepted sudi work os correct and fit to be accommodated into its orvn. If Subcontractor shall be delayed in the commencement,. 
prosecution, or completion of theWork orshall be obstructed or hindered in the orderly progress of the Work by an act, failure in act, 
omission, negicetor default of Siocic, any archil^ another contractor or subcontractor, or any of their respective agents or employees, or 
fay any cause beyond the control of Subcontractor, then the time fixed for completion of the Work mi^ be extended in the mlc discretion of 
Stock and only if Subcontractor notifies Stock in writing vrithin for^eight (4 B> hours of the discovery of the cause ofsudi delay. 
Subcontractor expressly agrees not to ina)^ and hueby wolves, any daim for damages on account of any delay, obstruction, or hindrance 
for any cause whatsoever, including but not limited to, the aforesaid causes, ond agrees that Subcontractor's tola right and remedy in the 
case of any delay shall be an extension of the time fixed for completion of the Work 


6. PROSECOTtON OF WORK : Subcontractor shall cooper^ with all other conb^ots e^ag^ by Stock to the eflect that their work shall 
not be impeded and dnall give such other contractors access to the job site necessary to perform Ibcir contracts: Subebnti^or shall 
p^oim the Work in a prompt and diligent manner whenever such Work or any part of it; becomes available, or at such other time or times 
as Stockriiay direct so as to promote (heprogins ofthe entire Inject' Subconbactorsl^ not rielc^ or otherwise interfere wlhor hinder 
. the work ofany other contractor on the job. If the work or property of another js hindered, delayed, or drinaged by Subcontractor, 
Subcontractor will pay for all costs and daraagra incuned by such other pai^ and will cause all such damage to be corrected to the 
salis&cdon of arid Svithoot cost to Stock Any malerials that arc to be furnished by Su^nbactor hereunder shdl be fiunidted in sufiicicnt 
lime to enable Subcontractor Ip perform and cornpletc its Work with the linic or times provided for herein or in any WmkNotification 
I Fonii.'.ir, in the opihioii of Stock in its sole discretion, Suboonbactor fells behind in fiimlstung the nrixssaiy labor and/or materids to 
. meet the schedule established by Stock Subcontractor shall take such steps and actions as are deemed necessary ty Stock to improve 

the rale of progress, including, but not limited to, increasing the labpr force, irumber of shifts and/or work such overtime as may be 
I required, at its own expense, to bring its part of the Work up to the schedule established by Stock. Subcrontractor agrcK to reimbuise or 
pay Stock or Stock may withhold payment oiheiwse due under this Agreementj for any and all damages that Stock may sus^ as a result 


ofsuch delays by Subcontractor. Time is of the essenoe In this Agreement. 
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' Subcontractor shall perfohn all labor in a thorough wd woricmanlike manner, according lo the highest standards of the trade. 

Subcontractor warrants that all labor done and any materials imi^ed by Subcontractor will meet or exceed FHA miniminn property 
I standards, VA requirements, any applicable building code le^rements and all Stock requirements. Should a dispute arise as to the proper 
inteipietation of this Agreerhent, or any vrork or malerial petfoimed or lumished hereunder, which concerns the parties hereto only, or. 

• which concerns Su^nlracior and any other contractoifs), subcontractor's) or siippUer^s),’ Ihc dispute ahil bedecidedhy Stock; >dio 5 S 
^cision thereon shall be finel and conclusive. In any event, and in spile of any dispule; claim, or contrdverq' arising out ofthis 
Agreemeht, Subcdhtractor shall proceed diligently wilh the Work, pending final delenninalion pursuant to any disputes clause orpursuant. • 
(0 any other action taken wth rwpect to any dispute; claim, or iMntfoversy. 

•7. MATERIALS tmd EQUIPMENT; Subcontractor shall secure and maintain material ordered by SuboorUractor until complellon of the 
Work and satisfaction acceptance by Slock Subcontractor shall bq teqwnsible for Ihc receipt, delivery, unloading, hoisting storage, 
warehousing, , ^tcction, Insurance and all; olhK risks of loss relating to any materials or equipment Subcontractor is to furnish, install 
provide, or have provided to it under this Agreement,. Subconbacior shall keep adequate supply of materials on hand d; all h'mes, as 
requited to tiiect produelloa schedules. Subcontractor shall be responsible for the security of all maietials on thejobsite. Further, if the 
Work requires the installetion of materials fiimtshed by others, it shall be the resporuibility of the Subcontractor to exaramo the items so 
provided, and to thereupon handle, store, end install the items with siich sidtl and caic lo ensure a satisfactory and proper installation,’ Loss 
or damage to Ihe maleriats due to acts of negligence by the Subeoniraclor shall be deducted fiom any athounls due or lb become due to the 
.Subcontractor. 

8. SUBCONTRACTORREERF/SEhTrATtONS: SubcontiaciorreptesentsandwaiTantsthatitisfullyqualifiedhBllrespectstoperronnlhe 
Work and shall at all times maintain strict discipline among its employees. Subconlrcdor shall supervise and direct the Work competently 
arid efficiently, devotirig such attenlion thereto and applying such skills and expertise as may be necessary la perform the Work in 
eccordance \rith the Contract Documents. Subcontractor shall be responsible to see that the finished Work complies accurately vrilh the 
Contract Documents. Subcontractor agrees not lo employ any person unfit or without sufficient skill to perform the job for which 
Subcontractor was retained for the Project. Subcontractor agrees that Stock shall not provide training of any kind. Aootdingly, It is the 
soieVesponsibility and expense of Subcontractor lo provide training for Ihe Subcontractor orils employees, agents, or subcontractora. 

Subcontractor shall not discrimmele against any employee or applicant for employment because of race, creed, color, sex, age or narional 
■ origin. Subcontractor shall comply wilh all equal oppdrtuni^ or dffiimotive action requirements or plans asrnay be set forth lii the 
.Contract Documents. 


Subcoiilractor shall at all times remain an independent conitador, solely responsible for Ihc Work, mcihods, Icdiniqucs, procedures and’ 
supervision and cqordiriating al portions of the Work to be perrotracd under this Agreement and Field Culdelincs, No provision hereof 
shall_be conitroed to make Subcontractor Stock’s agent. All person employed by Subcontractor, or Subcaiitroctor’s sub'oootractors to 
. p^otm servioes in connection with this Agreement shall be wder the exclusive control and direction ofSubcontracfoi or Subcontractor’s 
subcqntractora, it being the intendon of (he parties that Subcemtrador end its ^bconhaclbrs shall be and refnain an independent contractor. 
Stock shall not exert actual conbdl, nor possess the right to control, the actions of Ihc employees of Subcontractor or Subcontractor’s 
subcontractors in perform^ duties under this Agreement. 


Subeotitractof shall fully protect the 'Work fiom loss or damage and shall bear the cost of ary such loss or daihage until final payihent has 
been tn^s. If Subcontractor or any one for w^m Subconbacior is legally llitole for is rasponsiblc for any loss or damage to Ihe Work, or 
other work or materials of Stock or Stock's separate conbactors, Subronbactor shall be charged \rith the seme, and any monies necessary 
to replace such loss or damage shall be deducted from any ainounts dire Subronbarrtor. 


Subcontractor shall riot load nor pa^t any part of any structure or property to be loaded in any marmer that will endanger that structure or • 
proper^, nor shall Subcontractof subject any partof the Work or adjacent property to stresses or pressures that will endanger It. . 


9 ,. LICENSES and PERMITS: Subconbacior shall, at Subconbactor’s sole expense, hold and maintem alt required licenses, obtain 
all required permits end shall comply with all laws and ordinances and the rules, reflations, end orders of all public authorities relating to 
the performance oflhe Woric In the event oftetminallon ofthis Agrwment,Subconbaetot shall immediately transfer and assign lo Slock 
eny and all applicable certificates, p^its, eonbf^, subrohbacls, and purchase ordera relating to ffie Work. Subcontractor agrees that 
Stock is not responsible for providing any tools or benefits for the Subconb^or or its cmidoyecs, agents, or subconbaclors. 
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10. REGULATORYICQMPL WJCE and HAZARDOUS SUBSTANCES : Hic^Occupalional Seft^andH^thAciof 1970, u 
amended (OSHA) has established tcgulBh‘ona entitled OSHA Hazard Communication Standard. According to the regulations, 
manuraetuiejsofhazaidous materials are required io fiiniish Material Safety Data Sheets pvISDS) giving infonnatibn on proper handh’ng 
andprecautTonstymeasuresmusingihematerials. Manysobstancescommonly used in residential construction fit the desalption of 
' hazardqus materials established by OSHA. Subcontractor shall comply with ail OSHA regulations pcrlainihg to the vrerit and any matmals 
used m the work. Subcontr^or shall have sole and ^elusive responsibility for training its employees^ subMntractors end suppliers In the 
proper handling of hazardous materials and any precautionary measu^ required. Subcontractor shall supply all protective clothing and 
devices necessary to protect Its employees, subcontractors and suppliers froin hazardous maletials while on the site. Subcontractor shall, 
obtain all MSOS's pertaining to any hazardous material used or created hi the process of performing the worlq and shall distribute copies of 
suA hCDS's to Company and to all other cootracto ts, subcontractors, and suppliers performing work on the silc. Subcontractor shall also ■ 
bbtmn ftom all other contractois. subcontractors and suppliers p^otming work on the site,- copies of^l MSDS's for all hazardous 
' materials used or created by such conireetors, subcontrai^ts or suppliers, and shall relahi copies of such MSDS's snd^vide them Ip 
. Subrontmetor's employees, subconbai^ts and suppliers as required by the OSHA regulations. In other woi^ Siicontractor must 
.exchange MSDS’s vdth allolher contractors, subcontractors and suppliers, and implemant a training program for its employees. 

Subcontractor acknowledges and understands that (he Project may be subject to the requirements of theNational Pollutant Discharge 
Elimination System, ns amended (NPDES) and Qean Water Act. as amended (CWA). Subcontractor istully aware oflhe’NPDES arid 
eWAand shall riot in any way interfere, damage or in any wr^* riegatlvely impact the structures and /or ptoecilutM in place or to be 
implemented at the Project pertaining to NPDES and OVA. Subcontractor shall be itspotrsible for any loss, damage fine and penalh' 


amounts due or to become due to the Subeontector. Further, Subcontractor shall indemnify Stock for any and all costs, fines, penalties and 
. oepenses Incutredby Stock as a result ofviolationsoFNPDES and CWAcaused Ify Subcontractor. 

11. EMERGENCIES: Itr the event of an emergency alfccting the safety or protection of persons or tlic Work or property at the job site or • 
adjacent thereto. Subcontractor, without spedal instruction or authorization fiom Stock is bbligaied to act to prevent threateried damage, 
injury or toss. Subcontractor shall give Stock written notice within twenty-four (24) hours alter the occurrence of the emergency, if 

: Subcontr^or believes that any signifirant changes io the Work or variations fiom the Contract Documents have been caused thereby. If 
the Stock detemrirics that a change In the Contract Documents is requited because of the action taken in response to an emergency, a 
Change Order shall be Issu^ to documenCthe consequences of the chon^ or vaiialtons. If Subcontractor fails to provide the twenty-four 
(24) hour written notice noted nbove, the Subcontractor shall be'deemed to have waived any right it otherwise may have had to seek an 
adjustment Pricing or an extension to the term of this Agreement. 

12. ASSUMPTION OF LIABILITY: Subconlraclor agrees to, and hereby doesy nssuiiio full lesponsifailify for any and all acts, uegtigence or 
omissions of Subcoritraclor's employees, laborera, agents^ moterielmcn, and subcontractors end any and all employees end agenls of the 
aforementioned,' and any end all other persons doing work under an orel or written order or contract-wlh Subcontractor. 


INDEMNIFICATION. HOTJ) HA'RMLESS &. DEFENSE: The Work peribnried by the Subcontractor shall be at the risk of the 
Subcontractor exclusively. To the fullest extent permitted by law, at Subcontractor’s sole expense. Subcontractor shall indemnify, defend 
and hold harmlus both Slock and the Owner (If different fiiom Stock) and their affiliated companies, parents, subsidiaries, partners, joint 
vcntiw, representatives, membera, designees, officers, directors, shafeholdera, employes, agents, successors, and assigns (collectively 
referred to as “Indefririilied PBity/ies*) o^ from, and against eny and all claims concerning, pertaining to, related to, arising out ofand/or. 
conn^ed with the Work and Contact Documents, including but riot limited to demands, suits, liabiliiies, causes of action, damages, 
claims for bodily injury, death or damage to properfy. Judgments, contractual liabilities, including costs end expenses asrociated thereto 
which include bill is not limited invesfigallve and repair co^, attorrreys' fees and costs, consullanls’ fees end costs, and other mqxnscs, 
any of which arise out o^ relate to, result Earn, are occasioned by, contributed to by, conneded .with and/or aie in any way cauted, in 
-whole or in part, by the acts of, omissions, failures and/or peifoimance by Subcontaetor and/or any of its subcontractors, laborers, 
materralmen, agents, or employees, or anyone for whose acts any of Ihbm may be liable, ns to any of the following (collectively tefetied to 
asVClaiiDs"): 

(a) Work os required by the Contract Documents and under this Agreement; 

(b) construction or others tervices as required by the Contrad Docuriinits and under this Agreement; 

(c) materiato fiimlshcd as required by the Contract Documents and under this Agreement; 

((^violations or alleged violations of Occupational Safety and Health Act of 1970, as amended, or to regulations promulgated Ihcreuncier, 
end/or to violaiions or alleged violations similar state laws arid regulations; 
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(c)Injuries offto end/or destruclioa of tangibleprapat^, todudlng iho loss oFuse oVecononud loss rcsulllng Ihetefrom: 

(Oderectivelj' psrfomifcd a^or alleged defecdvely perfona^ Work by Subconlioctor and/or wy of Us subcontraciors, iaborcrs,. 
tnalerialinen,Bgenl3i or employees, Of anyone for whose eels any oflhemraay be liable;. ■ . *• 

(g)hieach of this Agreement; and/or 

OOacts or omissions which include-negligent or willful misconduct,of Subcontractor and/6x my of its subcontractois, laborers,, 

malcnalmcn, BgenU, or employees, or anyone for wliosc acts ahyoflhemm^be Ju&le, whether activeorp^ive ' 

id VTlok jrJtLEatlr Subtanttneioi’s obligation (o indcmnifif. defend end hold hermless the indenmiffed Parties, shall not be construed to ’ 
neg^e, abridge, or otherwise reduce any other right or obligation'of indemnity which would otherwise exist to any party or person . 
described in this Paragraph 13. - - - . . -f ■ 

Subconliaclor's obligation to indetnnlfy, defend and hbldhanaless the Inde^fied Parties is applicable-Aether any Claims are caused in ■ 
by any of ihcIndcirmiHed Parties, wfaettieraclivcorpassivc. 

Subcontractor's obligation lo indenudly, defend and hold harmless ihclndemniOed Parties is oppliMbie whether any Claims are taitsed in 
part by, the concurrent Bd(s), omission(s) by and/or negligence of any of the Indemr^ed Perties, \^ther acUve or passive, provided , 

however, said Indemnified Party shall iwt be indemnified for its own sole negligence or witlfiil misconduct. 


Umitalions on Obligations & Florid a Statutes, Section 175.06 : With regard to eny and all Claims, Subcontracfoi’s objlgaliontD indemnify, 
defend and bold hannl^ the Indemnified Parties shall not be limited in tiny way by any limitation on the amount or type of damages, 

■ eompeosefion, insurance requirements and linuts set forth in ExWbit "A", or benefits payable by/for Subcoiilractor or any sub wntractor 
under workers’ or workmen's coriipcnsalion acts, disability acts, or other employee beneCfs acts. ' Kolwithstanding'the foregoing, 
Subcontiactat's obligation to indemnify, defend end hold haimless the Indemnified Parties shall be limhed to the greater b£ ' 


(a) A maximum of $5,000,000.00; or - 

(b) the amount ofihis Agreement sum; or 


toanyCIaimfs)., 


t 



The parties agree and acknowledge that this limitation bears a reasonable commercial relationship to this Agreement and thc'sciyictt hptng ; 
. provided hereunder, and this indeiimlty clause is Intended to comply with the Florida laws on indemnity and spccifiaally to co mply vrith 
Florida Statutes, Section 725.06, including any amendments thereto, and is to be intetpreted in such a way as to be fully enforceable. If any 
word, clause or provision of this Paragraph 13 is d^etmined not to be in compliance with FlorWa Statutes, Section 725.06, including any 
■ amendments thereto, it shall bo ineffeellve and the reraaitdng words, clauses and provisions shall remain in fyll force and efiecl. 

Duty lo nefend : Subcontractor’s duly lo defend uirdcr this Paragraph 13 is independent and separate from its duty lo indemnify mid hold 
harmless, and the duty to defend exists regardless of any ulllmele liabUity of Stock and/or any Indemnified Party. The duty |q defend arises 
immediately upon prcscnlnlioh of n Claim by any person or entity with written notice ofsuch Claim being provided lo Su^nlxactor. 

Survival Provision ; Subcontractor’s obligation to indemnify, defend and hold hanniess will survive the expiration or cmlier tciminaion of 
this Agreement until it is determiiKd by final judgment that an action against the Indemnified Paity/ies for any and all nuUt^ indemnified' 
Is fully and finally barred by the applicable statute of Umi^'ons. 


Waiver of Subrogation : Subcontractor waives any rights orsubrogalion against Slock and shall require, any of Subcontractor’s i 
subrantractors,'laborers,: materialmen, a^ls, or employees, and anyone for vVhose acts.any of them may be liable to waive their 
subrogation ri^ts BgoinstStock. 


Secure Perforrnahee : At.its'sole discretion, Slock may v^thhold, flom time to time,. Bum any monies otherwise due Subconbacto'r 
hereunder or under any other contract or agreements, asum of money, which, in the sole judgment of Striclq shall suffidenl to secure the 
performance of Subcontractor's bbligaiions under this Paiagroph 13, 

NoUcc: Stock shall provide written notice of cny. Claims within sixty (60) days after Stock becomes reasonably avraie that Subconteetbr 
may be liable for any s'utfoCIalins,. . . . _ 


14. SUBCONTRACTOR WARRANTIES ; Subcontractor represents and warrants to Stock that all equipment and materials provided hy 
Subcontractor arid incorporated in the Work will bo new, unless otherwise specified in the Plans and Specificalions, and logcther with the 
Subcontractor’s Work shall be of good quality, fiec of defects and in conformity wth the Contract Documents. It is imderstood between i 
the p^i« hereto that all equipmmt, materials and Work not so in conformity ^all be defective. Subcontractor specifically agrees that it if 
responsible for the protection of the Work unfit final completion and that Subcontractor will make good or replace, el no expciise to Stoclq 
any damage to the Work which occurs prior to said final completion. Inspection by Stock shall not relieve Subcontractor of its bblig 
herein. SUBCOKnUCIORFURTHER WARRANTS THAT ALL LABDRAND NATERIAIS FURNISHED BY 
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SUBCONTRACTOR. SHALL BE FREE OF DEFECTS FOR AFERIOD BEGINNING ATT HE TOA-TE TEAT STOCIC CONVEYS 
•m^OFTffiSyBJECrOF.THB'WORK, CHOUSE OR CONDOMINIUM UNIT) TO ATURCHASER OF TEE HOUSE OR ' 
condominium unit, and continuing from such date UNHL the LASTOF the -following to OCCUR; (0 one 

VC AT? » t^\ X!f\0 Tm? T^T ro A^TTflVI AVtV T tt m __• • *' 


SUBSEQUENT PURCHASER, ORANY OTHER PERSON ORENTITY, IF ANY.- SUBCONTRACTOR AGl^ES TO MAKE AT 
^CONTRACTOR’S SOLE EXPENSE, ALL REPAIRS AND CO^CT SUCHDEFECTS IN ORDERTO MEET ANY OF 
SUBCONTRACTOR’S WARRANTY OBLIGATIONS WITHINEIGHT(8) HOURS OF NOECfe (ORAL ORWRITIEN) OFSUCH 
DEFECTIN ANEMER.GENCYCDETERIvaNroBY STOCKINITS SOLE DISCRETION) Al^ WI^FORTy-HGHT(48) 

' HOURS OFNOnCE ON ANON-EMERGENCYBASIS, Infiddition, Subcontractor shall bans fer any and aU applicable mahufscfaifer’s 
ywrantics, together vnlh ^ service and operating manuals for materials fonushedby it under this Agreement to Stockwhot the Woifc is 
completed or this Agreement is taminale^ ydiichever Oaaiis fct. The waiianty contained in' this paragraph 14 is in addition to my other 
special wammlies required by contraaqr law, andsu^ warranty docs not negate or abridge StocR’s rightto assert clairtB for latent or. 
patent defects In accordance-VAth applicable law. 


The Subconbactqr agrees to satisty such warranty obUgetions which appear whhin the warranty or ^aranlee periods established mihs 
^Dtract Docents without cost to the Owner or the Contractor. Ifno CTiaranlee of warranty is remTlred nf the Confractor in the Contract 
Pomingnts Jhen.lhe Subcontractor shall guarantee or warranty the SubcontraetorlVork for the perinH nf nnn. f n ihedaftfsl of 

convevtmce to the end user. . —- 

The SubMmractor fottheragress to execute any spcdal guarantees or warranties that shall be retired for theMcontrdctni’s'Wori: trior 
to final pflymenL - 

All gunraniecs and warranties must be submitted to the Contractor in a foim acceptable to the Contractor prior to and as acondition for 
■ final payment . . . . 

Subcontractor expressly agrees that all wurrantles madeby It in this Agreement shall survive the terrriinalion or expiration of (his 
‘ Agreement for any reason prior to the ^iriuion of the lull warranty period. 


15. RUBBISH and PEBRlS t Subcontraefor agi«s to keep tte job site wtd adjoining property fiee of waste material and nrbbish caused by its ’ 
' Work or that of its subcorttractors and to remove all waste matcnals and rubbish on compledon or tennination of its Work together with all 
tools, equipment, and machinery, Subcontractor agrees that upon terminating its Woik at the site, Subcoiitnictor shall conduct general 
clean-up opcralioirs, including, but not limited Id, (he cleaning of glass surface^ paved streets and walks, steps and inleriot floors and 
walls, wiicre applicable. Any pwsonal property Icll by Siibconlradoron or around job site rdrthlriy (30) days following complHion of lire 
Work, excluding any Work performed pursuant to warranty service obligau'ons, will become iho property of Stock. 


16. . ASSI 




consent of Stock, which consent may be withheld In foe sole discretirmof Slock. Payments to Subcontractor svill be made In aceotdance 
with Stock’s current published payment procedures, as the same may be amended fiom time to time, Tayinenl to Suijodnbactor of all or 
any portion of any progress payment or the final payment shall not constitute or imply or be evidence orpcrformance of the Work by 
Subcontractor or acceptance of airy portionbf Suboontraetdr’s Work hy Stack; or in any way waive or affect Stock's claims or il^Is 
against Subcontractor. 


17. CHANGES: Stock reserves the right to make changes in the Work In the nature of additions; deletions, or modifications, without 
iitvalidating this Agreement and agrees to make corresponding adjustments in the contract price ond time for paformancc. All 
changes will be authorized'by a new Written Work Notification Form which wfll include confonnlng 'chahges in any 
Bid/Prdposel, payment schedule and/dr time for perfdnnence. 


is. INSURANCE REQUIREMENTS ; Subcontractor shall procure and maintain Insurance policies In the form and amounts as set 
forth on Exhibit ."A", attached hereto arid inco^raled herein V lefereiice.. All coverage shall be placed with an msaance 
carriers didy admitted iri the Stale of Florida arid shall be reasonably acceptable to Stock. All insurance carriers mint tnainiti; ju, 
A.M. Best rating of "A*VIir’ or better. Certified copies of all insurance policies must be made available end provided lo Stock 
within ten (10) days of Stock’s request. The vrord "Claiihs" used in this PeiagraphT 8 has been defined in Paragrfqjh 13 above. 


Endorsements in Insurance Policies : In additiori to Exhibit “A”, the Subcontractor shall cany and fnalntam commercial general liability 
insuranceonlSbforniCGOOOl 1001 (or a substitute form providing coverage equal to or grcalerthnii said form). All policies of lia 

__ insurance shall contain an Additional Insured Endorsement on ISO form CG 2010 11 85 (or a substitute form nroviding covern^ 

PageToflZ-. Stock Mia . 

RevOI/Oy/ZOlI Subcontractor Initials 







or greyer (hw said foim Vrhich vnuld at a minimum additional insutd status-wilh resped erisios outof Subcontaclor's Wotk punuant to 
the Contract Documents and 'which provides coverage both dunng the products completed operations hazard period.) Such insurance shall 
cover. Ilabili^ arising out of premlsesj operations, independent contractors, products-completed operations, peisopal and adveitislng injury, 
bodily injury, property damage, and liability assurarf under an Insured contract (includlbg the tort Habihty of another assumed in a 
business conlraclj. There shall be no endorsement or modilicBtion of the commercial ^cml liabilt^, excess or utnbrella coverage forms 
which contains any ofths following: 


(a) Limitations orModihe^oti of Contrectual Liability Language; 

(fa) Limitations or exclusions for Damage to WorkPerformedbySuh Contractors; 

(c) Limitalimis or delusions for Kesidential Work 

(d) Limitations or Exclusions for Multi-Unit Dymllings 


(f) Pollution Exclusions; or 

(g) work performed by subarntractors. 


. Addiiiohal Insured : Slock shall be named as an ailditional insured,' loss payee and certliicate holder oh each of the poUcin as outlined in 
Exhibit “A”. ^Coverage under all policies shall be afforded to the additional insureds •whether or not any Claims arc achially' in litigation.. 

Stock shall remain as an additional insured on each policy for a. period not less than ten (10) consecutive years ffom the date of final 
completion of the entire construction project that is the subject of this Agreeihent and the Cbntr^ Documents regardless of the dale when 
the Subcontractor, Subcontiector's hibconhactors, laborn^materialmeh, agents, employees, and/or anyone for whose acts any of them 
. may be liable; completes or finishes any Work or any other construction wo^ and/or repsrdless of the dates any certificates of occupancy 
< arc issued. Subcontractor's obligation to have Stock remain as an additional insured on each policy for a period not less than ten (10) 
consecutive years from the date of final completion of the entire consliuaion project will survive the expiration or earliCT termii^ion of 
. this Agreement until any and all Claims ore fiilty and finally baiied by the grealer of any and oil applicable statute of limitation or statute of 
reposa' 


Priority oFlnsuraiioe Coverage : It is the intent of the parties that all available and applicable insurahee coverage of the Subcontractor, 
whether primary or excess or umbrella policies, be primary coverage for any md all Claims concerning, pertaining to, relalsd to, arising out 
of end/or connected with the Work and Contract Documents, regardless of who ^d Clal^. Fuite, IhepaitiM Intend that Stock’s 

insurance policies be excess 6'vcr any and oil avail^le and applicable insurance policies of Subcontractor for the purposes ofindemnity and 
defense of Slock. 


• rcriiticRtes ortnyiirtnce : Prior to commencing any Work uiider this A^menl; Subcontotor shall submit to Stock copies of policies or 
Certificate of Insurance that confirm appropriate insurance coverege. 

Each Certificate of Insurance shall provide that the insurer murt give Stock el least ninety (90) days prior Written notice of non-renewal or 
material change in coverage and termination of the coverage thereunder. 1^01 less than twn ^) weeks prior to the expirafion, cancellation 
or tcnnJnation of any such policy, the Subcontractor shall supply Stock wth a new arid replacement Certificate of bisi^ce and additional 
insured endorsements as proof ofreirewal/roplaccmcnt glides of insurance. 

Subcontractor’s Kofiee to ItrsMTOce Canlers and AEentsi 'Piior to rorameneing any Work under, this AgrccmCTi, Subcontreelor must 
provide a fully executed complete copy of this Agreement \dih Exhibit "A" and all amendments to each of its insurmce agents and 
insurance carriers.. ^Ihiir ten (10) days after execution by the parties of any fiitims amendinehls, modifications, additions, deletions, 
changes or addendiim-i ro this Agreement. Subcontractor must provide a fully executed coinplele copy ofthls Agreement with Exhibit VA", 
u amended, to each of its insurance agents end insurance cairieits. 


Subeontreclor's Subcontractors: Subcontractor acknowiedges it shall not subconliBcl any part of this Agreement without supplying Stock 
proof that all Subcontractor's subcontractors, laborers,- materiaimen, agents, or ernployees, and anyone for ■^se acts any of them may be 
liable, obtains and maintBins appropriate insurance coverage as detailed In Exhibit "A". It shall be Subcontractor's sole responsibili^ to 
ensure that Subcontractor’s subcontractors, laborers, materialmen, agents, or employees, and anyone for whose ads any of them be 

liable, fully complies with ihlsEare^oph 18 and Exhibit "A", and future amendments thereto. 
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Addilionally, end prior to coi^encemcnt of the Work, the Subcontractor sliall provide Stock With a Certificate of Imvoanee showing- 
insurance coverage, in compliance with' Exhibit “A" each and every Subcontractor's subconfroclors, laborers,' materfBhnen, a^ls, and/or, • 
employees, and anyone for whose acts any of them be liable. Coverage shidl be no less than the lindfs ns described in Exhibit “A", In 

'the event any of these policies are teimiriated, for any reason,'(he Subcontractor shall provide Stock copies of Certiricates of Insurant 
showing repiacereent coverage in compliance widi Esdiibit‘‘A*V 


' Waiver of Subrogation from iMurers : Subcontractor shail obtain Rora each of its insurer^ a Waiver of subrogation es to each of its 
insurance policies, in ihvor of Stock with respect to any Claltris conceming, pertaining to. related to, arising out of and/or connected wih. 
the Work and Contract Documents. 

Brcech i Failure of Subcontractor to maintain complde arid appropriate insurance is a maicrial breach. In this evenk in addition to the all 
olhat remedy provisions in this Agrecrneati Slock can elect-to Icrminale this Agrrremcnt or to provide irisuraricc at Subconti^or’s sole 
expense; in neither case, ho wever, shall Suhcontiaclor's liability be lesstntd. 

19. COMFLETION : Immediately upon the p^oimanccofany part of the Work, as between Sul^ntractorond Stock; title Iherelo shall vest 
in Stock to the extent pemiitted bylaw; provided, however, the v^ng of such title shall not impose any obligations on Slock or relieve 
Subcontractor of any of its obligations hereunder. Upon completion ofthe Work described in any ■Work'NotifIcarion Form, Subcontador 

■ shall request the Stock representative on ths job site to confirm completion of the Work Thercaltcr, j^vided that Subconbacidr Is iwt in 
, breach of this Agreement, arid provided that Subcontractor is otherwise entitled to payment under this Agreement, upon notincalion to 

Stock, Slock shall pay Subcbnitracior for the Work desoibed iri the WorkNotificalion Form in accordance with the Work Notification 

■ Form and the Bid/Proposal within sixQ^ (60) days following Stock's receipt of a request for payment Irom Subbontiactbr. Suboonlractor 

> hereby agrees that if Subcontractor fails to request fiom Slock any sum, including, but not limited to, wages or contractsunu due under this 
Agreement or any Work Notification Form, vrithin ninety (90) days fibm the date they became due; said sums to Subcontractor and 
Subcontractor shall have no claim thereto.. 

20; WAIVER ! TO raBEXTENTNOTPROHIBiTEDBYLAW, CONIRACIDR.HEREBY WAIVES AND RELINQUISHES ANY AND 
ALL STATUTORY OR CONTRACTUAL RIGHTS THATIT MAY HAVE TO OBTAIN STOP NOTICES OR LIENS, MECHANICS’ 
OR OTHERWISE, AG AINSTTOE PROPERTY OR DvCPROVEMENTS THAT ARE THE WORiCAND AGREK NOTTOFIIE ANY 
SUCH NOTICE OR LIEN AGAINST SUCH PROPERTY OR IMPROVEMENTS FOR ANY LABOR, SERVICES, WOR^ 
MATERIALS, EQUIPMENT, TOOLS OR OTHERITEMS FURNISHED TO ORFORSTOCK. TO THEEXIENTNOTPROHIBITED 
BY LAW, CONTRACTOR AGREES TO LOOK SOLELY TO ns CONIRACTUAL RIGHTS FOR RECOVERY. 

21, TAyFit/CKARGES: Subcontractor shall pay «U taxes, corilribulions and/or preiniums pay’able on its employees or on its operations vmder 
warkersVeompensation laws, unemployment compensation laws, the Fedetui; Social Security Act, hcalOi and welfare benefit plans, gross, 
business taxes, sales and use taxes; contributions end/orpremiums which arc payable by the employees and the Subcontractor shall 
indemniiy, defend and hold Stock harmless &om oil liability; loss and expense resulting Eom Subcontractor’s Jitilutc to comply with these. 
requirements. Subcontractor shall comply vvith oil rules and regulations at aqy time applicable hereto and shail, on demand, substantiate to 
Stock's reasonable satisiaction tbet all taxes and charges are being properly paid SUBCONTRACTOR SHALL BE SOLELY 
RESPONSIBLE FOR WITHHOLDING TAXES, SOCIAL SECURITY TAXES AND STATE UNEMPLOYMENTTAXES FOR ALL 
EMPLOYEES OF SUBCONTRACTOR 

22, ' DEFECnVE WORK: Should Stock notify Subcontractor (orally or In vviiting) that any p^ ofthe Work is incorrect arid does not confirtm 
. to the terms ofthe Contract Documents, Subcontnieior shall immediately being to correct su* detective work nhd sh^l complete such 

eonecled work, within fottyrcighl (48) hours unless Stock shall agree to a longer period. If Subcontractor refuses to perform any eorreclivte 
•work. Subcontractor shall waive the above descnlred foify-cigbt (48) hour period and such refusal or failure to peHorm the corrective work 
shalT be dectried a default by Subcontractor bMiinder. Subcontractor shall bear the entire cost of such corrective work; including iny cost 
incurred by the disiutbance of work completed by other contractors.. 

: 23. BREACH: SUBCONTRACTOR SHALL BE IN B^CH OFTHIS AGREEMENT IF; 

' (a), Subcontractor’s Work is defective and not remedied as piowded herein; or 

' (b), Subcmtractqr does not make promp t oiid proper payments to its employe^ agents and/or subcontractors; or 

(c) Su^ntractor does not make prompt and proper payments for l^r, services, work; ni^erids or equipment furnished by Ihird parties 
to it; or 

(d) Another contractor is damaged by an act forwhich Subdontractor is responsibly'or 
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(e) Subcontractor or any third party Rimishinff labor, services, work, materials, equipment tools or other items for the Work files any. 
eJalm or lien against the property where the Work has been peribrmed and such claim or lien has not discharged or resolved within 

twenty-four (24) hours after notice thereof to Subcontractor, and Subcontrartor has not posted a dischaigcborid within this twenty four (24), 
hour period; orp 

(1) Subrontractor fails to perform warranty service under this Agreement or any other prior or conternporanMUS Subcontractor Agreement 
with Stock; or 

(g) Stock is fined by any governmental agency on Mcount of or arising out of SubccnIiBctor’s (or Subcontractor's subcontractors or 
agents) violation of any law, ordinance, regulation, admihistrative ruling and/or court ottlet; or 

(h) j^Subcontroctor becomes in^Ivent or any petition for bankruptcy is fil^ mth n^pect to Subcontractor; or 

(i) Suheontractor fails or neglects to ptpsecule the Work diligently and promptly, whether duo to inadequate or incompetent sopervislon. 
insuliicient skilled workers, ladcoFrnateriai or equipment, impropo’quanU'ty or quality, or for any other reason notde^bedber^ 

0) Subcontractor fails to comply with any terms dflhls Agreement or any Work Notification Fonri issued under this Agreement. 

24. REMEDIES : IF SUBCONTRACTOR IS INBREACH OF THIS AGREEMENT, IN ADDITION TO ANT AND ALL OTHER 
REMEDIES AVAlLABliUNDERAPPUCABLE LAW, STOCK, IN ITS SOLEDISCRETION, MAYDOANYORALLOFTHE 
FOUXlWING: 

(A) IMMEDIATELYTERMINAtETHIS AGREEMENT, ANY WORkNOTIFICATiqN FORM OR OTHER VERBAL OR 
WRITTEN AGREEMENT WITH SUBCONTRACTOR OR OTHER SUBCONTRACTOR BASE AGREEMENTBETWEEN 
SUBCONIRACTOR AND STOCK AND DISMISS SUBCONT^^R FROM Tffi JOB SITE BY PROVIDINQ 
SUBCOhmUCTOR WnnWRITTENNOTICE OF SUCHTERMINATION; 

(B) ENGAGE OREMPLOY OTHER CONTRACTORS TO REMEDY SUBCONTRACTOR’S DEFECTIVE WORI^TO COMPLETE ; 

■ ANY PORTION OF THE WORKNOT COMPLETED BY SUBCONTRACTOR, PERFORM SUBCONTRACTOR'S WARRANTY 
SERVICE OBLIGATIONS OR OTHERWISE CURE SUBCONTRACTOR'S BREACH AT SUBCONTRACTOR’S SOLE COSTAND 
.EXPENSE; 


: (C) WITHHOLD FROM SUBCONTRACTOR FORUP TO ONE HUNDRED TWENTY (120) DAYS ANY SUMS WCH MIGirr BE 
DUEORBECOMEDUETO SUBCONTRACTOR, ’iVHETHERUNDERTHIS AGREEMENT, ANY WORKNOTTFICA-nON FORM 
: OR ANY OTHER AGREEMENT. AND MAY CHARGE AGAINST ANY SUCH SUMS WITHHELD ALL SUivlS EXPENDED OR 
COSTS INCURRED BY STOCK ARISING FROM THE ENGAGEMENT OF OTHER CONTRACTORS AS PROVIDED IN (B), 
ABOVE OR OTHERWSE RELATING TO SUBCONTRACTOR’S BREACH, INCLUDING, BUT NOT LIMITED TO, STOCK'S 
OVERHEAD AND PROFIT; AND/OR 

' (D) WITHHOLD FROM SUBCOKIRACTORFORUP TO ONE (l)YEARAN AMOUNT, WmCHAMOUNTSHALLNOT 
, EXCEEDFIVEPERCENT(5%)OF'rHECONI^CTPRlCBPORTHEWORK,TOINSURESUBCONtRACTOR'S 
PERFORMANCE OF WARRANTY SERVICE OBLIGAHONS. SHOULD SUBCONTRACTOR FAILTO PERFORM SUCH 
■ WARRANTY SERVK^ OBUGATIONS. STOCKMAY CHARGE AGAINST SUCH AMOUNT WITHHELD ALL SUMS 
EXPENDED OR COSTS INCURRED BYSTOCK ARISING FROM SUBCONmACTOR'S FAILURE TO PERFORM SUCH' 
WARRANTY SERVICE OBUGATIONS; 


: 25- TKRMTNATICtN ! This Agrccnient may bIot be terminated and Subcontractor dismiss^ Com the job site by Stock at my time iti its sole 
discretion; with or without cause, by providing Siibcontrador \nth notice (written or oral. In the sole detennlnallon oTStock) of such 
termination, and such tennioatibn shall be efiective as of the tinie and date staled in Siich notice. In the event of temunation of the 
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Agreement prior to the effective dale and lime of termination. Subcontiector acknowledges and agrees (hat If Subcontractor is terminaled 
pursuant to this paragraph 25 with cause, Subcontractor shall have no claim against Stock for any additJoDal sums, includmg, mthout 
: limitations any claims formaterial puichas^ but not used in (he Work, or for lost profits orfor any other cj^ or sums vAalsocyer. The 
termination payment descnTjcd herein, if applicable, is Subcontract’s sole remedy and in no event shall Subcontractor have any claim for. 
cons^uehtiai damages. Tuilher, in the event of termination, Subeontrartor will turn overall equipment end materials ordered, purchased 
for and delivered to the Project, and Stock will pay the Subcontractor any amounts due based on the percentage of completion of 
' Subbontractoris Worlcthat is inbomplianee with this Agreement and the Fricin^ actually eecomplishe'd and equipment and materials. 
suf^b'ed to the Project; mccludlng any p^ent for uheamed profit and overhead.' Subcontractor will facilitate transfer of Work to Stock by 
assigning its rights un der subcontracts end purchase orders, _____ 
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26., ENTFRE AC iRP-P-lvfKNT: This Agreement, together \wih the Contrect Documents, con^tules entire agreement between Subcontractor • 

and Stock and there ere no other agrrements, oral orwriften, by end between the parties her^o, except os to Subcontractor's warranties 

■ under any prior or contemporaneous Subcontractor Agreements with Stock, which wananties are incbiporaled by rcftrehce herem for all 

■ pui^ses, This Agreement, tog^crwilhlhBContractDaeumems.'doesrottiMteap^ershlporbtherUnincoiporaledessociation 
behreen the Subcontractor wd Stock. The relationship of Subcontractor is that of an independent contractor. 


27. HEADINGS; The parag^h h^ings in (his Agreement are for convenience only and shall not aftect the meaning, interpretation or scope 
' oftheprowslorrs which follow them. 


28, NOTICES : Unl^ otherwise set forth herein, any nodee to be given or served upon any pany hereto in. conheclion wth this Agraement must be 


facsimile transmission wilhacopy delivered putsuantto(a) or (b) above. Ar^s"* notice or dem^ sliall be dewed to have been duly given 
or made end to have become effectire p) if delivered by hand to aresponsiblc ofEcer of the parly to which it is dir^bd, at Ihetirae of the receipt. 
Iheteofbysu* officer, (ii) ifrent^fccsimne transmission esoflhs dale md time oftrmsrnisslon, and (iii)ifsenl by Federal Express, Bqmiss 
Mail orolherreputableovemighl courier service; upon the ecrlierofthcdateofreodpt or one(l) business dayafUrpostinglhereoC Ifanoticcis 

thailed in the mahrtsr provided above, it is duly given, whether or not the addressee received it. ' ' 


29. fNVAr.TDITY : If any provision of this Agreement Is held to be llle^, invalid or uticnforcMbiB under present orRiture laws, such 
provision shall be fiilly severable. This Agreement shall be eonsfrued enforced as If such Illegal, invalid or unehforceableprOvision had 
‘ ‘ never comprised apart of this Agreement; and the ronaining provisions of this AgreemW shall remain In fiitl force and eflect end shall not 

. be aflbcted by the illegal, invalid or imcnfortcable provision or by its scycroncc fiom this Agrwmcnt Furthermore, there shall be added. 
autonallcaliy as if part of this Agreement a provision as shtiil v in terms to such illegal, invalid or tmnforccable provision U may be 
possible end may be legal, valid and enforceable. 

30; DISPUTE : If a controversy or claim arises out of or related to this Agreement, including a claim relating to an eetion token by Stock 
pursuant to the self-help rerh«llcs of paragraph 24, and the parties cannot resolve the natter between themselves within sixty (60) days 
after Stock Is first provided written notice of the clwm or controversy by Subeohfmclor, thepartics agrecto t^ in gMd frith to settle the- 
dispute by roedialldn under the Construction Industry Mediation Rules of the Americari AibltrattoaAssocinlion, If not settled by, 
roedlotiotv the dispulc 'shall be resolved by final and binding arbitration in accordance with the Constructloh Indu^'Aibltrctioh Rules of. 
the American Athilration Association, nnd judgment upon theaward tendered by the arbitralorfs) may be entered in any court having, 
juri^iclion (hereof. Should a dispute arise between Stock and a buyer ofo residence regording molerials supplied or vvoiic perfonned by 
Subcontractor, Subcontractor agrees (6 porticipatci in, and be bound by, arbitration proceedings between Slock end the buyer, 

31; ElRISDTCnON and PRESUMPTION : ‘Ibis Agreement shall he governed by and constnied under the laws ohhe Stale ofFlotlda. Any 
action broughi to enforec or interpret this Agreemenl shall be brought in the court of appropriate jurisdiction in the county in vvhich the 
' property is located.: Should any provision of this Agteem W require judidal interpretation, the parties hereto agree and stipulate (hat the > 
court interpreting or consideii^ (he sonie shall not apply the presumption that the ten^herwf shall be thore strictly constnieri against a 
parly by reason of any legal conclusibn that a document should be construed more strictly against the party who itself or (hrou^ its agents 
ptepar^ the same, or beirig agreed that all parties hereto have participated in the preparaHon and negotiation ofthis Agmment and each 



■ 32. WAIVER; Excejpl as expressly set forth herein, this Agreement may not be changed, modified or terminated, except by an instrument 
executed by thepartics hareio,.No wmvwbyeilherpaityofany ftilure or refosal to comply with thebbligationof any other party 
hereunder shall be deemed a waiver of any other or subsequent failtoe or refosal to so comply. 


33; COUNTERPARTS and FACSIMILE/PDF SIGNATURES : This Agreement may be executed in any numlrer of counterparts, each of 
' which shall be deemed bj] original and all of which shall coruUtute one and the same agreemeat; Signatures given via facsimile or scan 
: pdf transmission and shall be deemed given as of the date arid time of transirussion to theqlher party and riiall be deemed brigmal. 


'34. PERSONS BOUND; The provisions ofthis Agreernent shall Inure to the beoefit ot and shall bind, the heH execulers, administrators, 
saicceKOTS and asrigns of the respective patties. No person shall be deemed to te athird party beneficiary of this Agreement or any portion ■ 
I thwof. • Subcontractor may not assign this Agreement without Stock’s prior written consent .which consent Slock maywilhbold in its sole 
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and ^solute discretion. Stodcmay assign this Agreement to any affilisle, subsidimy or other third paAy hy pipyidiog Subcdntiactor Ove 
' (5) days written notice IhereoE 


IN WITNESS WHEREOF,' the parlies have executed this Agreement as of the day and year first eboy e Avrilten. 


STOCK; 


STOCK CONSTKUenON, L^a ■ 
Florida lim^sd-ifaDiii^ comp a^y^ 


Print Nan^ 
Title: 


SUBCONTRACTOR: 

3>y Me.c.L 

(Subbdntiactor Entity Nme). a 

Bv: 

' PrintNamet fcs 

T‘‘i« . 
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THIS AGREEMENT {•‘Agreemcnn made and entered into this I day of . •^dLLJUlU 
ConstructiojL LIA a Florida limited liability company, its successors and/or assigns (“Stock") and. 


. 20 ■ 1 fj'. by and between Stock 
_(“Subcontractor ). 


1, As used herein the following terms shall have the meanings specific^ unless the context otherwise requires. 

(a) *‘Bid/Prop 9 sal" shall have the meaning specified in Paragraph 4. 

(b) ‘‘Contract Docuinents’’shall mean this Agreement, together with any arid all Subcontractor Safety & Health Standards (Field 
Giiideiincs), Work Notification Forms, Bid/Proposals, and Plans and Specifications issued or utilized in connection with Work performed 
by Subcontractor. 

(c) “^Fl iA" shall mean tlie Federal Housing Administration. 

(d) “Plans and Specifications" shall mean approved foundation plans, frame plans, floor plans, elevation plans, blueprints, eonstruefioh • 
sheet details, and other specifications, incjuding FHA manuals. 

(c) “Project" shall mean the following:_^^;_ - 

(f) "Stock" shall have the meaning specified in tlie beginning paragraph of this Agreement. 

(g) ‘‘Subcontractor" shall have the meaning specified in the beginning paragraph ofthls Agreement and shall include SubKrntractor's 
subcontractors, laborers, materialmen, agents, or employes, and anyone for whose acts any of them may be liable. 

. (h) 'WA" shall mean the U.S. Department of Veterans Ailairs.. 

O') "Work** shall include, without limitation, any and all of the ^ork specified in Paragraph 3 below, and any and all change order work, 
'extra work, work included on all Work Notification Forms, unbudgeied work, and other work directed by Slock to be performed by 
Subcontractor; including but not limited to the management, supervision, financing, labor, materials, tools, fuel, supplies, Utilities,. 
cquipnicnt and services of every kind and type necessary to diligently, timely, and fully perform and complete in a good and woikmanlike 
manner the Work required by the Contract Docuihents. 

(j) *■ Work Notification Form'" shall mean a written order issued by Stock to Subcontractor sped^g certain Work to be performed the 
term Work Notification Form shall include forms designated "Purchase Order", "Job Start Order". "Field Purchase Order’,' and other 
similar designations and containing certain information about commencing such Workand thepaymerit for such Work. 

2. NON-EXCLUSIVITY: Tlie pu^sc of this Agreement is to fix the obligations of Stock and Subcontractor as to the perfonnatice by 
Subcontractor of certain described Work. Subcontractor acknowledges that this Agreement is nonexclusive and that Stock is frae to 
contract wdth any otherperson or entity for the performance of work which is the same or similar to that described in this Agreement. 
Subcontractor is also free to enter into third party contracts with any other subrontraclor, laborer and'or materialmen for Ihe'provision of 

■ the Work to be provided hommder., Subcontractor will ensure that such other Syork performed by third party subcontractors, laborers and 
iiiaterialmen does not interfere with Subcontractor's performance under, the Contract Documents and all such other contracts shall not be 
deemed a direct coiitract between Stock and ^ch third party subcontractors laborers, or materialmen,.This Agreement shall not be 
constiu^ as obligating Stock to accept bids or i^e Work Notification Forms to Subcontractor.. 
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3. SCOPE OF WORK; The Work to be performed by Subcontractor shall be more specifj^lly described in subsequently issued Work 
' Notification Fornis but is generally describe es: (l) ^ ^rfrVfiX lO^/KT’l jbv ’ ____ 


■ Cost Code No: ^____ 

As set forth above, in cbiijunction with this Agreement, Slock may issue Wori: Notification Forms from time to time, covering the Work to ■ 
; be pcrfoimed and time for completion at each specific job Jocaiionr Subcontractor shall have no authority to commence Work at any job 
'loicatibn until it has received a Work Notification Form for a spraific job location.. It shall be Subcontractor's responsibility to obtain a 
Work Notification Form before beginning any Work at a spceific job location. In the event Subcontractor's proposal, estimate or similar 
. document is attached to or referenced in a WorkNotification Form issued by Stock, only those terms which define or idcnti5' the work to 
, be performed by Subcontractor shall be incorporated as part of the WorkNotification Form and/'orthis Agreement and any remaining 
. portions of Subcontractor's proposal, estimate or similar document shall not be considered part of the Work Notification Form, this 
Agreement, or any agreement between Stock and Subcontractor. .No substitutions shall be allowed in tli’e performance of the Work unless 
expressly provided in the Plans and Specifications or applicable Work Notification Form, and only then upon Subcontractor fir^ receiving 
all approvals required from Stock for substitutions. Subcontractor shall indemnify Stock for all loss, damage and expense incurred as a 
' result of such substhutipns, vyhcihcr or not Subcontractor has obtained Bppro\'aI tliercof. 

4. PRICING and PAYMENTS ; Subcontractorhas submitted to Stock a Bid/ProposaJ pursuant to Stock’s Vinvitation to bid" for Work, receipt 
of Which is acknowledge thereon by Stock, which Bid/Proposal is incorporated herein by reference. The Bid/Proposal may be modified - 
by Subcontractor only by d subsequent written and dated amendment, as approved by and receipt of which shall be acloiowledgcd thereon', 
by Stock, which approval Stock may withhold in its sole end absolute discretion. Upon acceptance and approval by Stock, such amended' 
Bid Proposal shall be attached hereto and incorporated herein by reference: The Bid/Proposal in effect at the time of the issuance or any 
Work Notification Fonn shall be applicable to all Work to be performed thereunder, without variation, unless otherwise approved in 
Wrilingby Slock Subcontractor acknowledges that its compensation is a fixed contractual rate, subject to modification under tlic next 
clause of this contract for changes in the Woric required. Compensation undts' the Contract Documents is not hourly compensation. 
Subcontractoragrees that payment shall be made to the entity named in the beginning paragraph of this Agreement, and not to any 
individual person which provides Work pursuant to this Agreement. 

Notwithstanding anything in this Agreement to the comrary. Subcontractor’s right to any payment underfills Agreement is expressly 
contingent and conditioned upon: (1) Stock's determination that all Work to be performed pursuant to a patlicular WorkNolification Form 
has been completed satisfactorily; (2) If requested by Stock, the Subcontractor delivering to Slock a foil and complete release ofallTiens 
and claims of Subcontractor and any and all of its subcontractors and suppliers of materials, labor, equipment, work, tools, seT^'ices and 
other items fomished in connection with the Work, and (3) If requested by Stock, the Subconimcior delivering to Stock an affidavit (in a 
form satisfactory to Stock) that provides that so far as Subconbactor is able to ascertain, no person or entity other than thepersons or 
entities furnishing such waivers and releases, has a right to any such lien or claim for materials, labor, ^uipraent, work, tools, services or 
• other items furnished in connection with the Work. 

Notwithstanding anything in this Agreement to the contrary, if requested by Stock. Subcontractor's failure to supply these lien Avaivers and 
releases will negate any Truest for payment until such time as the lien waivers and releases arc provided. If any lien or claim remains 
outstanding after all payments arc made. Subcontractor shall refund to Stock all monies that Stock may be compelled to pay in discharging 
or resolving such lien or claim, including, without limhation. attorneyrs fees and costs.’ If Subcontractor fails to make any'siich refrod 
within fifteen (15) days of notice to Subcontractor from Stock. Subcontractor shall bo in breach of this Agreement, and Stock may, in 
addition to any other right and remedy, withhold from any sums due or to become due Subcontractor under iliis or any other Agreement 
, such amount as may be required, in Stock’s sole discretion, to discharge or resolve any such lien or claim, and to reimburse Stock for the 
applicable fees and costs incurred by Stock. Subcontractor shall dcferrd.’iirdemni^ and hold haiml^s Stock and Stock’s purchaser ftbm 
the operation arid eff^ of any lien ofencumbraiice arising out of the pcrfonnancc of Subcontractor’s Avork, and shall turn OA'er the 
proper^ subjert to the Work, including any improvements thereon, to Stoi^ ^ ^d clear of ail such iicns and encumbrances. Ifany such 
lieii orracumbrance is clainied by any person or entity performing ary portion or Subcontractor’s Avork. Subcontractor shall, immediately 
upon A'erbal notice from Stock, discharge same by payment or posting a sufficient bond to transfer the lien or encumbrance from the real 
, property to the bond.. If Subcontractor continues to rccirivc payments from Stock, Subcontractor will hold these payments and the rights to 
future payments from Stock in trust for the benefit of, and to be first applied to payment of those subcontractors, laborers, equipment 
. suppliers and material suppliers who have peribrraed aiiy portion of Subcontractor’s work before using any portion of such payment for 
. any other purpose. In the event Stock has reason to believe that labor, material, equipment or other obligations of Subcontractor incurred in 

,Page2ofl2, Stocklnitial s ' 

Rev 01/07.'2011 . Subcontractor Ifiitials 









the performance of Subcontractor s \\'Drk are not being promptly paid; Slock may, upon gi\nng written notice to Subcbntractpf, lake any 
steps deemed necessary to ensure iliat any payments front Stock to Subcontractor shall be utili^ to pay such obligations.. Upon such • 
.'written notice, Stock rriay require Subcoritractorto supply satisfactory evidence that Subcontractor's obligations havcbcoi paid brio post a ■ 
payment and performance bond fbrtheprotectiori of Stocl^ its purchaser, and those to whom Subcontractor has an obh'galioh fofpayment, 
The failure of Subcontractor to provide either ofthese means of security shall entitle Stock to retain out of any payment due or become due 
to Subcontractor a reasonable amount to protect Stock from any and all loss, damage or e.xpense 'mcludihg attorney's fees arising out of or 
relating to any such claim or lien fhjfn one to whom Subcontractor has an obligation tmlil the claim or lien has been satisfied by 
' Subcontractor. 

Acceptance of Work and payment therefore by Stock under this paragraph shall not be constra^ as a waiver by Stock for Work later found 
defective and shall not release the Subcontractor from liabilitj- under any warranty for defective Work or for any obligation to pc^orm 
. warranty service Work. 

5. ' SUBCONTRACTOR REVIEW and INSPECTION : Subcontractor expressly agrees to nrad and familiariM itself completely with all 

Contract Documents, including but not limited to the Plans and Specifications applicable to this Agreement or any WorkNotrfieation 
Fonn, to independently verify all information furnished by Stock or contained in the Plans and Specifications and to inspect the job site 
before starting any Work under a Work Notification Form. Subcontractor shall immediately report in writing to Stock any discrepancy, 
'deficiency, variance from or Violation of any jaws, ordinances, rales, regulations or orders of any public authorities obseived or known to 
Subeontraclorin the Work; Plans and Specifications or at the job site. All Plans and Specifications furnished to Subcontractor by Slock are 
the property of Stock and shall not be duplicated or used for any puipose other than the perfbnnance of the Work and must he returned to 
Stock at the completion of Subcontractor’s Work. Subcontractor shall be solely responsible for all Mnstiuclion under this Agreement and 
any Work Notification Foira, including the techniques, sequences, procedures and means, and for coordination of all Work. 

Subcontractor has made an independent investigation of the site, and the soil conditions and has satisfied itself as to all of these conditions 
such tliol the Bid/Proposal include payments for all Work which may perfontied by Subcontractor to overcome any unanticipated,, 
underground, or concealed conditions. Subcontractor waives any and ail rights and claims for any changes to the Work Notification Forni 
amount for any items dr claims which Subcontractor could have become aware of prior to accqjting the Work Notification Form and/or 
commencing W ork thereunder had its examinations of the Project Ixscn conducted in a reasonable manner. 

Subcontractor shall be responsible for inspecting any vvork of anoOier contractor that may affect its own Woric and shall report in wriling to 
Stock any defects in such work upon discovery of the drfcct prior to commencing any portion of the Work, or it sliall be deemed to have 
accepted sud) work as correct and fit to be accommodated into its own. If Subcontractor shall be delayed in the commencement,’ 
prosecution, or completion of the Work or shall be obstructed or hindwed in the orderly progress of the Work by an act, failure to act, 
omission, neglect or default of Stock, any architect, another contractor or subcontractor, or of their respective agents or employees, or 

by any cause beyond theconhdlof Subcontractor, then the time fixed for completion of the Work may be ^tended in the sole discretion of 
: Stock and only if Subcontractor notifies Slock in writing within forty-eight (48) hours of tlie discovery of the cause pf such'delay. 
Subcontractor cxpresly agrees not to make, and haeby waives, ariy claim fpr damages on account of any delay, obstruction, or hindrance 
for any cause whatsoever, including but not limited to, the aforesaid causes, and agrees that Sut«pntractor*s mIc right and rernedy in the ; 
case of any delay shall be an extension of the time fixed for completion of the Worit. 

6. PROSECUTION OF WORK: Subcontraaor shall cooperate with all other contractors CTgaged by Stock to the effect that their work shall 
not be impeded and shall give such other contractors access to the job site necessary to perform their contracts. Subcontractorshall 
perform the Work in a prompt and diligent manner whenever such' Work, or any part of it, becomes available, or at such other time or times 
as Stock may direct so as to promote the progress of the entire Project. Subcontractor shall not delay or otherwise mterfere with or hinder 
the work of any other contractor on the job." If the work or property of another is hindered, delayed, or damaged by Subcontractor,, 
Subconbactor will pay for all costs and damages incurred by such other party and will cause all such damage to be corrected to the 
satisfaction of and without cost to Slock, ^y materials that are to be furnished by Subcontractor hereunder shall be furnished in sufficient 
lime to enable SubconfiMlor to perform and complete its Work with the time or limes provided for herein orin any'Work Notification 
Form. If, in the opinion of Stock, in its solei discretion, Subcoritractor falls behind in furm'shing the necessary labor and/ or materials to 
meet the schedule established by Slock, then Subcontractor shall take such steps and actions as are deem«l necessary by Stock to improve • 
the rate of progress, including, but nol limited to, increasing the labor force, number of shifis and/or \yoik such overtime as may be 
required, at its own expense, to bring its part of the Work up to the schedule established ty Stock; Subcoritractor agrees to leiroburM or' 
pay Stock, or Stock may withhold payment otherwise due under this Agreement, for any,and all damages that Stock may sustain as a result 
of such delays by Subcontractor; Time is of the essence in this Agreement,. 
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Subcontractor shall pafomi all labor in a thorough and workmanlike manner, according to the higliest standards of the trade. 

Subcontractor warrants that all labor done and any materials fumishwl by Subcontractor will meet or exceed FH A minimum property 
standards, VA r^uirements, any applicable building code requirements and all Stock requirements.. Should a dispute arise as to the proper 
interpretation of this Agreement, orany vrork or material performed or furnished hereunder, which concerns the patties hereto only, or 
which concerns Subcontractor and any other contractoits), subcontractor(s) or si?)plier(s), the dispute shall bedccidcd bj'Stock, whose 
decision thereon shall be final and conclusive.. In any event, and in spite of any di^utcj claim, or contoversy arising out of dris 
Agreement, Subcontractor shall proceed diligently with the Work, pending final def erminalion pursuant to any disputes clause or pursuant 
to any other aedbn taken with respect to any dispute, claim, or controversy; 

, 7 . MATERIALS and EOUlPMENTt Subcontractor-shall secure and maintain material ordered by Subcontractor until completion of the 
Work and sah'sfaciioti acceptance by Stock. Subcontractor ^all be responsible for the recapt, delivery, unloading, hoisting storage, 
warehousing, protection, inhirancc and all other risks of loss relating to any materials or equipment Subcontractor is to fiiroish, install, 
protide, or have provided to it under this Agreement. Subcontractor shall keep adequate supply of materials on hand afall times, ns 
required to meet production schedules.. Subcontractor shall be responsible for the secuiily.of all rhatcrials on the jobsite.. Furthw, if the 
Work requires the installation of materials furnished by others, it shall be the le^nsibility of the Subcontractor to; examine the items so 
provided, and to thereupon handle, store, arid insidl the items with such skill and care to ensure a satisfactory and proper inslallatioiu Loss 
or damage to the materials due to acts of negligence by the Subcontractor shall be deduct^ from any amounts due orto broomc due to the 
Subcontractor. 

• 8. ■ .SUBCONTRACTOR REPRESENTATIONS : Subcontractor reprwents and warrants that it is fully qualified in all respects to perform the 
Work and shall 'at all times maintain strict discipline among its employees. Subcontractor shall supervise and direct the Work competently 
and efficiently, devoting such attenrion tliertto and applying sudi skills arid expertise as may be necessary to perform the Work in 
. accordance with the Contract Documents., Subcontractor shall be responsible to sec that Ac finished Work complies accurately with the. 
Contract Documents. Subcontractor agrees not to employ any person unfit or without sufiicient skill to perform the job for which 
Subcontractor was retained for the Project. Subcontractor agrees that Stock shall not provide training of any kind. .Accordingly, it is the 

■ sole re^onribility and expense of Subcontractor to provide training for the Subcontractor or its employees, agents, or subcontractors. 

' Subcontractor shall not discriminate against any employee or applicant for cmployrnent because of race, creed, color, sex, age or national: 

, origin; Subcontractor shall comply with all equal opportunity or affirmau've action requirements or plans as may be set forth in the 
Contract Documents. 

Subcontractor shall at all times remain an independent contractor, solely responsible for the Work, methods, techniques, procedures and 

■ supcTOsion and coordinating al portions of the Work to be perfbnned under this Agrament and Field Guidelines, No provision hereof 
shall be construed to make Subcontractor Stock's agent. All person employed by Subcontractor, or Subcontractor’s sub-contractors to 

■ perform services in connection with this Agreement shall be under the exclusive control and direction of Subcontractor or Subcontractor’s 
subcontractors, it being the intention of the parties that Subcontractor arrd its subcontractors shall be and remain an independent contractor. 
'Slock shall not exert acnial control, nor possess the ri^t to control, the actions of the employees of Subcontractor or Subcontractor’s 
subcontractors in performing duties under this Agreement 

' Subcontractor shall fully protect the Work from loss or damage and shall b w the cost of any such loss or damage untij final payment has 
been made. If Subcontractor or any one for whom Subcontractor is legally liable for is responsible for any loss or damage to the Work, or 
other workof materials of Stock or Stock’s separate contractors. Subcontractor sh^l be charged with the same, and any monies necessary, 
to replace such loss or damage shall be deducted from any.arnoimts due Subcoiitractor, 

: Subcontractor shall not load nor permit any part of any structoie or property to be loaded in any maniier that will endmger that structure or 
property, nor shall Subcontractor subject any part of the Work or adjacent properly to stress or pressure that will endanger it. 

9 . LICENSES and PERMITS :; Subcontractor shall, at Subcontractor’s sole expense, hold and maintain all required licenses, obtain 
all r^uired permits and shall comply with all laws and ordinances and the rules, regulations, and orders of all public authorities relatihg to 
the performance of the Work.' In the event of termination of this Agreement, Subcontractor shall immediately transfer and assign to Stock 

■ any and all applicable certificates, permits, contracts, subcontracts, and purchase ordere relating to the Work, Subcontractor agrees that 
Stock IS not responsible for providing any tools or benefits for the Subcontractor or its employees, agents, or subcontractors.. 
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1 6 . REGULATORY COMPLIANCE and HA2ARP0US SUBSTANCES; The Oreupational Safety and Health Act of 1970, as • 

amended (OSHA) has established regulations entitled OSH A Hazard Communication Standard. According to the regulations, 
manufacturers of hazardous materials arc required to fumidi Material Safety Data Sheets (MSDS) giving infonnation bn proper handling 
and precautionary measures in using thcmaterials. Many substances commonly used in residential construction ill the description of’ 

■ hazardous materials established by OSHA. Subcontractor shall comply with all OSHA regulations pertaining to tire work and any materials 
used in the work. Subcontractor shall have sole and exclusive responsibility for training its employees, subcontractors and suppliers in the 
proper handling of hazardous matcriajs and any precautionary measures required. Subcontractor shall supply all protective clothing and 
devices necessary to protect its employees, subcontractors and suppliers from hazardous materials while on the site. Subconlractor^all 
obtain all MSDS's pertaining to any hazardous material used or created in the process of performing the work, and shall distribute copies of 
such MSDS’s to Company and to all other contractors, subcontractors, and suppliers performing work on the site.' Subcontractor shall also 
obtain from all other contractors, subcontractors and suppliers performing work on the site, copies of all MSDS's for all hazardous 
materials used or created by such contractors, subcontractors or s^pliers, and shall retain copies of such MSDS's and provide them to 
Subcontractor’s employees, subcontractors and suppliers as required by the OSHA regulations,-' In other words, Subcontrador must 
exchange MSDS's with all other contractors, subcontractors and suppliers, and implement a training program for its employees. 

Subcontractor acknowledges and understands that thcProjcct may be subject to the requirements of the National Pollutant Discharge 
'Elimination System, as amended (NPDES) and Clcari Water Act, as amended (CWA). Subcontractor is fully awtue of theNPDES and 

■ CWA and shall not in any way interfere,' damage or in any vvay negatively impact the structures and /or procedures in place or to be 
implemented at the Project pertaining to NPDES and CWA, Subcontractor shall be responsible for any loss, damage, fine and penally 
incurred by Stock orits affiliates due to acts of negligence by the Subcontractor and such costs and expenses shell be deducted from any 
-amounts due or to become due to the Subcontractor.' Further, Subcontracior shall indeninify Stock for kiy and all costs, fines, penalties and 
expenses incuired by Stock as a result of violations of NPDES and CWA caused by Subcontractor. 

11; EMERGENCIES : In the event of an emergency affecting the safety orprotcction of persons or the Work or property M the job site or 
adjacent thereto. Subcontractor, ■without special instruction or authorization from Stock is obligated to act to prevent threatened damage, 
injury or loss. Subcontracior shall give Stock written notice within twenty-four (24) hours after the occurrence of the emergency, if 
Subcontractor believes that any significant changes in the Work or variafions from the Contract Documents have been caus^ thereby,' If 
the Stock determines that a change in the Contract Documents is required because of the action taken in response to an emageniy, a 
Change Order shall be issued to document the consequences of the changes or variations. If Subcontractor fails to provide the twenty-four 
(24) hour written notice noted abo-vc, the Subcontractor shall be deemed to have waived any right it oUicrwise may ha-ye had to seek m 
adjustment Pricing or on extension to the term of this Agreement. 

12.' ASSUMPTION OF LIABILITY :. Subcontractor, agrees to. and hereby does, assume full responsibility for any arid all acts,-negligence or 
omissions of Subcontractor's eifiployccs, laborers, agents, niatcrialm^' and subcontractors and any and all employees and agents of the 
aforementioned, and any and all other persons doing work under an oral or written order or contract with Subcontractor. 

13; INDEMNIFICATION. HOLD HARMLESS & DEFENSE; The Work p^ormed by the Subcontractor shall be at the risk of the 
Subcontractor exclusively. To the fullest extent permitted by law, at Subcontractor’s sole expense. Subcontractor shall indemnify, defend, 
and hold harmless both Stock and the Ower (if different frorn Stock) ^ their affiliated companies, parents, subsidi^'es, partners,'joint, 
ventures, representatives, members, designees, officers, directors, shareholders, employees, agents, successors, and assigns (collectively 
referred to as *‘Indeirmificd Party/ies") of. from, and against any and all claims concerning,-pertaining to. related to, arising out of and/or 
connected , with the Work’ and Contract Documents, including but irol limited to demands, suits, liabilities, causes of action, damages, 
claims for bodily injury, death or damage to property, judgments, contractual liabilities, including costs and expenses associated thereto 
which include but Is not limited investigative and repair costs, attorneys’ fees and costs,■ consultants’ fees and costs, and other expenses, 
any of which arise out ofj relate to, result from, arc occasioned by, contributed to by^ connected with and/or are in any way caused, in 
whole or in part; by the acts of, omissions, failures and/or performance by Subcontractor and/or any of its subcontractors,'laborers, 
materialmen, agents, or employees, or anyone for whose acts any of them may be liable, as to any of the foUowing (collectively refen-cd to 
as "Claims”); 

(a) Work as required by the Contract Documents and under this Agreement; 

(b) construction of others services as required by the Contract Documents and under this Agreement; 

(c) materials furnished as required by the Contract Documents and under this Agreement; 

(d) violations or alleged violations of Occupational Safety and Health Act of 1970, as amended, or to regulations prorhulgated thereunder, 
and'or to violations dr alleged violations similar stale laws and regulations; 


Pages of 12 
,Rev0L'07/201l 


Stock lrijtmls__ 
' Subcontractor Initials 













(c)injuries of/tp and/prdcstniciion of tangible propert>', including the loss of use or economic loss resulting therefrom; 

(f)defMtiveIy perfonned andfor alleged defectively perfomted Work by’ Suhcontraelor and/or. any of its subcontractors, laborers, 
materialmen, agents, or employees, or anyone for whose acts any of them rnay be liable; 

(gibreacli of this Agreement; and/or 

(h)3Cts or omissions which include negligent or. willful. misconduct of Subcontractor and/br any of its subcontractors, laborers, 
maleiialmcn, agents, or employ ces, or anyone for whose acts any of them may be liable, whether active or passive. 

In whole or in Part: .Subcontractor's obligation to indemnify, defend arid hold harmless the Ihdernnifled Parties,shall not be construed to 
negate, abridge, or otherwise reduce tmy'other right or obligation of indemnity which would otherwise exist to any patty or person 
described in tins Paragnqrh 13, 

Subcontractor’s obligation to indemnify, defend and hold harmless the Indemnified Patties is applicable whether any Claims are caus^ in. 
part by any of the Indemnified Parties, whether active orpassive. 

Subcontractor’s obligation to indemni^'- defend and hold harrnle^ the Indemnified Parties is applicable whether any Claims arc caused In. 
part by the concuirent act(s), omission(s)' by and/or negligence of any pf the Indemnified Parties, whether active or passive, provided 
however, said Indemnified Party shall not be indemnified for its own sole negUgence or willful misconduct, 

limitations on Obligations & Florida Statutes. Section 725.06 :’ With regard to any and all Claims, Subcontractor s obliption to indemnify, 
defend and hold harmless the Indemnified Parties sltall riot be limited in any way by any limitation on the amount or type of damages, 
compensation, insurance fequiromchts and limiu set forth In Exhibit “A", of benefits payable by/for Subcontractor or any* subconfraclof 
under workers' or workmen’s compensation acts, disability acts or othw employee benefits acts.. ' Mohviihstanding ibe foregoing, 
Subconifactbr's obligation to indemnify, defend and hold harmless tlie Indemnified Parties shall be limited to tlie greater of::. 

{a)A maximum of $5,000,000.00; or 

(b) the amount of this AgrMmcnt sum; of 

(c) the maximum amount of insurance cov^gc limits available to the Subcontractor under any wd all policies of insurance and applicable 
to any Claim(s). 

Tlie parties agree and acknowledge that this limitation bears a reasonable commercial relationship to this Agrccmeni and the services being 
provided hereunder, and this inderhnity clause is intend^ to comply with the Florida laws on indemnity and specifically to comply with 
Florida Statutes, Section 725.06, including any amendments thereto, and is to be inteipreid in such a way as to be fully enforceable. Ifahy. 
word, cjaiise or provision of this Paragraph 13 is determined not to be in compliance with Florida Statute, Section .7^.06, including any, 
amendments thereto, it sliall be inclTcctivc and the remaining woiris, clauses and provisions shall remain in full force and effecL 

Duty toUefaid ; Subcontractor’s duty to defend under this Paragraph 13. is independent imd separate from its duty to indemnify and hold 
harmless, and the duty to defend exists rcgardlcK of any ultimate luiility of Stock and/or any Indemnified Party.. Tlie duty to defend arises 
immediately upon pre.scntatiqn of a Claim by any person or entity with written notice of such Claim being provided to Subcontractor. 

Survival Provision; Subcontractor s obiigation to indemnify/defend and hold hanniess ivill survive the expiration or earlier temiinafion pf 
this A^cment until it is determined by final judgment that an action against the Indemnified Party/ics for any and all matters indemnified 
is fully and finally barred by the applicable statute of limitations. 


WaivCT' of Subrogation: : Subcontractor waives any rights of subrogation against Stock and shall requife any. of Subcontractor's 
subcontractors, laborers, materialniCT, agents,"of,employees,.arid anyone for whoscjacts any of them may, be' liable to'waive their' 
subrogation rights against Slock, ■ 

Secure Performance: At its sole discretion, Stock may withhold, from time to time,i from;any monies otherwise due Subcontractor 
herciiridef or under any other contract or agreements, a sum of money, which, in the sole Judgment of Sto^, shall be sufficient to secure the 
.'performance of Subcontractors obligations under this Paragraph 13.' 

Notice : Stock shall provide written notice of any Claims within sixty (60) days aft^er Stock becomes reasonably aware that Subcontractor 
may be liable for any snch Claims. 

il4. SUBCONTRACTOR WARRANTIES ! Subcontractofreprcrents and warrants to Stock that all equipment and materials provided by 
: Subcontractor and incoiporated in the Work wil] be new', unless otherwise spccjfiwi in ihePIans imd Specifications, and togedier with the 
, SubcnntractorisWorkshan be of good quality, free of defects and in confonnity with the Contract Documents. It is uridc^ood between 
the parties hereto that all equipment, materials and Work riot so in confohnify shall be defective. Subcontractor specifically agrees that it is 
responsible for the protection of the Work until final completion and that Subcopiractor will make good of replace, at no expense to Stock, 
any damage to the Wotk which occurs prior to said final completion. Inspection by Stock shall not relieve Subcontractor of its obligations 

herein. SUBCONTTIACTORFURTHER WARRANTS THAT All LABOR AND MATERIALS FURNISHED BY _ 
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SUBCONTRACTOR SHALL BE F^E OF DEFECTS FOR A PERIOD BEGINNING AT THE DATE THAT STOCK CONVEYS ' 
TITLE OF THE SUBJECT OFTJiEWOJ^, (JfOUSE OR CONDOMINIUM UNIT) TO A PURCHASER OF THE HOUSE OR 
CONJDOMINIUM UNIT, AND CONTINUING FROM SUCH DATE UNTIL THE ^ST OF THE FOLLOWING TO OCCUR: (I) ONE 
YEAR; (2) FOR THE DURATION OF ANY LIMITED WiyTT^ WARRANTY GIV]^ BY STOCK TO SUCH PURCHASER OR (3) 
' THE DURATION OF ANY COMMON LAW OR STATE OR FEDERAL STATUTORY WARRANTIES OF SUCH PURCHASER, OR 
SUBSEQUENT PURCHASER. OR ANY OTHER PERSON OR ENTITY, IF ANY,' SUBCONTRACTOR AGREES TO MAKE, AT- 
SUBCONTRAGTpR’S SOLE EXPENSE, ALL REPAIRS AND CORRECT SUCH DIRECTS IN ORDER TO MEET ANY OF 
SUBCONT^CTOR'S WARRANTY OBLIGATIONS wilHIN EIGHT(8) HOUJ^ OF NOTICE (ORAL OR WRI'nEN) OF SUCH 
DEFECT IN ^ emergency {DETERMINED BY STOCK IN ITS SOLE DISCRETION) AND WITHIN FORTY-EiCHT (48) 

' HOURS OF NOTICE ON A NON-EMERGENCY BASIS. In addition. Subcontractor shali transfer any and all applicable manufacturer’s 
warranties, togctlicr'with all service and operating manuals for materials furnished by it under this AgreemenU to Stock'when the Work is 
completed or this Agreement is terminated, whichever Occurs first. The warranty contained in this paragraph 14 is in addition to any other 
specif warrMties required by contract or laty, and such warranty does not negate orabn’dge Stock’s right to assert claims for latent or 
patent defects m accordance with applicable law. 

The Subcontractor agrees to satisfy such warranty obligations which appearwithin the warranty or guarantee periods established in tlie 
Contract Docuraehls without cost to the Owner or the Contractor. If ho miaramee of warranty is rcouired of the Contractor in the Contract 
Documents, then the Subcontractor shall guarantee or warranty the Subcontractor Work forthenerind ofoneM) year from the datefs) of 
■ conveyance to the end user. 

The Subcontractor further agrees to execute any special guarantees pr warranties that shall be required for the Subcontractor’s Work prior 
to final payment. 

All guarantees and warranties must be submitted to the Contractor in a form acc^tablc to tlic Contractor prior to and as a condition for 
final payment. 

Subcontractor expressly agrees that all warranties made by it in this Agreement shall survive the termination or expiration of this 
Agreement for any reason prior to the expiration of the full warranty period. 

is.' RUBBISHand DEBRIS ; Subcontractor agrees to keep the job site and adjoining property free of waste material and rubbish caused by its 
Wofkbr that of its subcontractors and to remove all waste materials and tubbish on completion or tennination of its Work logcthw with all 
tools, equipment, and machinay.. Subcontractor agrees that upon terminating its Work at the site, Subcontractor shall cohduci general’ 
cican-up opcralion.s, including, but not limited to, the cleaning of glass surfaces, paved streets and walks, ^eps and interior floors and' 
walls, where applicable. Any (rersonal property Icfl by Subcontractor on or around job site for thirty (30) days following completion of the' 
Work, excluding any Work performed pursuant to warrant)' swvice obligations, will become theproperty of Stock. 

16, ASSIGNMENT; Subcontractor shall not assign this Agreemrat or any payments due of to become due hereunder without the prior writlcn 
consent of Stock, which consent may bo withheld in the sole discretion of Stock. Payments to Shbcontractor will be made in accordance 
'with Stock’s current published payment procedures, as same may be amended from time 'to lime. Payment to Subcontractor of tdl or 
any portion of any progress payment or the final payment diall not constitute or imply or be evidence of performance of the Work by 
Subcontractor or aecqitancc of any portion of Subcontractor's Work by Stock, or in any way waive or affect Stock's claims or rights 
. against Subcontrartor. 

' 17. CHANGES ; Stock reserves the right to make changes in the Work in the nature of additions, deletions, ormndifications, without 
invalidating tin’s Agreement and agrees to make corresponding adjustments in the contract pn’ce and rime for perfbimanca AH 
■ 'changw ■will be authorized by a ne^v written Work Notification Form which will include conforming changes in any 
Bid/Proposal, payment schedule and/or time for performance. 


18., INSURANCE REQUIREMENTS: Subcontractor shall procure and maintain insurance policies in the form and amounts as set 
forth'on Exliibh ’’A”, attached hereto and incotporated herein by reference. All coverage sliall be placed wth ah insurance 
carriers duly admitt^ in the State of Flon’da and shall be reasonably acceptable to Stock. All insurance cairieis must maintain an 
A.M.' Best rating of'‘A-VIII” or better, Certified copies of all insurance policies must be made available aiid provided to Stock; 
■within ien (10) days of Stock’s request, Tlte word “Claims” used in this Paragraph 18 has been defined in Paragraph 13 above.’ 


Endorsements in insurance Policies: In addition to Exhibit ■*A”, the Subcontractor shal| cany and maintain Mmmercial general liability 


. insurance on ISO form CG 00 01 10 01 (or a substitute form ^viding coverage equal to or greater than said fonn). All policies of liability 
insurance shall contain an Additional Insured Endorsement on ISO form CG20 10 11 85 (or a substitute foim providinR coverage equal to 
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or greater than said form which would at a mininium additional insured status with respect arising out of Sub'eontraetofs Work pursuant to 
the Contract Documents and which provides coverage both dtinng the products completed operations hazard period.) Such’ insurance shall 
cover liability arising out ofpremises, operations, independent contractors, pi^ucis-completed opcraU’ons. personal and advertising injury, 
bodily ityuty, property damage^ and liability assumed under aii ihsurirf Mntract (including the tort liability of another assumed in a 
business contract). There shall be no endorsement or modification of the comthercial general liability, excess or umbrella coverage forms 
■ which coritains any of the following: 

(a) Limitations or Modification of Contractual Uabt*lity Language; 

(b) Limitations or exclusions for Damage to Work Performed by Sub Cbhlractors; 

(c) Urnitations or Exclusions for Residential Work 

(d) Limitations or Exclusions for Multi-Unit Dwellings 

(e) Limitations or Exclusions related to explosion, collapse,.underground property damage;, 

(f) Pollution Exclusions; or 

(g) woA performed by subcontractors. 

AddjttpnaUngurgd: Stock shall be named as an additional insured, loss payee Md ccnificate holder on each of the policies as outlined in 
Exhibjt ‘"A". Coverage under all policies shall be afforded to Ac additional insureds whether or not any Claims are actually in litigation. 

Stock shall remain as an additional insured on each policy for a period not'less than! ten"{10) ainseeutive years ftn'm the date of final i 
completion of Ac enfire construction project that is Ac subject of Ais Agreement and the Contract Documents regardless of Ae dale when 
Ae SubconU-actor. SubconUactor’s subcontractors, laborers, materialmen, agents, employees, and/dr anyone for whose acts any of them 
may be liable, completes or finishes any Work or any, oAcr construction work, and/of regardless of Ac dates any certificates of occupancy > 
are issued. Subcohtracior's obligation to have Stock remain as an additional insured on each policy for a period not less than ten 00)' 
consecutive years from the date of final completion of Ae entire construction project will survive Ac tapiration or earlier termination of 
this Asreement until My and all Claims are fully and finally barred by Ae greater of any and all applicable statute of limiladon or statute of. 
repose., 

PrioritY-OfJnsurancc Coverage: It is Ac intent of Ae parties Aat all available and applicable insiiimice coverage of the Subcontractor, 
whether primary or excess or umbrella policies, bo primary coverage for any and all Claims concerning, pertaining to, related to. arising out 
of and'or connected with Ae Work and Contract Documents, regardless of who makes said Claims. Further, Ae parties Intend that Stock’s 
insurance policies be excess over any and all available and applicable insurance policies of Subcontractor for the purposes orindcmhiiy and 
defense of Stock. 

Certificates of insurance: Prior to commencing any Work under Ais Agreement, Subconrtactor shall submit to Stock copies of policies or 
Certificate of Insurance Aat confinh appropriate bisurancc coverage. 

Each .Certificate of Insurance shall provide tliat Ae insurer must give Stock at ieast ninety. (90) days prior written noU’ce of hoii-renewai or 
material change in coverage and termination of the coverage thereunder. Not less Aan two (2) weeks prior to Ae expiration, cancel labon 
or teimmatibn of any such policy; Ae SubcontractorAall supply Stock wiA a new and replacement Certificate oflnsurancc and additional 
insured endorsements hs proofof renewalVeplacementpolicies of insurance. ■ . ■ \ 

: Subcontractor’s Notice to Insur ance Carriers and Agents : Prior to commencing any Work under Ais A^OTenl^ Subcontracior must 
provide’a fully executed complete copy of Ais Agreement wj’A Exhibit "A" and all amendments to each of its insurance agaits and 
insurance carriers, Wifliin ten (10) days after execution by the parties of an^ future amendments, modifieafions, additions, deletions, 

. changes or addendums to Ais Agreement, Subcontractor must jjrovido a fully executed complete copy of this Agreement WiA Exhibit “A", 
as amended, to each of its insurance agents and insurance catricis. 


Subcontractor's Subcontractors: Subcontractor acknowledges it shall not subcontract any part of Ais Agreement without supplying Stock 
proof that all Subcontractors subcontractors, laborers, materialmen, agents, or cnployees, and anyone for whose acts any of Acm maybe 
liable, obtains and maintains appropriate insurance coverage as detailed In Exhibit ’^A" • It shall be Subcontractor’s sole responsibility to: 
rosure'Aat Subcontractor s subcontractors, laborers, materiaimen, agents, or cmpibyccs, and Myo'ne for whose acts any of Aem maybe 
liable, Ally complies \viA Ais Paragraph 18 and Exliibil “A“, and future amendments thereto. 
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Additionally, and prior IQ cpmmCTcement of the Wo^ the Subcontractor shall provide Stock with u Ccrrificate of Insurance showing 
insurance coverage, in compliance with Exhibit ”A'“ each and eyeiy Subcontractor’s subcontractors, laborers, materialmen, agents, and/or 
employees, and anyone for whose acts any of them may be liable. Coverage shall be no |ess than the h'mits as described in Exhibit “A". In 
the event any of these policies are terminated,' for aiiy reason, the Subcontractor shall provide Stock copies of Certificates oflnsurance 
showing replacement coverage in compliance with Exhibit "A'?. 

Waiver of Subrogation from Insurers : Subcontractor shall obtain from each of its insurers, a waiver of subrogation as to each of its 
insur^ce policies,.in favor of Stock with respect to any Oaims concerning, pertaining tovrclalcid lo,'arisihg oul of airf'or connreted with 
tiie Worit and Contract Documents. 

Breach; Failure of Subcontractor to maintain complete and appropriate insurance is a material breach. In this event, iii addition to' the all 
other remedy provisions in this Agreement, Stock can elect to terminate this Agreement or to provide insurance at Subcontractor’s sole 
expense; in neither case, however, shail Subcontractor's liability be lessened. 

19. COMPLETION: Immediately upon the performance of any part of the Work, as between Subcontractor and Stock, title thereto shall vest 
in Stock to the extent pamilted by la w; provided, however, the vesting of such title shall not impose any obligalions on Stock or reliv e ■ 
Subcontractor of My of its obligations hereunder.. Upon completion of the Work described in any Woric Notification Foim, Subcontractor 
shall request the Stock representative on die job site to confirm completion of the Worl^ Thereafter, provided that Subcontractor is not in 
i breach of this Agreement, and provided that Subcontractor is otherwise entitled to payment under tliis Agreement, upon notification to 

■ Stocl^ Stock shall pay Subconlractor for the Work described in the Work Notification Form in accordance with the Work Notificafion 

' Form Md the Bid'Proposal within sixty (60) days following Stock’s receipt of a request for payment from Subcontractor, Subcontractor 
hereby agrees that if Subcontractor fails to request from Stock any sum, including, but not limited lo, wages or contract sums due under this 
Agreement or any Work Notification Form, within ninety (90) days from the date they became due, said sums to Subconlractor arid'. 
Subcontractor shall have no claim thereto. 

20; WAIVER :; TO THE EXTENT NOT PROHIBITED BY LAW. CONTRACTOR HEREBY WAIVES AND RELINQUISHES ANY aND 
AlX STATUTORY OR CONTRACTUAL RIGH'TS TOATITMAY HAVE TO OBTAIN STOP NOTICES OR LIENS, MECHANICS' 
OR OTHERWISE, AGAINSTTHE PROPERTY OR IMPROVEMENTS THAT Al^ THE WORK AND AGREES NOTT’O FILE ANY 

■ SUCH NOTICE OR LIEN AGAINST SUCH PROPERTY ORIMPROVEMENTS FOR ANY LABOR, SERVICES, WORK, 
MATERIALS, EQUIPMENT, TOOLS OR OTHER ITEMS FORNiSHEDTOOR FOR STOCK. TO THE EXTENTNOT PROHIBITED 
BY LAW, CONTRACTOR AGREES TO Look SOLELY TO ITS CONTRACTUALRIGHTS FOR RECOVERY. 

21. TAXES/CHARGES: Subcontractor shall pay all taxes, contributions and/or premiums payable on its employees or on its opciarions under 
workers’ compensation laws, unemployment compensation laws, the Federal; Social Security Act, health and welfare benefit plans, gross 
business taxes, sales and use taxes, contributions and’or premiums whicli arepayabie by the employees and the Subcontractor shall, 
indemnify, defend and hold Slock harmless from all liability, loss Md expense resulting from Subcontractor's failure to comply With tliese 
requirements, Subemniractof shall comply with all rules and regulations at any time applicable hereto and shall, on demMd, substantiate to ' 
Stack's reasonable satisfaction that all taxes and cliaiges are being properly paid . SUBCONTRACTOR SHALL BE SOLELY 
imSPONSlBLE FOR WITHHOLDING TAXES,'SOaAL SECURITY TAXES AND STATE UNEMPLOYM^ TAXES FOR ALL . 
EMPLOYEES OFSUBCONTRACTOR. 

22. ' DEFhCt IVE WORK; Should Slock nqtift' Subcontractor (orally or in writing) that any part of the Work is incorrect Md docs not conform 
to the t^s of the Contract Documents, Subcontramor shall immediately being to coirect such defective work Md shall complete Mch 
corrected work within forty.;ei^t (48) hours unless Stock shall agree to a longer period, if Subcontractor refiises toperforai nny corrective 
work, Subrontractor shall waive the above described forty-eight (48) hour period and such refusal or failure to perform the carrcctivc work 
shall be deenied a default by Subcoritractor hereunder. Subcontractor shall bear the entire cost of such coirectivc work, including any cost 
incurred by the distiirbMce of work completed by other contractors, 

23. BREACH : SUBCONTRAC'TOR SHALL BE IN BREACH OF THIS AGREEMENT IF: 

(a) Subcontractors Work is defective and not remedied as provided herein; or 

. (b) Subcontractor does not make prompt and prop^ payments to its employees, agents Md/or suberiritraetors; or 
(c); Subcontractor docs not make prompt Md proper payments for labor, services, work, materials or equipment furnished by third parties 
to it; or 

I (d) 'Another contractor is damaged by m act for which Subcontractor is responsible; or 
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(c) Subcontractor or any third party furnishing labor, services, work, materials, equipment, tools or other items for the Work files any 
claim or lien against the property where the Work has been performed and such claim or lien has not been discharged or rcOTlved within 
twenty-four (24) hours afler notice thereof to Subcontractor, and Subcontractor has not posted a discharge bond within this twenty four (24) 
hdtir period; or; 

(f) • Subcoiitractof fails to perform warranty service under this Agreement or any other prior or contemporaneous Su^ontractor Agre'emnil 

■ with Stock; or 

’ (g) Stock is fined by my goverhmmtal agency on account of or eriring out of Subcontractor's (or Subcontractors subcontractors or 
.agents) violation of any law, oidinaiice, regulation, administrative ruling and/or court order; or 

(h) Subcontractor bccorries insolvent or any petition for bankruptcy is filed with respect to Subcontractor; or 

(i) Subcontractor fails or rieglects to prosecute the Work diligently and promptly, whether due to inadequate or incompetent supervision, 
insufficient skilled worker^ lack of material or equipment,' itriproper quantity or quali W, or for any otlier reason not described herein; 

O'). Subconttaetor. fails to comply witli my terms of this Agreement or my Work Notification Form issued under this AgreemenU. 

24. REMEDIES : IF SUBCONTRACTOR IS IN BREACH OF THIS AGREEMENT, IN ADDITION TO ANY AND ALL OTHER 
REMEDIES AVAILABLE UNDER APPUCABLE LAW, STOCK, IN ITS SOLE DISCRETION, M.^lY DO ANY OR ALL OFTHE 
FOLLO^WING: . . - 

' (A) IMMEDIATELY TERMINATE THIS AGREEMENT. ANY WORKNOTinCATION FORM OR OTHER VERBAL OR 
WRITTEN AGREEMENT WITH SUBCONTRACTOR OR OTHER SUBCONTRACTOR BASE AGREEMENT BETWEEN' 

■ SUBCONTRACTOR AND STOCK AND DISMISS SUBCONTRACTOR FROM THE JOB SITE BY PROVIDING 
SUBCONTRACTOR WITH WRITTEN NOTICE OF sura TERMINATION; 

(B) ENGAGE OR EMPLOY OTHER CONTRACTORS TO REMEDY SUBCONTRACTOR’S DEFECHVE WORK. TO COMPLETE 

ANY PORTION OF THE WORK NOT COMPLETED BY SUBCONTRACTOR, PERFORM SUBCONTRACTOR'S WARR,\NTY 
SERVICE OBLIGATIONS OR OTHERWISE CURE SUBCONTRACTOR’S BRE.\CH AT SUBCONTRACTOR’S SOLECOSTAND 
EXPENSE; - . . ■ 

(C) WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE HUNDRED WENTY (120) DAYS ANY SUMS WHICH MIGHTBE 
DUE OR BECOME DUE TO SUBCONTRACTOR, WHETHER UNDER THIS AGREEMENT, ANY WORK NOTIFICATION FORM ' 
OR ANY OTHER AGREEMENT, AND MAY CHARGE AGAINST ANY SUCH SUMS WITHHELD ALL SUMS EXPENDED OR 
COSTS INCURRED BY STOCK ARISING FROM THE ENGAGEMENT OF OTHER CONTRACTORS AS PROVIDED JN (B) 
ABOVE OR OTOERWisE RELATING TO SUBCONTRACTOR'S BREACH, INCLUDING, BUTNOTLIMITED TO, STOCK'S 
OVERH^D AND PROirr; AND/OR 

(D) WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE (1) YEAR AN AMOUNT. WHICH AMOUNT. SHALL NOT 
EXCEED FIVE PERCENT (5%) OF THE CONTRACT PIUGE FOR THE WORK, TO INSURE SUBCONTRACTOR'S 
PERFORMANCE OF WA^NTY SERVICE OBUGATIONS; SHOULD SUBCONTRACTOR FAIL TO PERFORM SUCH 
WARRANTY SERVICE OBUGATIONS, CTOCK MAY CHARGE AGAINST,SUCH AMOUNT WfrHHELD ALL SUMS 
EXPENDED OR COSTS INCURRED BY STOCK ARISING FROM SUBCONTRACTOR'S FAILURE TO PERFORM SUCH 
WA^NTY SERVICE OBLIGATIONS. 

25. TERMINATION: This Agreement pray dso be terminated md Subcontractor dismissed from the job site Stock at my time in its sole 
discretion; with or without cause, by providing Subcontractor with notice (writlm or oral, in the sole determination of Stock) of such 
termination, and such termination shall be effeaive as of the time and date stated in such notice. In the event of termmation of the 
Agrccrncnf pursuant to this paragraph 25 without cause. Stock shall pay Subcontractor within sixty (60) days after the effective date of such 
terininatioh, all sums due md owing Subcontractor for all labor incunred md all materials incoiporaipd in the Work perfomied under this 
Agreement prior to the’cffcctivcdatcmd time of termination. Subcontractor admowledges md agrees that if Subeonhactor is terminated 
pursumt to this paragraph 25 with cause, Subcontractor shall iiavctio claim against Sto,ck for my additional sums, including, 'without 
limitations any claims for material purchased but not used in the Work, or for lost profits or for any other claim or sums Whatsoever. The 
termination payment described herein, if applicable, is Subcontractor's sole remedy md in no et'cnl shall Subcontractor have any claim for 
consequential damages.- Further, in the event of termination. Subcontractor will turn over all equipment md materials ordered^ purchased 
for md delivered to the Proj'ect, md Stock will pay the Subcontractor any amounts due based on the percentage of completion of 
Subcontractor*s Work that is incompliance with tliis Agreement md the Pricing, actually accomplidicd and equipment md materials 
supplied to the Proj'ect; excluding my payment for unearned profit md overhead. . Subcontractor will facilitate trmsfer of Work to Stock by 
^gntng its rights under subcontracts and purchase orders. 
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'^6- ENTIRE AGREEMENT: This Agreement, togetlierwith the Contract Documents, constitutes the entire agreement between Subcon^ctor 
' arid Stock and thOT arc no other agreements, oral orwn’flen, by and between the parties hereto, except as to Subcontractor's warranties- 
under zay prior or contemporaneous Subcontractor A^eements with Stock; which warranties are incorporated by reference hereiii for all 
purposes. This Agreement, together with tlie Contract Documents, does not create a partnership or other unincorporated association 
between tlie Subcontractor and Stock. Tlic relationship of Subcontractor is that of an independent contractor. 

27. 1 'HEADINGS: The paragraph headings in this Agreement are for convenience only and shall not affect tlio meaning, inteipretation or scope 
of the provisions which follow them. 

28. NOTICES: Unless otherwise set forth herM, any noti^ to be given or served upon any party hereto in connection with this Agreement must be 
in writing, and shall be (a) delivered by hand, (b) said by Federal Expre^ Express Mail or other overnight courier service, sent to the address on 
tlie first page hereof or such'other address forndtfceasfte patties Aall last have furnished in writingto the person giving the notice or (c) sent by 
facamile transmission vvith a copy delivered pursuant to (a) or above: Any such riotice or demand shall be deemed to have been duly givai 
or made and to have become effective (0 if delivered by hand to a responsible officer of the p^ to which it is directed; at the time of tlie receipt 
thereof by such officer, (ii) if swt by facsimile transirussion as of thedate and lime of transmission, and (iii) if sent by Federal Express, Express 
Mail or other reputable bv^iglit courier service, upon the earlier of thedate of licccipt or one (1) business da^’ afier posting thoiMf. If a notice is 
mailed in the manherptovided above,itis dulygivcn, whetherornot the addresseerecaved it. 

29. INVALIDITV; If any provision ofthis A^cement is held to be illegal, invalid or unenforceable under present or future laws, mch 
provision shall be fully severable. This Agreement shall be construed enforced as if such illegal, invalid or unoiforccable provision had. 
never comprised a part of this .Agreement, and the remaining provisions of this Agreement shall remain in full force and effect and shall not 
be affected by the illegal, invalid or unenforceable provision or by its severance from this Agreement. Furthermore, there shall be add^ 
automatically as if part of this Agreement a provision as similar in terms to such illegal, invaiid or unenforceable provision as may be 
passible and may be legal, valid and enforceabte. 

30. DISPUTE ;. If a Mntrov'crsy or claim arises out of or related to this Agreement, including a claim relating to an aclion taken by Slock 
.pursuant to the self-help remedies of paragraph 24, and the parties cannot rKolve the mailer between themselves within sixty (60) days 

after Stock is first provided written notice of the claim or controversy by Subcontractor, the parties agree to try in good faith to settle the 
dispute by m^iation under the Construction Industry Mediation Rules of the American Arbitration Association. If not ^nled by 
• riiediation, the dispute shall be resolved by final and binding arbitration in accordance with the Construction Industry Arbitration Rules of 
' the American Arbitration Association,' and judgment upon the award rendered by the ^itratorfs) may be enter^ in any court having 
jurisdiction thereof. Should a dispute arise between Stock and a buyer of a residence regarding materials suppIiixJ or work performed by 
. Subcontractor, Subcontractor agrees to participate in, and be bound by, orbitralion proceedings between Stock and the buyer. 

•31: JURISDICTION and PRESUMPTION : This Agreement shall be governed by and construed underthelaws ofthe State ofFIori^ Any 
action brought to enforce or intopret this Agreement shall be brought in the court of apprt^riaie jurisdiction in the county in which the 
property is located. Should any provirion of this AgreOTcnt rTxpjire judicial inteipretation, the panics hereto agree and stipulate thri the 
court inicrprcting or ransidering the same shall riot spply the prcsumpb'on that the terms hereof shall be more strictly construed against a 
party by reason of any legal conclusion that a document should be construed more strimly against ^e pmty who itself or through its ageiits 
pf^ared the same, or being agreed that all parties hereto have participated in the preparation arid negotiafion of this Agreement and each 
party had full opportunity to consult legal rannsci of its choice prior to the execution of this Agreement 

32. WAIVER; Except as expressly set forth herein, this Agreement may not be changed, modified or terminated, except by an instrument 
mcMuted by the parlies hereto. No waiver by, cither pity of any failure or refusal to coinply with the obligation of iiy other parly 
hereunder shall be deemed a wai'ver of any other or subsequent failure or refusal to so comply. 

■33. COUNTERPARTS and FACSIMILE/PDF SIGNATURES : This Agreement inay be executed in ai^ number of counterparts, each of 
which shall be deemed aii original and all of which shall constitute one and llic sahic agreernent Si^atures given via facsimile or scan 
PDF ti^ansrhissioh and shall be deemed given as of the date and time of transmission to the olherparty and shall be deemed original. 

■ 34. PERSONS BOUND ; The provisions of this Agreement shall inure to thebenefit of, and shall bind: the heirs, execirters, administrators,. 
successors and assigiis of the r^ective parties. No person shall be deem^ to be a third party beneficiary of this Agreement or any portion 
th^f, Siibcomractpr may not assign this Agreement without Stock's prior xvrilten consent which consent Stock may withhold in its sole 
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2647 Professional Circle ♦ Suite 1201 ♦ Naples, FL 34119 


Subcontractor Base Agreement 


NAME OF SUBCONTRACTOR: SO^ USA _ 

OWNERSHIP; u CORPORATION G PARTNERSHIP D PROPRIETORSHIP ^g'-JLlMITED LIABILITY COMPANY 


NAME(S) OF PRINCIPAL OFFICERS, PARTNERS OF OWNER^ 

SUBCONTRACTOR’S EIN OR SOCIAL SECURITY NO;_ 

BUSINESS ADDRESS: ^ 3'^ S*T~ 


PHONE 




EMAIL S to US iQ-fo^CO ^ 


THIS AGREEMENT ("AgTeemMif’) made and entered into this day of _, 20 . by and between Stock 

Construction, LLC, a Florida limited liability company, its successors and/or assigns ("Stock") ana_.. 

_("Subcontractor"). 


1, As used herein the following terms shall have the meanings specified unless the context otherwise requires. 

(a) ‘‘Bid/Proposar shall have the meaning specified in Paragraph 4. 

(b) "Contract Documents’" shall mean this Agreement, together with any and all Subcontractor Safety & Health Standards (Field 
Guidelines). Work Notification Forms, Bid/Proposals, and Plans and Specifications issued or utilized in connection with Work performed 
by Subcontractor. 

(c) "FHA" shall mean the Federal Housing Administration. 

(d) "Plans and Specifications" shall mean approved foundation plans, frame plans, floor plans, elevation plans, blueprints, construction 
“sheet details, and other specifications, including FHA manuals. 

(e) "Project" shall mean the following; ____ 

(f) "Stock" shall have the meaning specified in the begitming paragraph of this Agreement 

(g) "Subcontractor" shall have the meaning specified in the beginning paragraph of this Agreement and shall include Subcontractor's 
subcontractors, laborers, materialmen, agents, or employees, and anyone for whose acts any of them may be liable. 

(h) "VA" shall mean the U.S. Department of Veterans Affairs. 

(i) "Work” shall include, without limitation, any and all of the work specified in Paragraph 3 below, and any and all change order work, 
extra work, work included on all Work Notification Forms, unbudgeted work, and other work directed by Stock to be performed by 
Subcontractor; including but not limited to the management, supervision, financing, labor, materials, tools, fuel, supplies, utilities, 
equipment and services of every kind and type necessary to diligently, timely, and folly perform and complete in a good and workmanlike 
manner the Work required by the Contract Documents. 

(i) "Work Notification Form’" shall mean a written order issued by Stock to Subcontractor specifying certain Work to be performed; the 
term Work Notification Form shall include forms designated "Purchase Order”, "Job Start Order”. "‘Field Purchase Order"’, and other 
similar desi^ations and containing certain information about commencing such Work and the payment for such Work. 

2. NON-EXCLUSIVITY: The purpose of this Agreement is to fix the obligations of Stock and Subcontractor as to the performance by 
Subcontractor of certain described Work. Subcontractor acknowledges that this Agreement is nonexclusive and that Stock is free to 
contract with any other person or entity for the performance of work which is the same or similar to that described in this Agreement. 
Subcontractor is also free to enter into third party contracts with any other subcontractor, laborer and/or materialmen for the provision of 
the Work to be provided hereunder. Subcontractor will ensure tfiat such other work performed by third party subcontractors, laborers and 
materialmen does not interfere with Subcontractor's performance under the Contract Documents and all such other contracts shall not be 
deemed a direct contract between Stock and such third party subcontractors laborers, or materialmen. This Agreeraoit shall not be 
construed as obligating Stock to accept bids or issue Work Notification Forms to Subcontractor. 
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3- SCOPE OF WORK: The Work to be perfoimed by Subcontractor shall be more specifically described in subsequently issued Work 
Notification Foms but is generally described as: jkA 

_J~ 


Cost Code No: ____. 

As set forth above, in conjunction with this Agreement, Stock may issue Work Notification Forms from time to time, covering the Work to 
be performed and time for completion at each specific job location. Subcontractor shall have no authority to commence Work at any job 
location until it has received a Woric Notification Form for a specific job location. It shall be Subcontractor’s responsibility to obtain a 
Work Notification Form before beginning any Work at a specific job location. In the event Subcontractor’s proposal, estimate or similar 
document is attached to or referenced in a Work Notification Form issued by Stock, only those terms which define or identify the work to 
be performed by Subcontractor shall be incorporated as part of the Work Notification Form and/or this Agreement and any remaining 
portions of Subcontractor's proposal, estimate or similar document shall not be considered part of the Work Notification Form, this 
Agreement, or any agreement between Stock and Subcontractor. No substitutions shall be allowed in the performance of the Work unless 
expressly provided in the Plans and Specifications or applicable Work Notification Form, and only then upon Subcontractor first receiving 
all approvals required from Stock for substitutions. Subcontractor shall indemnify Stock for all loss, damage and expense incurred as a 
result of such substitutions, whether or not Subcontractor has obtained approval thereof. 

PRICING and PAYMENTS: Subcontractor has submitted to Stock a Bid/Proposal pursuant to Stock’s "invitation to bid" for Work, receipt 
of which is acknowledged thereon by Stock, which Bid/Proposal is incorporated herein by reference. The Bid/Ptoposal may be modified 
by Subcontractor only by a subsequent written and dated amendment, as approved by and receipt of which shall be acknowledged thereon 
by Stock, which approval Stock may withhold in its sole and absolute discretion. Upon acceptance and approval by Stock, such amended 
Bid/Proposal shall be attached hereto and incorporated herein by reference. The Bid, Proposal in effect at the time of the issuance or any 
Work Notification Form shall be applicable to all Work to be perfonned thereunder, without variation, unless otherwise approved in 
writing by Stock. Subcontractor acknowledges that its compensation is a fixed contractual rate, subject to modification under the next 
clause of this contract for changes in the Work required. Compensation under the Contract Documents is not hourly compensation. 
Subcontractor agrees that payment shall be made to the entity named in the beginning paragraph of this Agreement, and not to any 
individual person which provides Work pursuant to this Agreement. 

Notwithstanding anything in this Agreement to the contrary, Subcontractor's right to any payment under this Agreement is expressly 
contingent and conditioned upon: (I) Stock's determination that all Work to be performed pursuant to a particular Work Notification Form 
has been completed satisfactorily; (2) If requested by Stock, the Subcontractor delivering to Stock a foil and complete release of all liens 
and claims of Subcontractor and any and all of its subcontractors and suppliers of materials, labor, equipment, work, tools, services and 
other items furnished in connection with the Work, and (3) If requested by Stock, the Subcontractor delivering to Stock an affidavit (in a 
form satisfactory to Stock) that provides that so far as Subcontractor is able to ascertain, no person or entity other than the persons or 
entities furnishing such waivers and releases, has a right to any such lien or claim for materials, labor, equipment, work, tools, services or 
other items furnished in connection with the Work. 


Notwithstanding anything in this Agreement to the contrary, if requested by Stock, Subcontractor’s failure to supply these lien waivers and 
releases will negate any request for payment until such time as the lien waivers and releases are provided. If any lien or claim remains 
outstanding after all payments are made. Subcontractor shall refund to Stock all monies that Stock may be compelled to pay in discharging 
or resolving such lien or claim, including, without limitation, attorney's fees and costs. If Subcontractor fails to make any such refund 
within fifteen (15) days of notice to Subcontractor from Stock, Subcontractor shall be in breach of this Agreement, and Stock may, in 
addition to any other right and remedy, withhold from any sums due or to become due Subcontractor under this or any other Agreement 
such amount as may be required, in Stock's sole discretion, to discharge or resolve any such lien or claim, and to reimburse Stock for the 
applicable fees and costs incurred by Stock. Subcontractor shall defend, indemnify and hold harmless Stock and Stock’s purchaser from 
the operation and effect of any lien or encumbrance arising out of the performance of Subcontractor’s work, and shall turn over the 
property subject to the Work, including any improvements thereon, to Stock free and clear of all such liens and encumbrances. If any such 
lien or encumbrance is claimed by any person or entity performing any portion or Subcontractor’s work. Subcontractor shall, immediately 
upon verbal notice from Stock, discharge same by payment or posting a sufficient bond to transfer the lien or encumbrance from the real 
property to the bond. If Subcontractor continues to receive payments from Stock, Subcontractor w ill hold these payments and the rights to 
future payments from Stock in trust for the benefit of, and to be first applied to payment of those subcontractors, laborers, equipment 
suppliers and material suppliers who have performed any portion of Subcontractor’s work, before using any portion of such payment for 
any other purpose. In the event Stock has reason to believe that labor, material, equipment or other obligations of Subcontractor incurred in 
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the perfomiance of Subcontractors work are not being promptly paid. Stock may, upon giving written notice to Subcontractor, take any 
steps deemed necessary to ensure that any payments from Stock to Subcontractor shall be utilized to pay such obligations. Upon such 
written notice, Stock may require Subcontractor to supply satisfactory evidence that Subcontractor's obligations have been paid or to post a 
payment and perfonnance bond for the protection of Stock, its purchaser, and those to whom Subcontractor has an obligation for payment. 
The failure of Subcontractor to provide either of these means of security shall entitle Stock to retain out of any payment due or become due 
to Subcontractor a reasonable amount to protect Stock from any and all loss, damage or expense including attorney's fees arising out of or 
relating to any such claim or lien from one to whom Subcontractor has an obligation until the claim or lien has been satisfied by 
Subcontractor. 

Acceptance of Work and payment therefore by Stock under this paragraph shall not be construed as a waiver by Stock for Work later found 
defective and shall not release the Subcontractor from liability under any warranty for defective Work or for any obligation to perform 
warranty service Work. 

5- SUBCON TRACTOR REVIEW and INSPECTION : Subcontractor expressly agrees to read and familiarize itself completely with all 
Contract Documents, including but not limited to the Plans and Specifications tq^plicable to this Agreement or any Work Notification 
Form, to independently verify all infonnation furnished by Stock or contained in the Plans and Specifications and to inspect the job site 
before starting any Work under a Work Notification Form. Subcontractor shall iiirmediately report in writing to Stock any discrepancy, 
deficiency, variance from or violation of any laws, ordinances, rules, regulations or orders of any public authorities observed or known to 
Subcontractor in the Work, Plans and Specifications or at the job site. All Plans and Specifications furnished to Subcontractor by Stock are 
the property of Stock and shall not be duplicated or used for any purpose other than the perfonnance of the Work and must be returned to 
Stock at the completion of Subcontractor’s Work. Subcontractor shall be solely responsible for all construction under this Agreement and 
any Work Notification Form, including the techniques, sequences, procedures and means, and for coordination of all Work. 

Subcontractor has made an independent investigation of the site, and the soil conditions and has satisfied itself as to all of these conditions 
such that the Bid/Proposal include payments for all Work which may be performed by Subcontractor to overcome any unanticipated, 
underground, or concealed conditions. Subcontractor waives any and all rights and claims for any changes to the Work Notification Form 
amount for any items or claims which Subcontractor could have become aware of prior to accepting the Work Notification Fonn and/or 
commencing Work thereunder liad its examinations of the Project been conducted in a reasonable manner. 

Subcontractor shall be responsible for inspecting any work of another contractor that may affect its own Work and shall report in writing to 
Stock any defects in such work upon discovery of the defect prior to commencing any portion of the Work, or it shall be deemed to have 
accepted such work as correct and fit to be accommodated into its own. If Subcontractor shall be delayed in the commencement, 
prosecution, or completion of the Work or shall be obstructed or hindered in the orderly progress of the Work by an act, failure to act, 
omission, neglect or default of Stock, any architect, another contractor or subcontractor, or any of their respective agents or employees, or 
by any cause beyond the control of Subcontractor, then the time fixed for completion of the Work may be extended in the sole discretion of 
Stock and only if Subcontractor notifies Stock in writing within forty-eight (48) hours of the discovery of the cause of such delay. 
Subcontractor expressly agrees not to make, and hereby waives, any claim for damages on account of any delay, obstruction, or hindrance 
for any cause whatsoever, including but not limited to, tlie aforesaid causes, and agrees that Subcontractor’s sole right and remedy in the 
case of any delay shall be an extension of the time fixed for completion of the Work. 

6- PROSECUTION OF WORK: Subcontractor shall cooperate with all other contractors engaged by Stock to the effect that their work shall 
not be impeded and shall give such other contractors access to the job site necessaty to perform their contracts. Subcontractor shall 
perform the Work in a prompt and diligent manner whenever such Work, or any part of it, becomes available, or at such other time or times 
as Stock may direct so as to promote the progress of the entire Project. Subcontractor shall not delay or otherw ise interfere with or hinder 
the work of any other contractor on the job. If the work or property of another is hindered, delayed, or damaged by Subcontractor, 
Subcontractor will pay for all costs and damages incurred by such other party and will cause all such damage to be corrected to the 
satisfaction of and without cost to Stock. Any materials that are to be furnished by Subcontractor hereunder shall be furnished in sufficient 
time to enable Subcontractor to perform and complete its Work with the time or times provided for herein or in any Work Notification 
Form. If, in the opinion of Stock, in its sole discretion. Subcontractor falls behind in furnishing the necessary labor and.' or materials to 
meet the schedule established by Stock, then Subcontractor shall take such steps and actions as are deemed necessary by Stock to improve 
the rate of progress, including, but not limited to, increasing the labor force, number of shifts and'or work such overtime as may be 
required, at its own expense, to bring its part of the Work up to the scliedule established by Stock. Subcontractor agrees to reimburse or 
pay Stock, or Stock may withhold payment otherwise due under this Agreement, for any and all damages that Stock may sustain as a result 
of such delays by Subcontractor. Time is of the essence in this Agreement. 
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Subcontractor shall perfonti all labor in a thorough and workmanlike manner, according to the highest standards of the trade. 

Subcontractor warrants that all labor done and any materials furnished by Subcontractor will meet or exceed FHA minimum property 
standards, VA requirements, any applicable building code requirements and all Stock requirements. Should a dispute arise as to the proper 
interpretation of this Agreement, or any work or material performed or furnished hereunder, which concerns the parties hereto only, or 
which concerns Subcontractor and any other contractorfs), subcontractorfs) or supplier(s), the dispute shall be decided by Stock, whose 
decision thereon shall be final and conclusive. In any event, and in spite of any dispute, claim, or controversy arising out of this 
Agreement, Subcontractor shall proceed diligently with the Work, pending final determination pursuant to any disputes clause or pursuant 
to any other action taken with respect to any dispute, claim, or controversy. 

MATERIALS and EQUIPMENT : Subcontractor shall secure and maintain material ordered by Subcontractor until completion of the 
Work and satisfaction acceptance by Stock. Subcontractor shall be responsible for the receipt, delivery, unloading, hoisting storage, 
warehousing, protection, insurance and all other risks of loss relating to any materials or equipment Subcontractor is to furnish, install, 
provide, or have provided to it under this Agreement. Subcontractor shall keep adequate supply of materials on hand at all times, as 
required to meet production schedules. Subcontractor shall be responsible for the security of all materials on the jobsite. Further, if the 
Work requires the installation of materials furnished by others, it shall be the responsibility of the Subcontractor to examine the items so 
provided, and to thereupon handle, store, and install the items with such skill and care to ensure a satisfactory and proper installation. Loss 
or damage to the materials due to acts of negligence by the Subcontractor shall be deducted from any amounts due or to become due to the 
Subcontractor. 

subcontractor REP R ESENTATIONS : Subcontractor represents and warrants that it is fully qualified in all respects to perform the 
Work and shall at all times maintain strict discipline among its employees. Subcontractor shall supervise and direct the Work competently 
and efficiently, devoting such attention thereto and applying such skills and expertise as may be necessary to perform the Work in 
accordance with the Contract Documents. Subcontractor shall be responsible to see that the finished Work complies accurately with the 
Contract Documents. Subcontractor agrees not to employ any person unfit or without sufficient skill to perform the job for which 
Subcontractor was retained for the Project. Subcontractor agrees that Stock shall not provide training of any kind. Accordingly, it is the 
sole responsibility and expense of Subcontractor to provide training for the Subcontractor or its employees, agents, or subcontractors. 


Subcontractor shall not discriminate against any employee or applicant for employment because of race, creed, color, sex, age or national 
origin. Subcontractor shall comply with all equal opportunity or affirmative action requirements or plans as may be set forth in the 
Contract Documents. 


Subcontractor shall at all times remain an independent contractor, solely responsible for the Work, methods, techniques, procedures and 
supervision and coordinating al portions of the Work to be performed under this Agreement and Field Guidelines, No provision hereof 
shall be construed to make Subcontractor Stock’s agent. All person employed by Subcontractor, or Subcontractor's sub-contractors to 
perform services in connection with this Agreement shall be under foe exclusive control and direction of Subcontractor or Subcontractor’s 
subcontractors, it being the intention of the parties that Subcontractor and its subcontractors shall be and remain an independent contractor. 
Stock shall not exert actual control, nor possess the right to control, the actions of the employees of Subcontractor or Subcontractor’s 
subcontractors in perfonning duties under this Agreement. 


Subcontractor shall folly protect the Work from loss or damage and shall bear the cost of any such loss or damage until final payment has 
been made. If Subcontractor or any one for whom Subcontractor is legally liable for is responsible for any loss or damage to the Work, or 
other work or materials of Stock or Stock’s separate contractors. Subcontractor shall be charged with foe same, and any monies necessary 
to replace such loss or damage shall be deducted from any amounts due Subcontractor. 

Subcontractor shall not load nor permit any part of any structure or property to be loaded in any manner that will endanger that structure or 
property, nor shall Subcontractor subject any part of the Work or adjacent property to stresses or pressures that will endanger it. 

LICENSES and PERMITS : Subcontractor shall, at Subcontractor s sole expense, hold and maintain all required licenses, obtain 
all required permits and shall comply with all laws and ordinances and the rules, regulations, and oiders of all public authorities relating to 
the performance of the Work. In the event of termination of this Agreement, Subcontractor shall immediately transfer and assign to Stock 
any and all applicable certificates, penults, contracts, subcontracts, and purchase orders relating to foe Work. Subcontractor agrees that 
Stock is not responsible for providing any tools or benefits for the Subcontractor or its employees, agents, or subcontractors. 
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10. REGULATORY COMPLIANCE and HAZARDOUS SUBSTANCES : The Occupational Safety and Health Act of 1970, as 
amended (OSHA) has established regulations entitled OSHA Hazard Communication Standard. According to the regulations, 
manufacturers of hazardous materials are required to fiimish Material Safety Data Sheets (MSDS) giving infomiation on proper handling 
and precautionary measures in using the materials. Many substances commonly used in residential construction fit the description of 
hazardous materials established by OSHA. Subcontractor shall comply tvith all OSHA regulations pertaining to the work and any materials 
used in the work. Subcontractor shall have sole and exclusive responsibility for training its employees, subcontractors and suppliers in the 
proper handling of hazardous materials and any precautionary measures required. Subcontractor shall supply all protective clothing and 
devices necessary to protect its employees, subcontractors and suppliers from hazardous materials while on the site. Subcontractor shall 
obtain all MSDS's pertaining to any hazardous material used or created in the process of performing the work, and shall distribute copies of 
such MSDS's to Company and to all other contractors, subcontractors, and suppliers performing work on the site. Subcontractor shall also 
obtain from all other contractors, subcontractors and suppliers perfonning work on the site, copies of all MSDS's for all hazardous 
materials used or created by such contractors, subcontractors or suppliers, and shall retain copies of such MSDS's and provide them to 
Subcontractor's employees, subcontractors and suppliers as required by the OSHA regulations. In other words. Subcontractor must 
exchange MSDS's with all other contractors, subcontractors and suppliers, and implement a training program for its employees. 

Subcontractor acknowledges and understands that the Project may be subject to the requirements of the National Pollutant Discharge 
Elimination System, as amended (NPDES) and Clean Water Act, as amended (CWA). Subcontractor is fiilly aware of the NPDES and 
CWA and shall not in any way interfere, damage or in any way negatively impact the structures and /or procedures in place or to be 
implemented at the Project pertaining to NPDES and CWA. Subcontractor shall be responsible for any loss, damage, fine and penalty 
incurred by Stock or its affiliates due to acts of negligence by the Subcontractor and such costs and expenses shall be deducted from any 
amounts due or to become due to the Subcontractor. Further, Subcontractor shall indemnify Stock for any and all costs, fines, penalties and 
expenses incurred by Stock as a result of violations of NPDES and CWA caused by Subcontractor. 

11 • EMERGENCIES: In the event of an emergency affecting the safety or protection of persons or the Work or property at the job site or 
adjacent thereto, Subcontractor, without special instruction or authorization from Stock is obligated to act to prevent threatened damage, 
injury or loss. Subcontractor shall give Stock written notice within twenty-four (24) hours after the occurrence of the emergency, if 
Subcontractor believes that any significant changes in the Work or variations from the Contract Documents have been caused thereby. If 
the Stock determines that a change in the Contract Documents is required because of the action taken in response to an emergency, a 
Change Order shall be issued to document the consequences of the changes or variations. If Subcontractor fails to provide the twenty-four 
(24) liour written notice noted above, the Subcontractor shall be deemed to have waived any right it otherwise may have had to seek an 
adjustment Pricing or an extension to the term of this Agreement. 

12. ASSUMPTION OF LIABILITY : Subcontractor agrees to, and hereby does, assume full responsibility for any and all acts, negligence or 
omissions of Subcontractor’s employees, laborers, agents, materialmen, and subcontractors and any and all employees and agents of the 
aforementioned, and any and all other persons doing work under an oral or written order or contract with Subcontractor. 

13. INDEMNIFICATION, HOLD HARMLESS & DEFENSE : The Work perfomted by the Subcontractor shall be at the risk of the 
Subcontractor exclusively. To the fullest extent permitted by law. at Subcontractor’s sole e.xpense. Subcontractor shall indemnity, defend 
and hold harmless both Stock and the Owner (if different from Stock) and their affiliated companies, parents, subsidiaries, partners, joint 
ventures, representatives, members, designees, officers, directors, shareholders, employees, agents, successors, and assigns (collectively 
referred to as ''Indemnified Parfy/ies") of, from, and against any and all claims concerning, pertaining to. related to. arising out of and/or 
connected with the Work and Contract Documents, including but not limited to demands, suits, liabilities, causes of action, damages, 
claims for bodily injury, death or damage to property, judgments, contractual liabilities, including costs and expenses associated thereto 
which include but is not limited investigative and repair costs, attorneys’ fees and costs, consultants' fees and costs, and other expenses, 
any of which arise out of, relate to, result from, are occasioned by, contributed to by, connected with and.'or are in any way caused, in 
whole or in part, by the acts of, omissions, failures and/or performance by Subcontractor and/or any of its subcontractors, laborers, 
materialmen, agents, or employees, or anyone for whose acts any of them may be liable, as to any of the following (collectively referred to 
as "Claimsi'’): 

(a) Work as required by the Contract Documents and under this Agreement; 

(b) construction or others services as required by the Contract Documents and under tliis Agreement; 

(c) materials furnished as required by the Contract Documents and under this Agreement; 

(d) violations or alleged violations of Occupational Safety and Health .\ct of 1970, as amended, or to regulations promulgated thereunder, 
and/or to violations or alleged violations similar state laws and regulations; 
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(e)injuries of/to and/or destruction of tangible property, including the loss of use or economic loss resulting therefrom; 

{f)defectively performed and/or alleged defectively performed Work by Subcontractor andor any of its subcontractors, laborers, 
materialmen, agents, or employees, or anyone for whose acts any of them may be liable; 

(g) breacli of this Agreement; andor 

(h) acts or omissions which include negligent or willful misconduct of Subcontractor and'or any of its subcontractors, laborers, 
materialmen, agents, or employees, or anyone for whose acts any of them may be liable, whether active or passive. 

In Whole or in Part: Subcontractor's obligation to indemnify, defend and hold hannless the Indemnified Parties, shall not be construed to 
negate, abridge, or otherwise reduce any other right or obligation of indemnity which would otherwise exist to any party or person 
described in this Paragraph 13. 

Subcontractor s obligation to indemnify, defend and hold harmless the Indemnified Parties is applicable whether any Claims are caused in 
part by any of the Indemnified Parties, whether active or passive. 

Subcontractor 3 obligation to indemnify, defend and hold harmless the Indemnified Parties is applicable whether any Claims are caused in 
part by the concurrent act(s), omission(s) by and/or negligence of any of the Indemnified Parties, whether active or passive, provided 
however, said Indemnified Party shall not be indemnified for its own sole negligence or willful misconduct 

Limitations on Obligations & Florida Statutes. Section 725.06 ; With regard to any and all Claims, Subcontractor’s obligation to indemnify, 
defend and hold harmless the Indemnified Parties shall not be limited in any way by any limitation on the amount or type of damages, 
compensation, insurance requirements and limits set forth in Exhibit “A“. or benefits payable by/for Subcontractor or any subcontractor 
under workers’ or workmen’s compensation acts, disability acts or other employee benefits acts. Notvdfhstanding the foregoing. 
Subcontractor's obligation to indemnify, defend and hold harmless die Indemnified Parties shall be limited to the greater of; 

(a) A maximum of $5,000,000.00; or 

(b) the amount of this Agreement sum; or 

(c}the maximum amount of insurance coverage limits available to the Subcontractor under any and all policies of insurance and applicable 
to any Claim(s). 

The parties agree and acknowledge that this limitation bears a reasonable commercial relationship to this Agreement and the services being 
provided hereunder, and this indemnity clause is intended to comply with the Florida laws on indemnity and specifically to comply with 
Florida Statutes, Section 725.06, including any amendments thereto, and is to be interpreted in such a way as to be fully enforceable. If any 
word, clause or provision of this Paragraph 13 is determined not to be in compliance with Florida Statutes, Section 725.06, including any 
amendments thereto, it shall be ineffective and the remaining words, clauses and provisions shall remain in full force and effect. 

Duty to Defend : Subcontractor’s duty to defend under this Paragraph 13 is independent and separate fiom its duty to indemnify and hold 
hannless, and the duly to defend exists regardless of any ultimate liability of Stock and/or any Indemnified Party. The duty to defend arises 
immediately upon presentation of a Claim by any person or entity with written notice of such Claim being provided to Subcontractor. 

Survival Provision : Subcontractor's obligation to indemnify, defend and hold hannless will survive the expiration or earlier termination of 
this Agreement until it is determined by final judgment that an action against the Indemnified Party/ies for any and all matters indeinnified 
is fully and finally barred by the applicable statute of limitations. 


Waiver of Subrogation: Subcontractor waives any rights of subrogation against Stock and shall require any of Subcontractor’s 
subcontractors, laborers, materialmen, agents, or employees, and anyone for whose acts any of them may be liable to waive their 
subrogation rights against Stock. 

Secure Perfonnance: At its sole discretion. Stock may withhold, from time to time, from any monies otherwise due Subcontractor 
hereunder or under any other contract or agreements, a sum of money, which, in the sole judgment of Stock, shall be sufficient to secure the 
perfonnance of Subcontractor's obligations under this Paragr aph 13. 

Notice: Stock shall provide written notice of any Claims within sixty (60) days after Stock becomes reasonably aware that Subcontractor 
may be liable for any such Claims. 


14- SUBCONTRACTOR W ARRANTIES: Subcontractor represents and warrants to Stock that all equipment and materials provided by 
Subcontractor and incorporated in the Work will be new, unless otherwise specified in the Plans and Specifications, and together with the 
Subcontractor's Work shall be of good quality, free of defects and in conformify with the Contract Documents. It is understood between 
the parties hereto that all equipment, materials and Work not so in confomiity shall be defective. Subcontractor specifically agrees that it is 
responsible for the protection of the Work until final completion and that Subcontractor w'ill make good or replace, at no expense to Stock, 
any damage to the Work which occurs prior to said final completion. Inspection by Stock shall not relieve Subcontractor of its obligations 

_ herein. SUBCONTRACTOR FURTHER WARRANTS THAT ALL L.VBOR AND MATERIALS FURNISHED BY _ 
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SUBCONTRACTOR SHALL BE FREE OF DEFECTS FOR A PERIOD BEGINNING AT THE DATE THAT STOCK CONVEYS 
TITLE OF THE SUBJECT OF THE WORK, (HOUSE OR CONDOMINIUM UNIT) TO A PURCHASER OF THE HOUSE OR 
CONDOMINIUM UNIT, AND CONTINUING FROM SUCH DATE UNTIL THE LAST OF THE FOLLOWING TO OCCUR: (I) ONE 
YEAR; (2) FOR THE DURATION OF ANY LIMITED WRITTEN WARRANTY GIVEN BY STOCK TO SUCH PURCHASER OR (3) 
THE DURATION OF ANY COMMON LAW OR STATE OR FEDERAL STATUTORY WARRANTIES OF SUCH PURCHASER, OR 
SUBSEQUENT PURCHASER, OR ANY OTHER PERSON OR ENTITY, IF ANY. SUBCONTRACTOR AGREES TO MAKE, AT 
SUBCONTRACTOR’S SOLE EXPENSE. ALL REPAIRS AND CORRECT SUCH DEFECTS IN ORDER TO MEET ANY OF ' 
SUBCONTRACTOR’S WARRANTY OBLIGATIONS WITHIN EIGHT (8) HOURS OF NOTICE (ORAL OR WRITTEN) OF SUCH 
DEFECT IN AN EMERGENCY (DETERMINED BY STOCK IN ITS SOLE DISCRETION) AND WITHIN FORTY-EIGHT (48) 
HOURS OF NOTICE ON A NON-EMERGENCY BASIS. In addition. Subcontractor shall transfer any and all applicable manufacturer’s 
warranties, together with all service and operating manuals for materials furnished by it under this Agreement, to Stock when the Work is 
completed or this Agreement is terminated, whichever Occurs first The warranty contained in this paragraph 14 is in addition to any other 
special warranties required by contract or law, and such warranty does not negate or abridge Stock's right to assert claims for latent or 
patent defects in accordance with applicable law. 

The Subcontractor agrees to satisfy such wananty obligations which appear within the warranty or guarantee periods established in the 
Contract Documents without cost to the Owner or the Contractor. If no guarantee of warranty is required of the Contractor in the Contract 
Documents, then the S ubcontractor shall guarantee or warranty the Subcontractor Work for the period of one 111 year from the datefsl of 
conveyance to the end user. 

The Subcontractor further agrees to execute any special guarantees or warranties that shall be required for the Subcontractor’s Work prior 
to final payment. 

All guarantees and warranties must be submitted to the Contractor in a form acceptable to the Contractor prior to and as a condition for 
final payment. 

Subcontractor expressly agrees that all warranties made by it in this Agreement shall survive the termination or expiration of this 
Agreement for any reason prior to the expiration of the full warranty period. 

1RUBBISH and DEBRIS: Subcontractor agrees to keep the job site and adjoining property free of waste material and rubbish caused by its 
Work or that of its subcontractors and to remove all waste materials and rubbish on completion or termination of its Work together with all 
tools, equipment, and machinery. Subcontractor agrees that upon tenninating its Work at the site, Subcontractor shall conduct general 
clean-up operations, including, but not limited to, the cleaning of glass surfaces, paved streets and walks, steps and interior floors and 
walls, where applicable. Any personal property left by Subcontractor on or around job site for thirty (30) days follow ing completion of the 
Work, excluding any Work performed pursuant to warranty service obligations, will become the property of Stock. 

16. ASSIGNMENT: Subcontractor shall not assign this Agreement or any payments due or to become due hereunder without the prior written 
consent of Stock, which consent may be withheld in the sole discretion of Stock. Payments to Subcontractor will be made in accordance 
with Stock's current published payment procedures, as the same may be amended from time to time. Payment to Subcontractor of all or 
any portion of any progress payment or the final payment shall not constitute or imply or be evidence of performance of the Work by 
Subcontractor or acceptance of any portion of Subcontractor's Work by Stock, or in any way waive or affect Stock's claims or rights 
against Subcontractor. 

17. CHANGES: Stock reserves the right to make changes in the Work in the nature of additions, deletions, or modifications, without 
invalidating this Agreement and agrees to make corresponding adjustments in the contract price and time for perfonnance. All 
changes will be authorized by a new written Work Notification Form which will include conforming changes in any 
Bid;ProposaI, payment schedule and/or time for performance. 

18. INSURANCE REQU IREMENTS : Subcontractor shall procure and maintain insurance policies in the form and amounts as set 
forth on Exhibit "A”, attached hereto and incorporated herein by reference. All coverage shall be placed with an insurance 
carriers duly admitted in the State of Florida and shall be reasonably acceptable to Stock. All insurance carriers must maintain an 
A.M. Best rating of’“A-VIH” or better. Certified copies of all insurance policies must be made available and provided to Stock 
within ten (10) days of Stock's request. Tlie word “Claims’' used in this Paragraph 18 has been defined in Paragraph 13 above. 

Endorsements i n Insurance Policies : In addition to Exhibit "A the Subcontractor shall carry and maintain commercial general liability 
insurance on ISO form CG 00 01 10 01 (or a substitute fonn providing coverage equal to or greater than said form). All policies of liability 

_ insuranee shall contain an Additional Insured Endorsement on ISO form CG 20 10 11 85 (or a substitute fonn providing coverage equal to 
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or greater than said form which would at a minimum additional insured status with respect arising out of Subcontractor's Work pursuant to 
the Contract Documents and which provides coverage both during the products completed operations hazard period.) Such insurance shall 
cover liability arising out of premises, operations, independent contractors, products-completed operations, personal and advertising injury, 
bodily injury, propertj' damage, and liability assumed under an insured contract (including the tort liability of another assumed in a 
business contract). There shall be no endorsement or modification of the commercial general liability, excess or umbrella co\ erage forms 
which contains any of the following: 

(a) Limitations or Modification of Contractual Liability Language; 

(b) Limitations or exclusions for Damage to Work Performed by Sub Contractors; 

(c) Limitations or Exclusions for Residential Work 

(d) Limitations or Exclusions for Multi-Unit Dwellings 

(e) Limitations or Exclusions related to explosion, collapse, underground property damage; 

(f) Pollution Exclusions; or 

(g) work performed by subcontractors. 

Additional Insured: Stock shall be named as an additional insured, loss payee and certificate holder on each of the policies as outlined in 
Exhibit "A". Coverage under all policies shall be afforded to the additional insureds whether or not any Claims are actually in litigation. 

Stock shall remain as an additional insured on each policy for a period not less than ten (10) consecutive years from the date of final 
completion of the entire construction project that is the subject of this Agreement and the Contract Documents regardless of the date when 
the Subcontractor. Subcontractor’s subcontractors, laborers, materialmen, agents, employees, and'or anyone for whose acts any of them 
may be liable, completes or finishes any 1^'ork or any other construction work, and/or regardless of the dates any certificates of occupancy 
are issued. Subcontractor's obligation to have Stock remain as an additional insured on each policy for a period not less than ten (10) 
consecutive years from the date of final completion of the entire construction project will survive the expiration or earlier termination of 
this Agreement until any and all Claims are fully and finally barred by the greater of any and all applicable statute of limitation or statute of 
repose. 

Priority of Insurance Coverage: It is the intent of the parties that all available and applicable insurance coverage of the Subcontractor, 
whether primary or excess or umbrella policies, be primary cova-age for any and all Claims concerning, pertaining to, related to, arising out 
of and/or connected with the Work and Contract Documents, regardless of who makes said Claims. Further, the parties intend that Stock's 
insurance policies be excess over any and all available and applicable insurance policies of Subcontractor for the purposes of indemnity and 
defense of Stock. 

Certificates of Insurance: Prior to commencing any Work under this .Agreement, Subcontractor shall submit to Stock copies of policies or 
Certificate of Insurance that confirm appropriate insurance coverage. 

Each Certificate of Insurance shall provide that the insurer must give Stock at least ninety (90) days prior written notice of non-renewal or 
material change in coverage and termination of the coverage thereunder. Not less than two (2) weeks prior to the expiration, cancellation 
or termination of any such policy, the Subcontractor shall supply Stock with a new and replacement Certificate of Insurance and additional 
insured endorsements as proof of renewal/replacement policies of insurance. 

Subcontractor’s Notice to Insurance Carriers and Agents : Prior to commencing any Work under this Agreement, Subcontractor must 
provide a fully executed complete copy of this Agreement with Exhibit "A" and all amendments to each of its insurance agents and 
insurance carriers. Within ten (10) days after execution by the parties of any future amendments, modifications, additions, deletions, 
changes or addendums to this Agreement, Subcontractor must provide a fully executed complete copy of this Agreement with Exhibit "A", 
as amended, to each of its insurance agents and insurance carriers. 

Subcontr actor’s Subcontractors : Subcontractor acknowledges it shall not subcontract any part of this Agreement without supplying Stock 
proof that all Subcontractor’s subcontractors, laborers, materialmen, agents, or employees, and anyone for whose acts any of them may be 
liable, obtains and maintains appropriate insurance coverage as detailed in Exhibit -A’', It shall be Subcontractor’s sole responsibility to 
ensure that Subcontractor's subcontractors, laborers, materialmen, agents, or employees, and anyone for whose acts any of them may be 
liable, fully complies w'ith this Paragraph 18 and Exhibit "A”, and future amendments thereto. 
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Additionally, and prior to commencement of the Work, the Subcontractor shall provide Stock withiJ Certificate of Insurance showing 
insurance coverage, in compliance with Exhibit "A” each and eveiy Subcontractor’s subcontractors, laborers, materialmen, agents, and/or 
employees, and anyone for whose acts any of them may be liable. Coverage shall be no less than the limits as described in Exhibit "A". In 
the event any of these policies are terminated, for any reason, the Subcontractor shall provide Stock copies of Certificates of Insurance 
showing replacement coverage in compliance with Exhibit "A". 


Waiver of Subrogation ftom Insurers : Subcontractor shall obtain from each of its insurers, a waiver of subrogation as to each of its 
insurance policies, in favor of Stock with respect to any Claims concerning, pertaining to, related to, arising out of and/or connected with 
the Work and Contract Documents. 

Breach: Failure of Subcontractor to maintain complete and appropriate insurance is a material breach. In this event, in addition to the all 
other remedy provisions in this .Vgreement, Stock can elect to terminate this Agreement or to provide insurance at Subcontractor's sole 
expense; in neither case, however, shall Subcontractor's liability be lessened. 

19. COMPLETION: Immediately upon the performance of any part of the Work, as between Subcontractor and Stock, title thereto shall vest 
in Stock to the extent permitted by law; provided, however, the vesting of such title shall not impose any obligations on Stock or relieve 
Subcontractor of any of its obligations hereunder. Upon completion of the Work described in any Work Notification Fonn, Subcontractor 
shall request the Stock representative on the job site to confirm completion of the Work. Thereafter, provided that Subcontractor is not in 
breach of this Agreement, and prov ided that Subcontractor is otherwise entitled to payment under this Agreement, upon notification to 
Stock, Stock shall pay Subcontractor for the Work described in the Work Notification Form in accordance with the Work Notification 
Form and tlie Bid/Proposal within sixty (60) days following Stock’s receipt of a request for payment from Subcontractor. Subcontractor 
hereby agrees that if Subcontractor fails to request from Stock any sum, including, but not limited to, wages or contract sums due under this 
Agreement or any Work Notification Form, within ninety (90) days fiom the date they became due, said sums to Subcontractor and 
Subcontractor shall have no claim thereto. 

20. WAIVpR: TO THE EXTENT NOT PROHIBITED BY LAW, CONTRACTOR HEREBY WAIVES AND RELINQUISHES ANY AND 
ALL STATUTORY OR CONTRACTUAL RIGHTS THAT IT MAY HAVE TO OBTAIN STOP NOTICES OR LIENS. MECHANICS’ 
OR OTHERWISE. AGAINST THE PROPERTY OR IMPROVEMENTS THAT ARE THE WORK AND AGREES NOT TO FILE ANY 
SUCH NOTICE OR LIEN AGAINST SUCH PROPERTY OR IMPROVEMENTS FOR ANY LABOR, SERVICES. WORK, 
MATERIALS, EQUIPMENT. TOOLS OR OTHER ITEMS FURNISHED TO OR FOR STOCK. TO THE EXTENT NOT PROHIBITED 
BY LAW, CONTRACTOR AGREES TO LOOK SOLELY TO ITS CONTRACTUAL RIGHTS FOR RECOVERY. 

21 ■ TAXES/CHARGES: Subcontractor shall pay all taxes, contributions and'or premiums payable on its employees or on its operations under 
workers’ compensation laws, unemployment compensation lavre, the Federal: Social Security Act, health and welfare benefit plans, gross 
business taxes, sales and use taxes, contributions and'or premiums which are payable by the employees and the Subcontractor shall 
indemnity, defend and hold Stock harmless from all liability, loss and expense resulting from Subcontractor’s failure to comply with these 
requirements. Subcontractor shall comply with all rules and regulations at any time applicable hereto and shall, on demand, substantiate to 
Stock's reasonable satisfaction that all taxes and charges are being properly paid SUBCONTRACTOR SHALL BE SOLELY 
RESPONSIBLE FOR WITHHOLDING TAXES, SOCIAL SECURITY TAXES AND STATE UNEMPLOYMENT TAXES FOR ALL 
EMPLOYEES OF SUBCONTRACTOR. 

22. DEFECTIVE WORK: Should Stock notify Subcontractor (orally or in writing) that any part of the Work is incorrect and does not confonn 
to the terms of the Contract Documents, Subcontractor shall immediately being to correct such defective work and shall complete such 
corrected work within forty-eight (48) hours unless Stock shall agree to a longer period. If Subcontractor refuses to perform any corrective 
work. Subcontractor shall waive the above described forty-eight (48) hour period and such refusal or failure to perform the corrective work 
shall be deemed a default by Subcontractor hereunder. Subcontractor shall bear the entire cost of such corrective work, including any cost 
incurred by the disturbance of work completed by other contractors. 

23. BREACH : SUBCONTRACTOR SHALL BE IN BREACH OF THIS AGREEMENT IF: 

(a) Subcontractor's Work is defective and not remedied as provided herein; or 

(b) Subcontractor does not make prompt and proper payments to its employees, agents and 'or subcontractors; or 

(c) Subcontractor does not make prompt and proper payments for labor, services, work, materials or equipment furnished by third parties 
to it; or 

(d) Another contractor is damaged by an act for which Subcontractor is responsible; or 
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(e) Subcontractor or any third party furnishing labor, services, work, materials, equipment, tools or other items for the Work files any 
claim or lien against the property where the Work has been performed and such claim or lien has not been discharged or resolved within 
twenty-four (24) hours after notice thereof to Subcontractor, and Subcontractor has not posted a discharge bond within tliis twenty four (24) 
hour period; or; 

(f) Subcontractor fails to perform warranty service under this Agreement or any other prior or contemporaneous Subcontractor Agreement 
with Stock; or 

(g) Stock is fined by any governmental agency on account of or arising out of Subcontractors (or Subcontractor’s subcontractors or 
agents) violation of any law, ordinance, regulation, administrative ruling and/or court order, or 

(h) Subcontractor becomes insolvent or any petition for bankruptcy is filed with respect to Subcontractor; or 

(i) Subcontractor fails or neglects to prosecute the Work diligently and promptly, whether due to inadequate or incompetent supervision, 
insufficient skilled workers, lack of material or equipment, improper quantity or quality, or for any other reason not described herein; 

(j) Subcontractor fails to comply with any terms of this Agreement or any Work Notification Form issued under this Agreement. 

24. RE MEDIES : IF SUBCONTRACTOR IS IN BREACH OF THIS AGREEMENT, IN ADDITION TO ANY AND ALL OTHER 

REMEDIES AVAILABLE UNDER APPLICABLE LAW, STOCK, IN ITS SOLE DISCRETION. MAY DO ANY OR ALL OF THE 
FOLLOWING: 

(A) IMMEDIATELY TERMINATE THIS AGREEMENT, ANY WORK NOTIFICATION FORM OR OTHER VERBAL OR 
WRITTEN AGREEMENT WITH SUBCONTRACTOR OR OTHER SUBCONTRACTOR BASE AGREEMENT BETWEEN 
SUBCONTRACTOR AND STOCK AND DISMISS SUBCONTRACTOR FROM THE JOB SITE BY PROVIDING 
SUBCONTRACTOR WITH WRITTEN NOTICE OF SUCH TERMINATION; 

(B) ENGAGE OR EMPLOY OTHER CONTRACTORS TO REMEDY SUBCONTRACTOR’S DEFECTIVE WORK, TO COMPLETE 
ANY PORTION OF THE WORK NOT COMPLETED BY SUBCONTRACTOR, PERFORM SUBCONTRACTOR’S WARRANTY 
SERVICE OBLIGATIONS OR OTHERWISE CURE SUBCONTRACTOR’S BREACH AT SUBCONTRACTOR’S SOLE COST AND 
EXPENSE; 

(C) WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE HUNDRED TWENTY (120) DAYS ANY SUMS WHICH MIGHT BE 
DUE OR BECOME DUE TO SUBCONTRACTOR, WHETHER UNDER THIS AGREEMENT, ANY WORK NOTIFICATION FORM 
OR ANY OTHER AGREEMENT, AND MAY CHARGE AGAINST ANY SUCH SUMS WITHHELD ALL SUMS EXPENDED OR 
COSTS INCURRED BY STOCK ARISING FROM THE ENGAGEMENT OF OTHER CONTRACTORS AS PROVIDED IN (B) 

ABOVE OR OTHERWISE RELATING TO SUBCONTRACTOR’S BREACH, INCLUDING, BUT NOT LIMITED TO, STOCK’S 
OVERHEAD AND PROFIT; AND/OR 

(D) WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE (1) YEAR AN AMOUNT, WHICH AMOUNT SHALL NOT 
EXCEED FIVE PERCENT (5%) OF THE CONTRACT PRICE FOR THE WORK, TO INSURE SUBCONTRACTOR’S 
PERFORMANCE OF WARRANTY SERVICE OBLIGATIONS. SHOULD SUBCONTRACTOR FAIL TO PERFORM SUCH 
WARRANTY SERVICE OBLIGATIONS, STOCK MAY CHARGE AGAINST SUCH AMOUNT WITHHELD ALL SUMS 
EXPENDED OR COSTS INCURRED BY STOCK ARISING FROM SUBCONTRACTOR’S FAILURE TO PERFORM SUCH 
WARRANTY SERVICE OBLIGATIONS, 

25. TERMINATION: This Agreement may also be terminated and Subcontractor dismissed from the job site by Stock at any time in its sole 
discretion, with or without cause, by providing Subcontractor with notice (written or oral, in the sole determination of Stock) of such 
termination, and such termination shall be effective as of the time and date stated in such notice. In the event of tennination of the 
Agreement pursuant to this paragraph 25 without cause. Stock shall pay Subcontractor within sixty (60) days after the effective date of such 
termination, all sums due and owing Subcontractor for all labor incurred and all materials incoiporated in the Work performed under this 
Agreement prior to the effective date and time of termination. Subcontractor acknowledges and agrees that if Subcontractor is terminated 
pursuant to this paragraph 25 with cause. Subcontractor shall have no claim against Stock for any additional sums, including, without 
limitations any claims for material purchased but not used in the W’ork, or for lost profits or for any other claim or sums whatsoever. The 
termination payment described herein, if applicable, is Subcontractor’s sole remedy and in no event shall Subcontractor have any claim for 
consequential damages. Further, in the event of termination. Subcontractor will turn over all equipment and materials ordered, purchased 
for and delivered to the Project, and Stock will pay the Subcontractor any amounts due based on the percentage of completion of 
Subcontractor’s Work that is incompliance with this Agreement and the Pricing, actually accomplished and equipment and materials 
supplied to the Project: excluding any payment for unearned profit and overhead. Subcontractor will facilitate transfer of V/ork to Stock by 
assigning its rights under subcontracts and purchase orders. 
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26- entire AGREEMENT : This Agreement, together with the Contract Documents, constitutes the entire agreement between Subcontractor 
and Stock and there are no other agreements, oral or written, by and between the parties hereto, except as to Subcontractors warranties 
under any prior or contemporaneous Subcontractor Agreements with Stock, which warranties are incorporated by reference herein for all 
purposes. This Agreement, together with the Contract Documents, does not create a partnership or other unincorporated association 
between the Subcontractor and Stock. The relationship of Subcontractor is that of an independent contractor. 

27. HEADINGS: The paragraph headings in this Agreement are for convenience only and shall not affect the meaning, interpretation or scope 
of the provisions which follow them. 

28. MjllCES: Unless otherwise set forth h(a-ein, any notice to be given or served upon any party hereto in connection with this Agreement must be 
in writing, and shall be (a) delivered by hand, (b) send by Federal Express, Express Mail or other overnight courier service, sent to the address on 
the first page hereof or such other address for notice as the patties shall last have furnished in writing to the person giving the notice or (c) sent by 
facsimile transmission with a copy delivered pursuant to (a) or (b) above. Any such notice or demand shall be deemed to have been duly given 
or made and to have become effective (i) if delivered by hand to a le^onsible officer of the party to which it is directed, at the time of the receipt 
thereof by such officer, (ii) if sent by facsimile transmission as of the date and time of transmission, and (iii) if sent by Federal Express, Express 
Mail or other reputable overnight courier service, upon the earlier of the date of receipt or one (1) business day after posting thereof If a notice is 
mailed in the manner provided above, it is duly given, whether or not the addressee received it. 

29. INVALIDITY: If any provision of this Agreement is held to be illegal, invalid or unenforceable under present or future laws, such 
provision shall be fully severable. This Agreement shall be construed enforced as if such illegal, invalid or unenforceable provision had 
never comprised a part of this Agreement, and the remaining provisions of this Agreement shall remain in full force and effect and shall not 
be affected by the illegal, invalid or unenforceable provision or by its severance from this Agreement. Furthermore, there shall be added 
automatically as if part of this Agreement a provision as similar in terms to such illegal, invalid or unenforceable provision as may be 
possible and may be legal, valid and enforceable. 

30. DISPUTE: If a controversy or claim arises out of or related to this Agreement, including a claim relating to an action taken by Stock 
pursuant to the self-help remedies of paragraph 24, and the parties cannot resolve the matter between themselves within sixty (60) days 
after Stock is first provided written notice of the claim or controversy by Subcontractor, the parties agree to tiy in good faith to settle the 
dispute by mediation under the Construction Industiy Mediation Rules of the American .Arbitration Association. If not settled by 
mediation, the dispute shall be resolved by final and binding aibitration in accordance with the Construction Industrj’ Arbitration Rules of 
the American Arbitration Association, and judgment upon the award rendered by the arbitratoits) may be entered in any court having 
jurisdiction thereof. Should a dispute arise between Stock and a buyer of a residence regarding materials supplied or work performed by 
Subcontractor, Subcontractor agrees to participate in, and be bound by, arbitration proceedings between Stock and the buyer. 

31 • JURISDICTION and PRESUMPTION : This Agreement shall be governed by and construed under the laws of the State of Florida. Any 
action brought to enforce or interpret this Agreement shall be brought in the court of appropriate jurisdiction in the county in which the 
propertj' is located. Should any provision of this Agreement require judicial interpretation, the parties hereto agree and stipulate that the 
court interpreting or considering the same shall not apply the presumption that the terms hereof shall be more strictly construed against a 
party by reason of any legal conclusion that a document should be construed more strictly against tire party who itself or through its agents 
prepared the same, or being agreed that all parties hereto have participated in the prqraration and negotiation of this Agreement and each 
party had full opportunity to consult legal counsel of its choice prior to the execution of this Agreement. 

32. WAIVER: Except as expressly set forth herein, this Agreement may not be changed, modified or terminated, except by an instrument 
executed by the parties hereto. No waiver by either party of any failure or refusal to comply with the obligation of any other party 
hereunder shall be deemed a waiver of any other or subsequent foilure or refusal to so comply. 

33. COUNTERPARTS and FA CSIMILE/PDF SIGNATURES : This Agreement may be executed in any number of counterparts, each of 
which shall be deemed an original and all of which shall constitute one and the same agreement. Signatures given via facsimile or scan 
PDF transmission and shall be deemed given as of the date and time of transmission to the other party and shall be deemed original. 

34. PERSONS BOUND: The provisions of this Agreement shall inure to the benefit of, and shall bind, the heirs, executers, administrators, 
successors and assigns of the respective parties. No person shall be deemed to be a third party beneficiary of this Agreement or any portion 
thereof. Subcontractor may not assign this Agreement without Stock's prior written consent, which consent Stock may withhold in its sole 
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and absolute discretion. Stock may assign this Agreement to any affiliate, subsidiary or other third party by providing Subcontractor five 
(5) days written notice thereof. 


IN WITNESS WHEREOF, the parties have executed this Agreement as of the day and year first above written. 


STOCK: 

STOCK CONSTRUCTION, LLC, a 



SUBCONTRACTOR: 




(Subco^^^^^^ 

iity Nai 


PrintlWame: 


Title; I^C 
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2647 Professional Circle ♦ SuHe.1201* Naples, FL 34119 


Subcontractor Base Agreement 


NAME OF SUBCONTRACTOR: UAirdtT ^OWmirnfiJoiT^ 'Xi^O 
^OWfERSHlP: tw^ORPORATION U PARTNERSHIP D PROPRIETOR: 
NAME(S) OFPRINCIPi^FFICERS, PARTNER OF 0\VNERS^5^h 
SUBCONTRACTOR’S(^l^R SOCIAL SECyRITY NO]^__ii^^Hli 
BUSINESSADD^ss: '^S^i7 i)^anon S--!- . /Ylt/frfi F) 


IPRIETORSIOT D UMITED LIABILITY COMPANY 

i/YUiiricKje 



THIS AGREE^O:NT (“Agreement’^ made and cnUted into this Yl^ day o f CtftnU/?.rtj 
Construction, LLC, a Florida limited liability company, its successors and/or assigns C'Stocld’) and{ 


20 -if. by and b4h\'een Slock 

uJPxf Chnuci _ ' 

_ ' ("Subcontiactoi”). 


' L As Used herein the following terms shall haw the meaning specifled unless the cont^ otherwise requites. 

(a) “Bid/Proposal" shall have the meaning specified in Faragtaph'4. 

(b) “Contract Documents” shallmean this Agreement, together ivilh any and ail Subcontractor Safety feHealth Standards (Field 
Guidelines), Work Notification Forms, Bi^roposals, and Plans and Specifications issued or utilized in connection with Work performed 
by Subcontractor. 

(c) “FHA” shall mean the Federal Housing AdministraU'on. 

(d) “Plans and Specifications" shall mean approved foundation plans, frame plans, floor plans, elcvrrtlon plans, blueprints, construction 
sheet details, and other specifications, including FHA manuals. 

(e) 'Trojecl" shall mean the following:_______ 

(0 “Slock” shall have the rheiming specified in the beginning paragraph of this Agreement. 

(g) “Subcontractor” shall have the liieanicg specified iri the beginning paragraph of this Agreement and shall include Subcontractor’s 
. subcontractors, laborers, maletialroen, agents, or employees, and anyone for rvhosc acts any of them may be liable, 

(h) !'VA” shall mean the U.S. Department of Veterans AlTairs. 

(i) “Work” shall include, without limitation, any and all of the vwrrk specified in Paragraph 3 below, and any and all change order wrk, 

• extra work, work included bn all Work Notification Forms, unbudgeted work, and other work directed by Stock to be perforated by 

Subcontractor; including but not limited to the management, supervision, finaiicing, jabor, materials, tools, fuel, supplies, utilities 
equiprnent and services of every kind and type necessary to diligently, litpely, arid fully perform arid complete in a good and workmanlike 
manner the Work required by the Contract Documents. 

fl) “WorkNotificatibn Form" shall mean a written order issued by Stock to Subcontractor specifying certain Work to be performed; fte 
term WorkNolificatlon Form shall include forms designated “Purchase Order”, “Job Start Order”, “Field Purchase Order”, and other 
' similar designations and containing certain information about commenciog such Work and the payment for such Work. < 


2. NON-EXCl.USIVtTY ! ,the purpose of this Agreement is to fix the obligations of Stock and Subcontractor as to the performance by 
Subcontractw of certain described Work. Subcontractor acknowledges that this Agreement is nonexclusive and that Stock is &ce to 
contract with any other persoii or entity for the performance of work which is the same or similar to that described in this Agreement. 
Subcontractor is also free to enter iiito third p^ contracts with any other subcontractor, laborer and/or materialmen for the provision of 
the Work to be provided hereunder. Subcontractor wTl ensure that such other work performed by third party, subcontractors, laborers and 
materialrnen docs not interfere .with Subcontractor’s performance under the Contract Documents and all such other contracts shall not be 
, deemed a direct contract between Stock and such third party subcontr^ors laborers, or materialmen. This Agreement shall not be 
.constru^ as obligating Stock to accept bidsor teuc Work Notification Forms to Subcontractor. 
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3. SCOPE OF WORK; ThoWotktobeperfonncdbySubconttactorshjllbemonsspecifiK^dcscribccHnsubseguentiyisiued^oik 

Notincadon Foma but is Eenerally described bs: ’Z^OlAHoy)-; , fOlYrdfS /bid 

Shouser ^ncln9j/r.*^ - 

Cost Code No:_;__~ 


As set forth above, in conjunction with this A^ment. Stock inay isMC Work Notification Fomis Ironi time to time, covering the Work to 
be performed and time for completion at each specific job toeation. Subconliactpr shall have no authori^ to commence Work at any job 
location Unt|I it has received a Work Notification Form for a specific job location. It shall be Subcontractor’s responsibility to obtain a 
Work Notification Form befbre beginning any Work at a specific job location. In the event Subcontractor’spmposal, estimate or similar 

■ donimenl is attached to or referenced in a WoHc Notification Form issued by Slock, only those terms Which define or identify the work to 
be performed by Subcontractor shall be incorporated as part of the Work Notification Form and/or this Agreement and any remaining 

, ^rtions of Subcontractor’s proposal, estimate or similar document shall hot be considered part of the Work Notification Fomu this 
Agreement, oranyagreeinenl between Sfockand Subcontractor. No substitutions shall be allowed in theperfoimanccoflhc Work unless 
expressly provided m the Plans and Specifications or ipplicable Work Notification Form, and only then upon Subcontractor first receiving 
all approvals required from Stock for substitutions. Subcontractor shall indemnify Stock for all loss, datrage and expense incun^ as a 
result ofsuch substitutions, whether ornot Subcontractor has obtained approval thereof. 

4. PRICING and PAYMENTS ; Subcontractor has submitted to Slocka Bld/Proposal pursuant to Stock’s “inyilalion to bid” for Work, receipt 
of which is acknowledged l^reon by Stock wbich Bid/Proposal Is incorporated herein by reference. The Bid/Proposaj maybe modified 
by Subcontractor only by a subsequent written and dated amendrhent, as approved by and receipt of which shall be acknovvled^d thermn 
by Stock which approval Stock may withhold in its sole and absolute discretion. Upon acceptance and approval by Slock, such amended 
Did/Proposal shall beattached hereto and incorporated herein by reference. The Bid/PropqsaJ in effect atthe fiine of the issuance orany 
WorkNodficalion Form shall be applicable to all Work to be performed thereunder, without variation, unless otherwise approved in 
Avriling by Stock Subcontractor acknowledges that its compensation is a fixed contractual rate, subject to modification under the next 

■ clause of this contract for changes in the Work required. Compensation under the Contract Documents isnothouriy conipenkition. 

Subcantractqr agrees ihat payment shall it? to the entity named in the beginning paragraph of this Agreement, and hot to any 

individual ]^rson which provides Work pursuant to this Agreement, 

Notwithstanding anything in this Agreement to the contrary. Subcontractor’s right to any payment under this Agreement is expressly 
conlingenl and conditioned upon: (1) Stock’s detennination that all Work to be performed pursuant to a particular WorkNotificatioh Form 
has been completed satisfactorily; (2) If requested by Stock the Subcontractor delivering to Stock a full and complete release of all liens 
and claims of Subcontractor and any and all of its subcontractors and suppliers of material^ labors, equipment, r^oriq tools, services and 
other items furnished in connection with the Work and (3) If requested by Slock the Subcontractor delivering to Sfockan affidavit (in a 
form sadifactoiy to Stock] that provides that so for as Subcontractor is able to oscertain, no person or enlify other than Ihe'persons or 
I entities furnishing such Waivers and releases, has a right to any such lien or claim for materials, labor, equipment, woriq tools, services or 
other items furnished in connection with the Work 

. Notwithstanding anything in this Agreement to the cohtr^'; if requested by Stock Subcontractor’s failure to supply these lien waivers and 
release will negate any request for payinent until such time as the lien waivers and releases are provided. If any lien or claim icmains 
outstanding after a|I payments are made. Subcontractor shall refund to Stock all monies that Slock may be compelled to paj' in disebar^g 
or resolving such lien or claim, including, without limitation, attorney’s fees and costs. If Subcontractor falls to make any such refund 
within fifieen (15) days of notice to Subcontractor from Stock, Subcontractor shall be in breach of this Agiireraent, and Stock may; in 
addition to any other right and remedy, \yithhoId from any sums' due or to bcMme due Subcontractor tuider this oraiiy other Agreement' 
such amount as may be required, in Stock’s sole discretion, to discharge or revive any such lien or claim, and to reimbuise Stock for the 
applicable fees and costs incurred by Stock Subcontractor shall defend, indemnify and hold harmless Stock and Stock’s purchaser fibm 
the operation and effect of any lien or encumbrance arising out of the performance of Subcontractor’s work, and shall turn over the 
property Object to the Work including any improvements thereon, to Stock fiec and clear of all such liens and cncumbrtoiccs. If any such 
lien or encumbrance is claimed by any person or entity performing any portion or Subcontractor’s Work Subcontractor shall, immediately 

■ upon verbal notice frorn Stock discharge same by payment or posting a sufficient bond to transrer the lien or encumbrance fiotri the real 
property to the bond. If Subcontractor continues to receive payments fiom Stock Subcontractor will hold these payments and the rights to 
future payments fiom Slock in trust for the benefit of and to be first applied to payment of those subcontractors, laborers, equipment 

• suppliers and material suppliers wbo have performed any portion of Subcontractor's work before using any portion ofsuch payment for 
any other purpose. In the event Stock has reason to believe that labor, material, equipment or other obligations of Subcontractor incurre^ 
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Ihepcrfonriancc of Subcontxador’s mrkarcnot being promptly paid.Slock may, upon giving written notice to Subcontractor, toko any 
steps deemed necessary to ensure that any payments from Sloeklo Subcontractor shall be utilized lo pay such obligations, Upon such 
\vrittcn notice, Stock may require Subcontractor to supply satisfactoiy evidence lhaf Subcontractor's obligations have'bMn paid brio post a 
payment and pcrfonnance bond for the protection of Stock, its purchaser, and those to whom Subeohtiactorhasan obUgalion for payment., 
.The failure of Subcontractor to provide either of these means of security shall entitle Stock to retain out of any payment due or become due. 
' to Subcontractor a reasonable amount to proied Stock from any and all loss, damage or expense including atlomey’sfeesaiisingout of or 
relating to any such claim or lien fiora one to whom Subcontradorbas an obligation until Ibe claim or lien has been satisfied by 
Subcontrador. 


. AcceptanK of Work and payment therefore by Stock under this paragraph shall not be construed as a waiver by StockforWotk Ia(« found' 
■ deiedive and shall not release the Subcontrador fiom liability under any warranty for defective Work or for any obligation to perform 
warranty service Work. 


5.. 


i: Subcontractor expressly agrees to read and fanuliarize itself completely wdlh all 


Contracl Documents, including but not limited to the Plans and SpecificaSohs applicable to this Agreement or any WorkNolification 
Form, to independently veri5> all information furnished by Stock or contained in the Plans anil SpeclBcatlons and tb inspect the job site 
before starring any Work under a. Work Notification Form. Subcontractor shall iramediately report in writing to Stock any discrepancy,. 


deficiency, varirmce from or violation of any laws, ordinances, niles, regulations or orders of any public authorities observed or known lo 
Subcontrador in the Work, Plans and Specifications or at the job site. All Plans and Specifications fumisbcdlo Subcontractor by Stock are 


the proper^ of Stock and shall hot be duplicated or used for any purpose other than the performance of the Work and must be returned lo 
Stock at the completion of Subcontractor's Work.' Subcontrador shall be solely responsible for all conslnidion under this Agreernent and 


Biiy 'Work Notification Form, including the techniques, sequences, procedures and means, and for coordination of all Work 


Subcontractor has made an independent mvcsligalion of the site, and the soil conditions arid has satisfied itself as to oil of there conditions 
such that the Bid/Proposal include payments for all Work whii^ may be performed by Subcontractor to overcome any unarilicipated, 
underground, or conoealed condirioni Subcontractor waives any and all rights anti claims for any changes to the Work Notification Form 
amount for any items or claims which Subcontrador couW have become aware of prior to accepting the WorkNolification Form and/or.' 
■commencing Work thereunder had its examinations of the Project been conducted in a nsasonable manner. 


Sribebntrador shall be responsible for inspecring any. work of another contractor that may affect its own Work and shall report in writing lo 
Stock any defects in such wnrk upon discovery oflhe defect prior to commencing any portion of the Work, or it shall be deemed to have 
accepted such work as correct and fit to bo accommodated into |ts own. . If Subcontrador shall be delayed in the commencement, 
prorecution, or completion of the Work or shall bo obstructed orhindcred In the orderly progress of the Work by an act, failure to ad,' 
omission, neglect or default of Stock, any architect, another contrador or subcontrador, or any of tbclr respective agents or employees, or 
by any cause beyond the control of Subcontraclor, then Ihetirae fixed for completion of Ihe Work may be extended In the sole discretion of 
Stock and only if Subcontraclor notifies Stock in writing wlhb forty-eight (4B) hours of the discovery oflhe cause of such delay. 
Subcontrador expressly agrees not to make, and hereby w-alyes, nay claim for damages on account of any delay, obstrudion, or hindrance 
for any cause whatsoever, including but not limited to, the afo^aid causes, and agrees that Subcontractor’s sole ri^l Md remedy in the 
c^ of any delay shall be an extension ofthe lime fixed for completion oflhe Work. 


6, prosecution of WORK : Subcontradorshall cooperate with all other contractors engaged by Stock to the effect that their work shall. 
not be impeded and shall give such other contractors access to the job site necessary to perform their contracts. Subcontractor shall 
perform the Work In a prompt and diligent manner -whenever such Work, or ai^ part of it, becomes availaWe, or at such other tiine or times 
as Slock may direct so as to promote the progress oflhe entire P^roject Subcontraclor shall not delay or olhenvise iriterfWe with or hinder 
the work of any other contractor on the job. If the work or proper^ of another is hindered, delayed, or d^aged by Subcontractor,, 
Subcontractor tvill pay for all costs and damages incurred by such oiberparty and .wll caiisc all such damage lo be corrected to the. 
.satisfaction ofaiid \vithoutcoslto Slock. Any materials that arc to be furnished by Subcoh^ctor hereunder shaU be furnished lo sullicient 
rime lo enable Subcontractor lo perform and complete its Work with the time or times provided for herein or in any "Work NoMcarion 
Form. If in the opinion of Stock, in its sole discretion, Subcontraclor falls behind in furnishing the ncceamy labor and/ or materials to 
meet the schedule established by Stock, then Subcontraclor shall take such steps and aclioris as are deemed necessary by Slock.to improve 
the rate of progress, including; but not limited to; increasing the labor force, number pf shifts an^or\v6rk such overtime as may be 
required, at its own expense, to bring its part of the Work up to the schedule established by Stock Subcontraetpr agrees lo reimburse or 


Stock may xyithhold payment olher^vise due under this Agreement, for any and all damages that Stock iriay sustain as a result 


pay Stock, or Stock may xyithhold payment olher^visedue under this Agieei 
: ofsuch delays by Subcontractor. Time is of the essence in this Agreement. 
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Subcontractorshatl pcrfonn all labor in a thorough and workmanlike manner, according to thehigliertstandards of thebade.. 

Subcontractor \varrants that all labor done and any materials furnished by Subcontractor will meet or ex^d FHA njinimnm property 
standards, VA requirement, any applicabie building code requirements and all Slock requiremeots. Shijuld a dispute arise as to Ihc proper 
interpretation of this Agreement, or any work or material performed or furnished hereunder, which concerns the parties hercto only, or 
■ wWch concerns Subcontractor and any other contractor's), subconfiacton[s) orsupplIer(s), the dispuls shall be decided by Slock, \vhoM 
. decision thereon shall be final and conclusive. .'In any event, and in spite of any dilute, claim, or controverey arising out of this 
' Agreement, Subcontractor shall proceed diligently wth the Work, p^ding fintd determination pursuant to any disputes clause or pursuant 
to any other aefibn token witb resi»ct to any dispute, claim, or controversy. 

7. MATERtAl.S and EQUIPMENT: Subcontractor shali secure and maintain material ordered by Subcontractor until completion of the 
Work and satisfaction acceptance by Stock; Subcontractor shall be responsible for the receipt, delivery; unloadiiiK, hoisting storage, 
warehousing, protection, insurance and ail other risks of loss relating to any materials or equiprhent Subconteactor is to furnish, instaU, 
provide, or haye provided to it under this Agreement; Subconbactor shall keep adequate supply of materials on hand at all times, ais 
required to meet production schedules. Subcontractor shall be responsible for the security of all materials on Ihejobsiie. Fbriher, if the 
Work requires the installation of materials furnished by others, it shall be the responsibility of the Subcontractor to examine the items so. 
provided, and to thereupon handle, store, and instaU the Items with such skill and care to ensure a satisfactory and proper installation. Loss 
or damage to the materials' due to acts of negligence by the Subcontractor shall be deducted from any amounts due or lo become due to the ‘ 
Subconbactor. 

8. ■ SUBCONTRACTOR REPRESENTATIONS: Suhconbacior represents and warrants that it Is fully qualified in all respects to perform the 
Work and shall at all times maintain sbict discipline among its employees. Subconbactor shall supervise and direct the Work competently 
and efficiently, devoting such atientfon thereto and appl^ng such skills and expertise as maybe necessary to perform the Work in 
accordance with the Contracl Documents.. Subcontractor shall be responsible to see that the finished Work complies accurately wth the 
Contract Documents. Subcontractor agrees no t to employ any person unfit or without sufiicicnt skill to perform the job for which 
Subcontractor was retained for the ProjecL Subcontractor agrees that Stock shall not provide training of any kind. Accordingly, it is the ■ 
sole responsibility and expense of Subconbactor to provide baining for the Subconbactor or its employees, agents, or submtredors. 

Subcontractor shall not discrirainato against any employee or applicant for ernploymcnt because of race, creed, color, sex, age or national 
origin.' Subconbactor shall comply with all equal opportunity ornffirmative acdon requirements or plans os may be set forth in Ihc 
Contract Documents; 

Subcontractor shall at all times remain an independent contractor,-solely responsible for tbc Work, methods, techniques, procedures and : 
supewsion and coordinating al portions of the Work to be performed under this Agreement and Field Guidelines, No provision hereof 
shall be consbued to make Subcootroctor Stock’s agent. All person employed by Subcontractor, or Subcontractor’s sub-conbnclois to ' 
petfotm services in' connection with this Agreement shall be under the exclusive control and direction of Subcontractor or Subcontractor’s 
subcontrii^ors, it being ihc intention of the p^ies that Subcontractor and its subcontractors sball be and remain an Independent conbactor.. 
Stock shall not exert actual cohbol, nor possess the right to conbol, the actions of the employees of Subcontractor or Subcbniractor’s . 
isubconbactors in performing duties under this Agreement 

Subcontractor shall hilly protect the Work fiotn loss or damage and sball bear the cost of any, such loss or damage until fin^ payment has 
been made. If Subcontractor or any one'for whom Subcontractor is legally liable'for is responsible for any loss or damage to the Work, or 
other work or materials of Stock or Stock’s separate cdnbactors, Subconb^actor.shnll be charged with tbc same, and any monies necessary 
to replace such loss or damage shall be deducted from any atnounts due Subcontractor. 

Subconbactor shall not load nor permit any p^ of any structure or propert>’ to be loaded in any manner that will endaiig^ that structure or 
. property, nor shall Subcontractor subject any part of the Work or adjacent property ip sbesscs or pressures that will 'endanger it. 

9,. LICENSES and PERMITS! Subcontractor shall, at Subconbactor’s sole expease, hold and maintain all required licenses, obtain. 

' ^1 required permits and shall comply with' all laws and ordinances and the rules, regulations, and orders of all public authorities relatmg to - 
;'the performance of the Work. In the event of termination oftbis Agreement, Subconbactor shall immediately transfer and assign to Stock 
any and all applicable certificates, permits; conbacts, subcontracts, and purchase orders relating to the Work Subconbactor agrees that. 

: Stock is not responsible for providing any tools or benefits for the Subcontracior or its employees; agents, or subconbartors. 






:J0. ReCiULATORV CO^LUNCE and TTAZARPQUS SOBSTANCBS: flic Occupational Safctj-'andHeallh Aetofl970, as 
amended (OSHA) has established regulations enUtlcd OSHA Hazard Communication Standard; A ccoiidlng to the regulations,. 
manufacturers of hazardous materials are required to furnish Material Safety Data Sheets pvISDS) giving information on proper handllnE; 
and precautionary measures in using materials. Many substances commonly used in rcsidential con^ction iitthe description of 
hazardous materials established by OSHAi Subcontractor shall comply svitb all OSHA regulations pertaining to the work and any materials 
used in the work. Subcontractor shall have sole and exclusive responslhilily fortramiiig ils employees, suheontmetors and suppliers in the 
proper handling of hazardous materials and any precautionary measures required. Subrtontraetbr shall supply nil protective clothing and ■ 

. devices necessary to protect its employees, subcontractors and suppliers Irom hazardous materials \v^ile on the rite.' Subconba^or shall 
obtain all MSDS's pertaining to any hazardous material used or created in the process ofperforming the work, and shall distribute copies of' 
such MSDS's to Company and io all other contractors, suheontmetors, and suppliers performing wbrk on the site. Subcontractor shall also 
1 obtain fiom all other contractors, subcontractors and suppliers performing work oil the site; copies of oil MSDS's for all hazwdous 
materials used or created by such contractors, riibconttactors or suppliers, and shall retain copies o f such IvKDS’s and proWda them to 
: Subcontractor's employees, subcontractors and suppliers as required by the OSHA regulations. In other Svo^, Subcontractormust, 
exchange MSDS's vdth all other contractors, subcontactors and suppliers, and implement a baininE program for its employees, 



Elimination System, as amended (NPDES) and Clean Water Act, as amended (CWA). Subcontractor is fully aware of'the NPDES and 
eWA and shall hot in any tvay interfere, damage or in any way negatively impact the s^ctures and /or procedures in place or to be 
impiemenled at the Project pertrihiog to NPDES and CWA. Subcontractor shall he responsible for any loss, damage, fine and penalty 


' Incurred by Slock or its aililiafes diic to acts of negligence by the Subcontractor and such' costs and expenses shall be deducled bom any 
amounts due or to become due 16 the Subcontractor. Further, Subcontractor shall indemnify Stock Ibr any and all costs, lines, penalties and 
■ expenses incurred by Stock as a result of violations ofNPDES and CWA caused by Subcontractor. 

i 1. EMERGENCIES ; hi the event of an emergency affecUng the safety or protection of persons or the Work or property at the Job site or 
adjacent thereto. Subcontractor, without special instruction or authorization Drom Stock is obligalOd to act to prevent threatened damage, 
injury or loss. Subcontractor shall give Stock wTittcn nodee within twenty-four (24) hours after tho occurrence of the emergency, if 
. Subcontractor believes that any sigruficant changes In the Workorvariatioos from the Contract Documents have been caused thereby.; If 
the Stock determines that a change in the Contract Documents is required because of the action taken in response 16 an em'erg'cmy, n 
Change Order shall be issued to document the consequences of the changes or variations. If Subcontractor fails to provide the twehty-f6ur 
(24) hour tvritten notice noted above, the Subcontractor shall be deemed lo haye waived any right It oliienvise may have bad to seek an 
adjustment Pricing or an extension to the term of this Agreement. 

12 . ASSUMPTION OF LIABILITY: Subcontractor agrees to, and hereby does, assume fulf responsibility for any and all acts, negUgence or 
omissions of Subcontractor’s employees, laborers, agents, materialmen, and subcontractors and any and all employees and agents of the 
afrirementioned, and any mid all other persons doing wwrk under an oral orwritten order or contract with Subcontractor. 


13 .. indemnification, hoed■ HARMLESS & DEFENSE; ’The Work performeti by the Subcontiaclor,shall be at the; risk of the 
Subcontractor exclusively. To the fullest extent permitted by law, at Subcontractor’s sole expense. Subcontractor shall Indemnity', defend 
and hold harmless both Slock and the Owner (if different from Stock) and their affiliated cpropanies, parents, subsidiaries, p!^eis, jo*mt 
ventures, representatives, members, designees, officers, directors, sharebolders, employees, agents, succesMts, and assigns (collectively' 
referred to as "Indemnified Party/ics’’) of, from, and against any and ail claims concerning, pertaining to, related to, arising out of and/or 
connected With the Work and Contract Documents, Including but not limited to demands, suits, liabilities, causes of action, damages, 
claiins for bqdily injury, death or damage lo property, judgments,'contractual liabilities, including costs and expenses associated thereto 
which ihcludc but is not limited invesU'gativc and repair coris, attorneys’, fees and costs, consultants' fees and costs, and other, e.xpcnses, 
any of which arise out of, relate to, resuU irora, are occasioned bjv contributed to by, connected .with and/or arc in any way cau«di in 
whole dr’in part, by the acts of; dinissions, failures and/or performance by Subcontractor and/or any of its subcontractors, .laborers, 
material^n, agents, or employees, or anyone for whose acts any of them may be liable, as to any of the following (collectively refeired to 
as'.‘Claims”); 


(a) Work as required by the Contract Documents and under this Agreement; 

(b) construction or others services as required by the Contract Documents and under this Agreement; 

(c) materials furnished as required by the Contract Documents and under this Agreement;. 

.(d)violab’ons or alleged violations of Occupational Safety and Health Act of 1970, as amended; or to. reguiations promulgated thereunder, 


ahd/6r to violations or alleged violations similar state laws and regulations; 
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(c)lDjurics oPIo and/or destruction of tangible proper^’, including the loss of use or economic loss resulting Ihercfiom;, 

(Odefectively performed and/or alleged defectively performed Work by Subcontractor, and/or any of'its .Snbrontiactois, laborers, 

. materialmen, agents, or employees, or anyone for whose acts any of them may be liable;. 

(g'ibrcach of this Agreement; and/or 

!(h)acts or omissions which include negUgent orAvillful misconduct ■ of Subconbacior and/or any of its subcontractors, laborers, 
malerialincn, agente, or employees, or anyone for wfioK acts any of them may be liable,' whether net] ve or passive. 

In Whole or in Part; Subcontractor's obligation to tndemni^, defend and hold harmless the Indcnuiiied Parties; shall not be construed to 
negate, abridge,, or othertsise reduce any. other right or obligation of indemnift' which vvould otherwise exist to anypai^ or person 
described in this Para^aph 13. 

Subcontraetorls obligation to indemni^-, defend and hold harmless the Indemnified Parties is applicable whtther any Claims arc caused in 
part by any ofthclndcnmified Parties, whether active or passive. ' 

Subcontractor’s obligation to indemnify, defend and hold harmless the Indemnified Parties is applicable whether any Claims are catised in 
part by the concurrent act(s),. omission(s) by an^or negligence of any of the Indemnified PMies, whether active or passive provided' 
however, said Indemnified Pa^ shall not be indenmined for its own sole negligence or tvilliul misconduct. 

Limitations on Obligations &Tlorida Statutes. Section-yiS-Od! With regard to any. and all Claims, SubconlracIpVs obligation to indemnify,', 
defend and hold haiinless the lodetrmificd Parties shall not be’limUed in any way by any limitation on the amount or,tjpc of damages, 
compensation, insurance requirements and limits set forth in Exhibit "A”, or benefits payable by/for Subconlmclor or any subcontractor' 
Under wtirkcts’' or workmen’s compensation acts,.disability.acts or.other employee benefits acts, Nonyithstanding-the foregoing,, 
Subcontractor's obligation to indemnify, defend and hold harmless the ludemmlied Parties shall be L'mited to the greater oil 

(a) A maximum of 55,000,000.00; or 

(b) lhB amount of this Agreement sum; or 

(c}lbe maximum amount of insurance coverage limits available to the Subcontractor under any and all policies of insurance and applicable 
to any Claim(s). 

The parties agree ond acknowledge that this limitotion bears a reasonable commercial relationship to this Agreement and the services being 
provided hereunder, and this indenmity clause is intended to comply with the Florida laws on indemnify and spccillcalJy to comply with 
Florida Statutes, Sectioii 725.06, includiiig any amendments'thereto, and is to be interpreted in such n way as to be ibliy coforccable. If any 
word, cjkuse or provision of this Paragraph 13 is determined hot to be b compliance with Florida Statutes, Section 725.06, incjuding any 
amendments thereto, it shall be incfTcctive and tbc'remaitiing words, clauses and provisions shall remain in fiill force and enbet./ 

Dufy lb Defend ; Subcontractor's duty to defend under this Paragraph 13 is independent and separate from Its duty to indemnify and hold' 
harmless, and the duly to defend exists regardless of any ulb'matc liability of Stock and/or any Indemnified Parfy. The dufy todefend arises 
immediately upon presentation of a Claim by any person or entity with' ivritten notice of such Claim being provided to Subcpnlractor. 

Survival Provision ; Subeonlraclor's obligation to indemnify, defend and hold harmless will survive the expiration or earlier tenninatibn of 
this Agreement until it is determined by Cnaljudgnicot that an'oetion against the Indemnified Paify/Ies for any and all matters indemaifictil 
is iiiily finally barred by the applicable statute ofliimtab’ons. 


Waiver of Subrogation : Subcontraclor -tvaives'any rights ■ of subrogation against Slock and shall require any.'of Subcontractor's 
subcbntractbrs, laborers, materialmen, agents, or employees, and anyone for .whose acts any of them may . to liable, to Svaive them 
subrogation rights against Stock. ' - -- 


Secure- Performance ; At its sole ^cretion. Slock may withhold,- from lime to lime, fiom any; monies otherwise due Subcontractor 
hereunder or under any other coatr^t or agreements, a sum of money,- which, in the sole judgment of Stock, shall be sufficient to secure the - 
performance ofSubcontraclor'sobligaUons underthis Paragraph 13. 


Notice : Stock shall provide written notice of any Claims within sbely (60) days after Stock beromes reasonably aware that Subcontractor 
may be liable for any such Claims. 

-14. .SUBCONTRACTOR WARRANTIES : Subcontraclor represents and warrants to Stock that all equipment and niaterials provided by 
Subcontractor and incrorporated in the Work will be new, unless otherwise specified in the Plans and Specifications, and together tvith the 
Subcontractor's Work shall beofgood quafify, five of defects and in confonnity with the Contract Documcots. It is understood befyccn- 
the parties hereto that all equipment, materials and Work not so in conformity shall be defecli-ve.: Subcontractor ^cifically agrees that it is 
responsible for theprotection ofthc Work until final completion and that Subcontraclor will make good orreplace, at no expense to Slock., 
any damage to the Work which occurs prior to ^'d final completion. Inspection by Slock shall not relieve Subcontractor of its obligati^ 
herein. SUBCONTRACTOR FURTHER WARRANTS THAT ALL LABOR AND MATERIALS FURmSHED BY 
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---run. Ai-ciuuu JUIIUINNINU Ai Irtb JDATETtfAT^TDriT mNVFI 

TITLE OF THE SUBJECT OF THE WORK, (HOUSE ORCONDOMMIM UNIT} TO A PURCHASER OF THE HOUSE OR 
CONDOMINIUM UNIT, AND CONTINUING FROM SUCHDATE UNTIL THE LAST OF THE FOLLOWING TO OCCUR: (H ONF 
YEAR: (2) FOR THE DURATION OF ANY LIMITED WRITTEN WARRjWTY GIVEN BY STOCK TO SUCHPURCHASER OR 

theduratonofanycommonlaworstate6rfederalstatutorywarranitiesofs?cSrc^ 
SUBSEQUENT PURCHASER. ORAHV orajK PBKON ORBmry. FANY. 

SUBCONTRACTOR'S SOLE EXPENSE, M-L REPAIRS AND CORRECT SUCHDEEECTS IN ORDER TO MEET ANY OF ’ 
SUBCONTRACTOR'S WARRANTY OBLIGATIONS WITHIN EIGHT (B) HOURS OFNOHCE (ORALOR WRrnENIOFSUCH 
DEFECT IN AN EMERGENCY (DETERMINED BY STOCKW ITS SOLE DISCROTON) AND WITHIN FORTY-EIGHT MSI ^ 
HOURS OF NOHCE ON A NON-EMERGENCY BASIS. In Edition. Subcontector shall transfer any find all applicable manurachirer’s 
\t,anranties, together with all service and operating manuals for materials finrished by it under this Agreement, to Stock when the Work is 
completed or this Agreement is terminated, whichever Occum first. The warranty contained in this paiagraph l4 is in addition to any other 
special warranries required by contract or law. and such warranty does not negate or abridge Stock’s right to assort claims for latent or ' 
patent defects m accordance with applicable law. ■ • - 


/?- agiMS to satisfy such Avurmfy obligations which appear within the Avarranly or guarantee periods estabUshed in the 

■ ContractDocumentS without MSt to Owner or the Contractor, If no.Ruaranleeof ivarrantx- is reouireri nrihg Contraernrin the Contrart- 

Dpeuments, then the Suhcontr.iclor shall p.uaramee or mrra n tA’ the Siihcnntracior Work for ihe neriort nrn;;; f 11 -p r 

conveyance to the end ii.ser - u i Tt-o, ifum . incj.iic'Ei or 


^fm^ pt^nL^*^ execute My special guarantees or warranties that shall be r^uired for the Subcontraclor’s Work prior 


All guarMtccs and warranties must be submitted to the Contractor in a 
final payment. 


fonn acceptable to the Contractor prior to* and as a condition lor.' 


Subcontoclor expressly agrees that all warranties made by il in this Agreement shall survive the terniination oreilniialion of this 

Agreement for any. reason prior to the cxpiraHonofthe full warranty period. • . ‘ 


15. mBLSH and DEBRIS : Subcontractor agrees lo keep the job she and adjoining property &ce of waste material and nibbish caused by its 
Work Of that of its subcontractors and to remove all ivaste materials and rubbish on completion or tenninalion of its" Work together with all 
tools, equipment, and machmciy. Subcontractor ^es that upon ternilDating its Work at the site, Subcontractor shall conduct general 
■clean-up o^rations, including; but not limited’ to, the cleaning of glass surfaces, paved streets and walks, steps and interior Doors and 
walls, where applicable. .Any poi^nal property left by Subcontractor on or around job site for thirty (30) days following completion ofthe 

Work, excluding any Work performed pursuant lowurrantyservicc obligations, will become the property of Stock. ’ ' 

16.. AS . SlGNb^NT !: Subcontractor shall not assign this Agreement or any payments dueortobecomeduc hereunder ivithout the prior written 
consent of Stock, which consent may be wiThheld in the sole discretion of Stock. Payments to Subcontractor will be made In accordance 
with Stock's cimnt published payment procedures, as the same rnay be amended fiom time to lime. Payment lo Subcontraclpr of all or 
any portion of any progress pajmeot or the final pajmcnl shall not constitute or imply or be evidence of performance ofthe Work by ’ 
Subcontractoforacccptance of any portion of Subcontractor’s Work by Stock; or in any way waive or aiTcct Stock’s claims or rights 
against Subcontractor. 


17. £H A NGE? : Stock reserves the right To make changes in the Work in the nature ofadditions, deletions, or modifications, without 
inAmlidating this A^mcnt and agrees to make corresponding adjustments in the contract price and time for performance.’ All 
changes Avill be autoorized by a new written Work’Notification Form which aWII include conforming changes la any 
BiWroposal, payment schedule aiid/or time for performance; 


IN?URANCE _ REQUIREMENTS : Subcontractor.shall procure and maintain insurance policies in the foira and amounts as set 
forth on Exbibit ‘lA”, attached bereto and incorporated herein by icfcrcncc. .All coAierage shall be placed AVith an insurance 
cam'era duly admitted in the Stale of Florida and shall be reasonably acceptable (o Stock. All insurance carriers must maintam'an 
A^M. Best rating of “A>-Vin" or better. Certified copies of all insurance policies must be made available and provided to Stock 
Avithin ten (10) days ofStbek’s request. The word “Claims’’ used in this Paragraph 18 has been defined in Paragraph 13 above. , 

■ £n . d pi£ er7ients . in Ingyrancc policies: In addition to Exhibit “A’V the Subcontractor shall carry and maintain commercial general liability 
insurance on ISO form CG 00 01 10 01 (or a substitute form providing coverage equal lo or greater than said foim).'. iUl policies ofR 
msurahee shall contain an Additional Insured Endorsement on ISO fonn'CG 20 10 1 I BS (or a substiluie form providinE coveraeb ^ 
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or Ereier than said fonn which would at a i^raum additional insured status with rc^ct arising oiir of Subcontractor’s Work pursuant to 
the Contract Documciits and which provides coverage both during the products completed operations hazard period.), Suchinsuiance sh^ 

; cover liability arising out of premises, operations, idde^ndent'contractors, products-eoropleted operations, personal and advertising injury, 
bodily ityuty, properly damage, and liabilify assumed under an insured contract (including the lOrt'Lablli^- of another assumed in a 
business contract)., There shall beno endorsenient or modification of the commercial general liability, excess or umbrella edvOTge forms 
I \vhich contains any of the following:’ 

(a) Limitations orModilication of Contractual Liabili^* Language; 

. (b) Limitations or c.\ciusions forlJamage to Work Performed by Sub. Contractors; 

(c) Limitations or Exclusions for Residential Work 

(d) Limitations or Exclusions for MultirUnit Dwellings- 

(e) Limitations or Exclusions related to explosion, collapse, underground propertj" damage;, 

(f) Pollution Exclusions; or' 

(g) VTOrkperfonhed by subcontractors. 

'Additional Insured;. Stock shall be named as on additional insur^, loss payee and ceriiilcate holder on each of the policies as outlined in 
Exliibit “A”.' 1 Coverage under oil policies shall be afforded to the additional insureds whether or not any Claims are actually in lih'gaiion. 

Stock Shall remain as an additional insured on each policy for a period not les than ten (10) consecutive years freni the date of final ■ 
completion of the entire construction project that is the subject of this Agreement and the Contract Documents regardiess of the date when 
the Subcontractor, Subcootractor’s subcontractors, laborers, materialmen, agents, employees, and/or anyone for whose acts any of them - 
may be U^le, completes or finishes any Work or any other constriicUon work, and/or regardless of the any cerilficates of occupancy ■ 
are issued. Subcontractor's obligation to have Stock remain as an additional Insured on each policy for a period not less than ten (10) ■ 
consecutive years from the date of final completion of the entire construction project will survive the cXpiratioii or earlier termination of' 
this Agreement until any and all Claims arc fully and finally barred by the greater of any and all applicable statute of limitaiion or statute of 
repose. 

PrinrilY of Insurance Coverage : It is the.intent of the parties that all available and applicable insurmce coverage of the Subcoobactor, 
whether primary or excess or umbrella policies, be primary coverage for any and all Claims conaniing, pertaining tb,' related to, arising out 
of and/or connected with the Work and Contract Documents, regardless of who makes said Claims. 'Turtheri the parties ihiend that siock’s 
Insurance policies be excess over any and all available and applicable insurance policies of Subcootraetbr for the purposes of indcnuiity and - 
- defense of Stock. 

Certificates of Insurance ! Prior to commencing any Work under this Agreement, Subcontractor shall submit to Stock copies of policies or- 
Certificaie of Insurance that confino appropriate insurance coverage; 

Each Certificate ofliisuratice shail provide that the insurer must give Stock at least ninety (90) days priorwritten notice of non-renewal Of 
material change in coverage and tcmunallon of the coverage thereunder. Not less than hvo (2) weeks prior to the expiration, cancellation' 
or termination of any such policy, the Subcontractor shall supply Stock vvilh a new and replacement CoriiCcatc of Insiirrmce and additional. 
insured endorsements as proof of rcacwai/rcplacenient policies of insurance. 

' Subcontractor’s Notice to Insurance Carriers and Agents ; Prior to cbmmeocing any-Work under this Agreement; Subcontractor must 
:providc a fully executed coihplele copy of this Agreement, with Exhibit "A” arid all amendments io each of its insurance agents and 
iMurance cOTiers. Within ten (10) days aller execution by the parties of any liiturc, amendments, modifications^, additions, deletions, 
changes oraddendums to this Agreement, Subcontractor must provide a fully executed complete copy of this Agreement wlh Exhibii “A". 

' as amended, to each of its insurance agents and insurance carriers.. 

• Subcontractor's Subcontractors ; Subcontractor aclmowledges it shall not subcbntract any part of this Agreement without supplying Slock 
proof (hat all Subcontractor’s subcontractors, laborers, materialmen, agents, or employees, and anyone for whose acts any of them maybe 
•liable, obtains and maintains appropriate insurance coverage as detailed In Exhibii "A"., It shall be Subcontractor’s sole responsibility to 
ensure that Subcontractor’s subcontractors, laborers, materialmen, agents, or employees, and anyone for whose acts any of them thay be 
-liable, fully complies.with this Paragraph 18 and Exhibit "A’^.and-ihiure amendments thereto.- 




Additionally, and prior to comwenccraEiit of the Work.' the Subconlractot shall provide Slock -with a CehlGrale of Insurance showing 
insurance coverage, in compliance withBchibit '‘A** each and eVciy Subcontractor’s subcontractors, laborers.materialmeD, agents, and/or 
employees, and anyone for whose nets any of them may be liable. Coverage shall be no less than the Umils as described in Exhibit‘'A”, In 
the event any of these policies are lerminaled, for any reason, the Subcontractor shall provide Stock copies Of Cerlilicales oflnsuranca' 
sho\wng replacement coverage in compliance \vith Exhibit “A" . 

Waiver of Subrogation from Insurers : Subcontractor shill obtain fiom each of its insureis, a Ayaiver of subrogation as to each of its. 
insinance policies, in favor of Stock with respect to any Claims concerning, pertaining to, related to, arising out of and/or connected wlih 
the Work and Contract Documents.. 


Breach : Tallure of Subcontractor to maintaiii complete and appropriate insurance is a material breach. In this event, in addition to die all 
other remedy provisions in this Agreement^ Stock can elect to terminate this Agreement or to provide insurance at Subcontractor’s sole 
expense; in neither case, ho\«ver; shall Subcontractor’s liabili^ be lessened. 

19. ; COMPLETION : Immediately upon the performance of any part of the Work, os betwen Subcontractor and Slock, tide thereto shall vest 
hi Stock to the cMent permitted by law; provided; however, the vestiog of such tide shall not impose any obUgalions on Stock or relieve 
SubconCractor of any of Its obligations hereunder. Upon coinpletion of the Work described in any WorkNoUfication Form, Subcontractor 
shall request the Slock representative on the job site to confirm completion of the Work. Thereafter, provided that Subcontractor is not in 

' breach of this Agreement, and provided that Subcontractor is otherwise entitled to payment under this Agreement, upon nofincadpn to 
Stock, SiQckshall pay Subcontractor for the Work described inthe WorkNotificalionPonn in accordance \\’ith-the WorkNotiCcation 
Form and the Bid/Proposal within sixty (60j days following Stock’s receipt of a request for payment from Subcontractor,. Siibcontractor 
hereby agrees that if Subcontractor fails to request from Stock any sum, including, but not limited to, wages or contract sums due under this 
Agreement or any Work Notification Form, within ninety (90) days from the date they became due, said sumsto Subcontractor and 
: Subcontractor shall have no claim thereto. 

20. WAIVER: TO THE EXTENT NOT PROHIBITED BY LAW, CONTRACTORHEREBY WAIVES AND RELINQUISHES ANY AND 
AU. STATUTORY OR CONTRACTUAL RIGHTS THAT IT MAY HAVE TO OBTAIN STOP NOTICES OR LIENS; MECHANICS’ 
OR OTHERWISE, AGAINST THE PROPERTY OR IMPROVEMENTS THAT ARE THE WORK AND AGREES NOTTO FILE Am 
SUCH NOTICE OR LIEN AGAINST SUCH PROPERTY OR IMPROVEMENTS FOR ANY LABOR, SERVICES, WORK, 

MATERl ALSi EQUIPMENT, TOOLS OR OTHER ITEMS FURNISHED TO ORFOR STOCK. TO THE EXTENTNOTPROHIBITED 

■ BY LAW, CONTRACTOR AGREES TO LOOK SOLELY TO ITS CONTRACTUAL RIGHTS FOR.RECOVERy. 

21; TAXES/CHARGES : Subcontractor shall pay all taxes, contributions and/or premiums payable on its employees or on Its operations under 
workers’ compensation laws, unemployment compensation laws; the Federal; Social Security Act, health and welfare beaefit plans, gross 
business taxes, sales and use hues, contributions and/or premiums which are payable by the employees and the Subcontractor shall' 

■ indemnify, defend and hold Stock harmless from all Uabilify. loss and expense resulting from Subcontractor’s failure to comply with these 
requirements. Subcontractor shall comply wth all rules and regulations at any lime applicable hereto and shall, on demand, substaijtiate to 
'^Stock’s reasonable satisfaction that all taxes and charges arc being projxrly paid SUBCONTRACTOR SHALL BE SOLELY 

RESPONSIBLE FOrAYITHHOLDING TAXES, SOCIAL SECURITY TAXES AND STATE UNEMPLOYMENTTAXES FOR ALL 
EMPLOYEES OF, SUBCONTRACTOR. 


22.. DEFECTTVE WORK ; Should Stock notify Subcontractor (orally or m WTiling) that any pan of the Work is incorrect and do« not eonfdrai ’ 
to the lenns of the Contract Documents, Subcontractor shall immediately being to concct such defective work and shall complete such . 

I corrected work tvilhin forty-eight (48) hours unless Stock shall agree to a longcrpcriod. If Subcontractor refuses to perform any corrective 

■ work. Subcontractor shall waive the above described Ibrty-ei^t (48) hour period and such refusal or failure to perform the corrective work 

■ shall be deemed a default by Subcontractor hereunder. Subcontractor shall bear Ihe catirc cost of such correctiyc work, including any cost 
• incurred by the disturbance of work completed by other contractors.- 


23. . BREACH: SUBCONTRACTOR SHALL BE IN BREACH OFTHIS AGREEMENTIF:; 


: (a) Subcontractor’s Work is defective and not remedied aS provided herein; or 

(b) Subcontractor docs not make prompt and proper payments to its employees, agents and/or Subcontractors; or 
' (c) 'Subcontractor does not make prompt and proper payments for labor, services, work, materials or equipment furnished by third pmties 
■ to it; or' 

y(d) Another contractor is damaged by ah act for ■which Subrontractoris responsible; or' 
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(e) Subcontractor or any third party furnishing labor, services, worl^ materials, equipment, tools or other items for the Work files any 
claim or lien against the proper^ where the Work has been performed and such claim or lien has nbi been discharged or resolved 

■ twenty-four (24) hours afler notice thereof to Subcontractor, and Subcontractor has not posted a disch^cbondwilhin this twenty lour (24) 
: hour period: or; 

(0 Subcontractor fails to perform tvaiianty service under this Agreement or nny other prior or Mntemporanrtus Subcontractor Agreement 
with Stock; or. 

(g,) Stock is fined by any governmental agency on account of or arising out of Subcohtactor’s (or Subcontractor’s subwhlractors or • 
agents) violation ofany law, ordinance, regulation, ailmuustrative ruling and/or court order; or; 

(h) . Subcontractor becomes insolvent or atiy petifion forbankruptcy is filed with respect to Subcontractor; or 

(i) SubcqnUactor fails or neglects to prosecute the Work diligently and promptly; whether due to inadequate or incompetent supervision; 
insufficient skilled workers, lack of material or equipment, improper quantity or quali V, or for any oiher rea»n not described hcreinr 
0) Subcontractor Ihils to comply with any terms of this Agreement or any Work Notification Form issued under this A^emeht. ■ 

24. REMHDTBS; IF SUBCONTRACTOR IS IN BREACH OF TIBS AGREEMENT, 5? ADDITION TO AN Y AND ALU OTHER 
REMEDIES AVAILABLEUNDER APPLICABLE LAW, STOCK. IN ITS SOLE DISCRETION, MAY DO jWY OR ALL OF THE 
FOLLOWING: 

(A) .iMhffiDlAIELYTERhBNATETHJS AGREEMENT, ANY WORK NOTIFICATION FORM OR OTHER-VERBAL OR 
■WRITTEN AGREEMENT WITH SUBCONpUCtOR OR OTHER SUBCONTRACTORBASE AGREEMeOT BET WffiN 
SUBCONTRACTOR AND STOCK AND DISMISS SUBCONTRACTOR FROM THE JOB SITE BYPROVIDING 

: SUBCONTRACTOR WITH WRITTEN NOTICE OF SUCH TERMINATION;, 

(B) ENGAGE PR EMPLOY OTHER CONTRACTORS TO REMEDY SUBCONTRACTOR’S DEFECTTVEWORK, TO COMPLETE 
ANY PORTTON OF THE WORKNOTCOMPLETED.BY SUBCONTRACTOR, PERFORM SUBCONTRACTOR’S WAIUIANTV • 
SERVICE obligations OR OTHERWISE CURE SUBCONTRACTOR'S BREACH AT SUBCONTRACTOR’S SOLE COST AND 
EXPENSE; 

(C) WrTHHOLD FROM SUBCONT^CTORFORUP TOONE HUND^D TWENTY (120) DAYS ANY SUMS WHICH MIGHT BE 
DUE OR BECOME DUE TO SUBCOmRACTOR, WHETHER UNDER THIS AGREEMENT, AMY WORK NOTIFICATION FORM 
OR Am': OTHER AGREEMENT, AND l^Y CHARGE AGAINST ANY SUCH SUMS WITHHELD ALL SUMS EXPENDED OR 
COSTS INCURRED BY STOCK’ARIStNG FROM THE ENGAGEhlENT OF OTHER CONTRACTORS AS PROVIDED IN (B) 
ABOVE OR OTHERWISE RELATING TO SUBCONTRACTOR’S BREACH, INCLUDJNG, BUTNOT LIMITED TO, STOCK’S' 
OVERHEAD AND PROFIT; AND/OR 

(D) WITHHOLD FROM SUBCONTRAC'TOR FOR UP TO ONE (1) YEAR AN AMOUNT, WHICH AMOUNT SHALLNO'T 
EXCEED nVE PERCENT (5%) OF THE CONTRACT PRICE FOR THE WORK, TO INSURE SUBCONTRACTOR’S 
PERFORMANCE OF WARRANTY SERVICE OBLIGATIONS. SHOULD SUBCONTRACTOR FAIL TO PERFORM SUCH 

■ WARRyWTY SERVICE OBLIGATIONS, STOCK MAY CHARGE AGAINST SUCH AMOUNT Withheld ALL SUMS ' 
EXPENDED OR COSTS INCURRED BY STOCK ARISING FROM SUBCONTRACtOR’S FAILURE TO PERFO'l^ SUCH 
WAWIANTY SERVICE OBLIGATIONS. 


25. TERhilNATION : This AEreemenl may also be terminated arid Subcontractor dismissed from the job site by Stock at any time in its sole; 
discretion, wilb or without cause, by providing Subcontractor with, notice (written or oral, in the sole determination of Stock) of such’ 

' termination, and such tcraunation shall be effective os of the time and date stated in such notice, .In the event of lenniriation of the 
Agrccmeht pursuant to tliis paragraph 25 without cause. Stock shall pay Subcontractor within sixty (60) days after the cfTeclivc dke of such 
termination, oll sums due and owong Subcontractor for all labor iticdrred and all materials incorporated in Ihe Work performed under this- 
Agreement prior to the effective date and time of termination.. Subcontractor' acknowledges and agrees that if Subcontractor is terminated 


pursuant to this paragraph 25 with cause. Subcontractor shall have no claim against Stock ibr any additional sums,' including, without 
limitations any claims for material purchased but not used in the Work, or for lost profits or for any other claiin or sums whatsoever. The 
termination payment described herein, if applicable, is Subcontractor’s sole remedy and in no event shall Subcontractor have any claim for 
consequential damages. Further, in the event of termination. Subcontractor will turn over all equipment and materials ordered,- purchased 
' for and delivered lo the Project, and Stock >vill pay the Subcontractor any runounls due based on the percentage ofcomplction of 


Subcontractor's Work that is mcompllance with tliis Agreement and the Pricing, actually accomplished arid cquipmeht arid materials 
supplied to the Project; excluding any pajment for unearned profit and overhead. Suireontractor will iacililatc transfer of Work to Stock by 
assi^ing its rights under subcontracts and purchase orders. 
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26 , ENTTRE'AGREEMENT; .This ABiccmcnt, toeether with the Contract Documents, constitutes the entire agreement between Subcontractor, 
and Stock and there are no other agreements, oral or written, by and between the parties hereto, except as to Subcontactor's svarranties 
under any prior or contemporaneous Subcontractor AEreemcots with Stock, Avhich warranties arc incorporated by iCferenW herein for all ’ 
purposes.' This Agreement, together with the Contact Documents, does not create a parteership or other uhincoipomted association 
.behve'en the Subcontractor and Stock.' The relationship of Subcontractor is that of an independent contractor. 

' 27; HEADINGS : The paragraph headings in this Agreement are for convenience only and sbalf not affect the meaning, interpretation or scope ■ 
.o^thepr6visions\vhichfollQW,iheIn.. 

: 28; NOTICES : Unless othenrise set forth herein, any notice to be giyen or Mrved upon any p^ hereto in connection with this Agteementmust be 
in writing and shall be (a) delivered by hand, (b) send by Federal Express, Express Mail or other ovemi^t courier service, sent to the address on 
. the first page hereof or Such other address for notice as the parties shall last have furnished in writing to the person giving the notice or (c) sent by 
facsimile transmission vrith a copy delivered pursuant to (a) or (b) above. Any such notice or demand shall be deemed to have been duly given 
or made and to have become efTectivc (i) if dch'v'erCd by hand to a responsible ofilcer of the party to which itis directed, at theti^ of the receipt 
thcrrofby such bOicer, (ii) ifsent by facsimile transmission asofthcdateairdlimeoftansmision, and (iii) Ifscntby Federal E.xpress, Express 
Mail or other routable overnight courier service, upon the cEulier of the date of receipt or one (I) business day after posting thereof If n notice is - 
mailed in the manner provided aboye, it is duly given, whether or not the nddrcsscc received it 

29. TNVALlDTTY :i If any provision of this Agreement is held to be iUegal, invalid or unenforceable under present or fuhiro laws,- such 
provisiotr shall be fiilly severable. This Agreement shall be construed enforced as if such illegal, invalid or unenforceable provision had 
never comprised a part of this Agreement, and the remaining provisions of this Agreement shall remain in full force and eflcctand shall not 
be affected by the Illegal, invalid or unenforceable provision or by its severance from this Agreement. Furthermore, there shall be added' 
automatically as if part of Ibis Agreement a provision as similar in terms to such illegal, invalid or unenforceable provision as may be 
, possible and may be legal, valid and enforceable. 

30; DISPUTE; If a controversy or claim arises out of or related to this Agreement including a claiin relating to an aetton taken by Stock 
pursuant to the self-help remedies of paragraph 24,' and the parties cannot resolve the matter between themselves \vithln sixty (60) days 
. after Stock is firal provided written notice of the claim or controversy by SubcoDtactor,.thc parties ^rcc to by In good faith to settle the’ 
disputc'by mediation under the Construction Industry Mediation Rules of the American Aibitation Association. If not settled by. 
mediation; the dispute shall be resolved by final and binding arbitration in accordance with the Construction Industry Arbitration Rules of 
the American Arbitration Association, and judgment upon the award rendered by the arbitratoifs) may be entered in any court having 
jurisdiction thereof. Should a dispute arise between Stock and a buyer of a residence regurdiirg materials supplied or work performed by 
Subcontractor, Subcontractor agrees to participate in,' and be bound by, arbitration proceedings behveen Stock and the buyer.: 

31 . JtIrtSDICTION and PRESUMPTION : This Agreement shall be governed by and construed under lire laws of the State of Florida. Any ■ 
action brought to enforce or interpret this Agreement shall be brou^t in the court ofappropriatc jurisdiction'in the county la which the' 
property Is located. Should any provision of this Agreement require judicial interpretation, the parties hereto agree and stipulate that the 
court mteriirating or considering the some shall not apply the presumption that the terms hereof shall be more strictly construed against a 
party by reason ofany legal conclusion that a document should be constiu^ inore strictly against the party who itself or through its agents ■ 
prepared thesame, or being agreed that all parties hereto have participated in the preparation arid negotiation ofthis Agreement and each' 
party had full opportunity to consult legtd counsel'oriis choice prior to the execution of this Agreement. 

32. ' WAIVER: Except as expressly set forth herem, litis Agreement tnay not be ebanged, modified or ternrinated, except by an instrument 

executed by the parties hereto. No waiver by cither party of toy, failure or refusai to comply with the obligation of any other party 
hereunder shall be deemed a xvai ver of any other or subsequent failure or refusal to so comply. 

33 ; ; COUNTERPARTS and FAC.SIMU.E/PDF'SIGNATURBS: 'This Ag^rnenl may be executed in any number of counterparts,, each of 
which shall be deemed an.original and ail of wlucb shall constitute one and the same agreement Signatures given via facsimile orscto 
' PDF trarismissiori and shall be deemed given asof the date and time of transmission to the other party arid shall be deemed origihal: 

34, PERSONS BOUND i The provisions ofthis Agreement shall inure to the benefit of, tod shall bind, the heirs, executers, administratotSi 
successors tod assies of the respective parties.. No person shall be deemed to be a third party beneficiary ofthis Agreement or any pohlot) 
tbmof. Subcontractor may not assign this Agreement without Stack's prior written cQnsent,'s^ch consent Stock may withhold in its sole 
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and absolute discretion. Stock may assign this Agreement to any afliliate^ subsidiary or other third party by providing Subcontractor five 
(5) days vNTitten notice thereof. 

TN-WTNESS WHEREOF, the parties have e.vecuted this Agreement as of the day and year first above written. 
ixOCK: SUBCONTRACTOR: 

STOCK CONSTRUCTION. LLC, a 
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I 



S^ubcoDtractor Base Apr^mfint 

OF SUBC<WTRACTOR: ^ Z' 2> 

RSHIP: V'' 6 oRPORATION TARTMERSHfP PI^OPklCTORS 


NAME 

OWNERSHIP; v^uuKruKAiiUN PARTNERSHIP PROPRIETORSHIP 
NAME(S) OF PRINCIPAL OFFICERS, PARTNERS OF OWNERS* ZP?/n o/Z. 
SUBCONTRACTOR’S EINOR.SOCIAL SEC 


Yr- 




BUSINES^DDRESS: Y:> ^ 

33^7- y/r-yzV/ Tav 3z<9-V /rC 


□MITED LIABILITY Cp^^ANY ‘ 


PHONE 


7Z_fax 3Z9-V/T'-'<^Z7A 


. EMAIL 


THIS AGREEMENT (“ABreemcnn made and entered into this 3 / day o f 
Conslniclion, LLC, a Florida limited liability company, its successors and/or Msigns (“Stock”! and''' 


- 1 ^ 6 —^^ . by and between Stock 


---^--("Subcontractor”), 

I. As used herein the followinfi terms shall have the meanings specified unless the context otherwise requires 

(a) "Bid/Proposal" shall have the meaning specified in Paragraph 4 . 

(b) ^^onlr^t Documents" shall mean this Agreement, together rvith any and all Subcontractor Safety & Health Standards (Field 

S‘?ut«nS^ B.dfi’roposals, and Plans and Specifications issued orulilized in connection wilh V/prk performed 

(c) "FHA" shall mean the Federal Housing Administration. 

(d) “Plans ^d Spcci^fications" shalj mean approved foundation plans, framd plans, fioor plans, elevation plans, blueprints construction 

sheet details, and other specifications, including FHA manuals, *' • ' construction 

(e) "Projeer shall mean the followinc: 

(0 “Stock” shall have the meaning specified in the beginning parograph of this AgreemenL ^ 

(g) “Subcontractor" shall have the meaning specified in the beginning paragraph ofthis Agreement and shall include Subcontractor’s 

/M n’ v’ '"“‘"'almen, agents, or employew. and anyone for whose acts any of them may be liable. 

(h) VA shall mean (he U.S. Department of Veterans AfTairs. 

(i) ••WorkTshallinelude, without M any and all of the workspeeified in Paragraph 3 below, and any and all change order work, 
extra work, work included on all WorkNotificaiion Forms, unbudgeted work, and other work directed by Stock to be pcrfonfied by 
Subcontractor, including but not limited to the management, supervision, financing, labor, materials, tools, fuel, supplfes. ufililics ^ 
equipment apd services of cveiy kind and type necessaiy to diligently, timely, and fully perform and complete in a good and workmanlike 

manner the Work required by the Contract Documents. suuu wu worMnaniiKc 

aj “Work Notification Form" shall mean a WTiltcn order issued by Stock to Subcontractor specifiring certain Work to be nerFnrmeH- ih. 

tcrrn WorkNoUfication Form shall include forms designated “Purchase Order’’. “Job Start OnJer”, 

similar designations and conlaining certain information about commencing such Work and the oavraent for such Work. 


2 . ^PN c EXCLlJSlVrn: : The purpose ofthis Agreement is Ip fix the obligations of Stock and Subcontractor as to the performance bv 
S»bc«Maor orc»,„ d^ribed Wo-lc. to, ,bi, Ag,d»„, b, »d to. toSt, 

comrac wi h any other person or entity for the performance of work which is the same or similar to that described in this A^eemenU 

the Work to be provided hereunder ^Subcomractorwill ensure that such other workperformed by third party subcontraclois 

materialmen does not interfere with Subcontractor’s performanceunderthe Contract Documents and all such other contracts shall not be^ 
■ deemed a dirccA con ract between Stock and such third par^ subcontractors laborcfs. or materialmen. This Agreement shall not be 
construed as obligating Stock to accept bids or issue WorkNotificafion Forms to Subcontractor. 
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^C . OPE OF wppK ; Tlie >|Vork‘ to be perloniiid by Subcohtracior shall be more specifically described in subsequently issued Work 
.Notification Forms but is generally described as:_ 


Cost Code No: ___ 

As set forth above, in conjunction with this Apeement. Stock may issue WprkNol'ficatibn Forms Irom lime to lime, covering the Work to 
be performed and lime for cornplptlon at each specific job location. Subcontractor shall have no aulhorijy to comrhence Work at any job 
location until it has received a Work Notification Form for a specific job location. It shall be Siibcontractor’s rcspohsibllity, to obtain a 
Work Notification Form before beginning aiiy Work at aspecjficjob location. In the cvcnl Subcbnlractor’s proposal, cstlmalc or similar 
■ dpcumcnl is attached to or rcrcrcnced in a Work Nptificafioh Form issued by Stock, only those tenns which define or idenlifj/ the work to 
' by Subcontractor shall he incorporated as part of the Work Notification Form and/or this Agreement and anV rem^'hing ' 

portions of Subcontractor’s proposal, estimate or similar document shall not be considered part of the WorkNofification Form, this 
Agreement, or any agrcemcrit between Slock and Subcontractor. No substitutions shall be allowed in the performance of the Work unless 
expressly provided !ii the Plans and Specifications or applicable Work Notiliiaiion Form, and only then upon Subcontractor first receiving 
all approvals required from Stock rorsubstitutidns. Subconlr^lor shall indemnify Stock for all loss. dOTageand B.kpense Incurred as a 

result of such substitutions, whether or not Subcontractor has obtained approval thereof. 

' P . lSn i Q - dnd P AYMBNT.S : Subcontractor lias su^illed to Stocka B!d/Prdposal pursuant to Stock’s '’invitation to bid" for Work, receipt 
of \yhlch is acknowledged thereon by Stocky which Bi^roposal is incorporated herein by reference. The Bid/Proposal may be modified 
by Subcontractor only by a subsequent written and dated amendment, as approved by and receipt of which shall be acknowledged thcrcop 
by Stock, \Yh|ch approval Stock may withhold in its sotc arid absolute discretion. Upon acceptance and approval by Slock, such amended 
iBid/Proposal shall be attached licfeio arid incorporated herein by reference. The Bid/Proposal in effect at the time of the issuance or ariji 
Work Notification Form shall U applicable to all Work to bo performed thereunder,’without variaUon, unless ilhetwlse approved in 
wriiing by Stock. Subconlractor acknowledges that Its corriperisaUon is a fixed contractual rale, subject to modification under the ne.xt 
clousc of this contract for changes in the Work required. Compensation under the Contract Docutncrils Is not hourly compchsallori. 
Subcontractor agrees that payment shall be made to the entity named in the beginning paragroph of this Agreement, and riot lo any 
individual person which provides Work pursuant to Ihis AgrecmrinL 

jsolwjthsiaridirig anything in this Agreement to the contrary. Subcontractor’s right lo any payriierit under this Agrccritcnl is expressiy 
contingent and conditioned upon: (|) Stock's determination that all Work lo be perfonried pursuant to a p^Icular WorkNolificalion Form 
has been completed satisfaclbrily; (2) If requested by Stock, the Subcontractor delivering to Slock a full and complete release of nil liens 
and cioims of Subcontractor and any and all of its subcdritraclors arid suppliers ofmatcrials, labor, criuipmcnl, work, tools, services wd 
rurnlshcd In connection with the Work, and (3) If requested by Stock, the Subcontractor delivering to Stock an nffidavit (in a 
lorrri satisfactory to Stock) that proyldcs that so far as Subcontractor is able lo osceftairi, no person or entity oilier than the persons or 
entities furnishing such vyaivere and releases, has a right lb any such lien or ciaim for materials, labor, equipment, work, toaii services or 
other items lUrnished in connection with the Work, 

Nohvilhstanding anything iri this Agreement to the contrary, if requested by Stock, Subcontraclor’s foilurc to supply these jicn waivers and 
releases will negate any request for payrnent until such time as fhc lien waivers arid releases me provided. Ifany lien or ciaim rcmnlns 
outstanding after all payriients arc madc,'Subconlracior, shall refund to Stock all monies that Slock may be compelled to pay in discharging 
or resolving such lien or claim, including, without limitation, attorney's fees and costs. If Subcontractor fails to make any such rctod 
within flficcri (15) days of notice to Subcomraclof from Stock, Subcontractor shall be in breach oflhis Agreement, and Slock rnay, In 
addition to my other right and remedy, withhold from tmy sums due or to become due Subcontractor under this or any other A^cement 
such amount as may be required, in Stock's sole discretion, to discharge or resolve any such lien or claim, and to reimburse Stock for the 
applicable fees and costs incurred by Slock. Subconlractor shall defend, indemnify arid hold harmless Stock and Stock’s purchaser from 
the operalipri arid effect of any lien or encumbrance arising out of Uie performance of Subconlractdr’s work, and shall turn over the 
properly subject to the Work, including any Irpprovcmcnls thereon, to Slock free and clear of all such ijchsand cricumbrances. Ifany such 
lien or encumbrance is claimed by any person or entity performing any portion or Subcontractor’s work, Subcorilractor shall, immediately 
upon verbal notice from Slock, discharge same by payment or posting a sumcient bond to transfer the lien or encumbrance from real 
property to the bond. If Subcontractor continues to receive payments from Stock, Subconlracto’r will hold these payments and the rights to 
future paymenis from Stock in trust for the benefit of, and to be first applied to payment of those subconiraclors. laborcra, equipment 
suppliers and material suppliers who have performed any portion of Subcontractor’s work, before using any portion ofsucli payment for 

any other purpose. In the event Stock has reason lb believe that labor, material, equiprricnl 
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the pcrtbrmancc of Subcdnlractor’s work are not beihg promptly paid. Slock niay, upon giving vyrhten notice to Subiionlractor. take any 
steps deemed necessary to ensure that any payments from Stock to Subcontractor shall be Utilized to pay such obligations.' Upon such 
^sTitra^ notice. Stock may require Subcontractor to supply satisfactory evidence that Subcontractor's obligations have been paid or to post a 
payment ^d pcrrormancc bond for the protection of Stock, its purchaser, and ^ose to whom Subcontractor has an obliplion for payment. 
The failure of Subcontraclor to provide either of these mcarts of security shall entitle Stock to retain oiit of any payment due pr become diic 
to Subcontractor a reasonable amount to protect Stock from any and all loss, damage or expense including attorney’s fees arising but of or 
relating to any such claim pr Ijeh from one to whom Subcontraclor has an obligation until the clairn or lien has been satisfied by 
Subcontractor. 


Acceptance of Work and payment therefore by Stock under thifS paragraph shall not be construed as a waiver by Slockfoi Work later found 
defective and shall not release the Subcontractor from liability under any warranty for defective Work or for any obligation to perfonn 
warranty service Work. 


5. SUBCONTRACTOR RKVIKW and iNSPECtfON : Subcontraclor expressly agrees to read and familiarize itself cpthpidely with all 

Contract DPeumchts, including but not limited to the Plans and Specifications applicable to this Agreement or any WorkNotillcation 
Form, to Independently verify all Infomiatiori furnished by Stock or contained in the plans and Specifications and to Inspect the job site 
before slarting any Work under a WorkNotification Form. Subcontractor shall immediately report in wrijing to Stock any discrepancy, 
deficiency, variance frorn or violation of any laws, ordinances, rules, regulations or orders of any public authorities obscrYtd or known to 
Subcontraclor in the Work, Plans and Specifications or at the Job site. All Plans and Specifications furnished to Subedniraetp'r by Stobk arc 
the property pf Stock and shalj pot be duplicated or used for any purpose other than the performance of the Work and miisl be returned to 
Stock at the cpmplctlon of Subcpnlracior’s Work, Subcontractor shall be solely rcspohsibic for all construction under this Agreement and i 
. nny WorkNotification Fomi, Including the techniques, scquciiccs, procedures and means, and for coordinalipn of oil Work. 


Subcontractor has made an independent investigation of the site, and the soil conditions and has satisfied itself as to all of these conditions 
such that the Bid/Proposal include payrnciits for alj \V6rk which may be performed by Subcpiitractor to overcome any unahticipated, 
underground, or cohccalcd cohditions, Subcdiilractor waives any and ail righbr and claims forany changes to the WorkNotification Pomi 
amdurit for any items or claims which Subcontractor could have becorhe aware pf prior to accepting the WorkNollficatlpn Form and/or 
commencing Work thereunder had its examinations pf the Project been conducted in a reraonable manner, 


Subcontraclor shall be responsible for inspecting any work of another contractor that tnay affect its own Work and shall report Iri writing to 
Stock arty defects in such work upon discovery of the defect prjor Ip commencing ariy portion of the Work, or it shall be deemed to have 
accepted such \vork as correct and fit to be nccdmmpdalcd itilp Its own. If Subcpnlraclpr shall be'dclaycd in the commencement, 
prosecution, or completion of the Work er shall be obstructed or hindered In the orderly progress of the Work by on act, failure to act, 
drnisslon, neglect or default of Stock, any architect, another contractor or subcontraclor, or any of their respective agents or employees, or 
by any cause beyond the control of Subcontractor, then the time fixed for completion of the Work may be extended in the sole discretion of 
Stock and only jf Subcontractor notifies Stock iii wrilihg within for^-cight (48) hours of the discovery of the cause bfsucH delay., 
Subcpntraclpr expressly a^ccs not to make, and hereby waives, any claim for damages on account ofany delay, obsliuclion, or hindrance 
for any cause whatsoever, including but not limited to, the aforesaid causes, and agrees that Siibcontractor's sole right and remedy in the 
ease of any delay shall be an extension of the time fixed for completion of the Work. 


6 i PROSECtmON OF WORK : Subcontractor shall cooperate with all other cpntractprs engaged by Slock to the ctfcct that their work shall: 
not be Impeded and shall give such other contractors access to the job she necessary to perfonn their contracts. Subcontractor shall 
perform the Work in a prompt and difigent manner whenever such Work, orany part of it, becomes available, or at such other time pr times 
as Slock rhay direct so as to promote the progress ofthc entire Project,, Subconlractor shall not delay pr olhertvlsc Interfere with or hinder 
the \vork of any other contractor bn the job. Tfthc work or property of another is hindered, delayed, br damaged by Subconlractor, 
Subcontractor will pay for all costs and damages incurred by such other party and will cause all such damage to be corrected to the 
satisfaction of and without cost to Stock. Any materials that arc to be furnished by Subcontractor hereunder shall be fbmished iii sufTiclcnt 


time to enable Subconlractor to perform and compiclc its Work with the time or times provided for hercin'of in any WorkNotification 
Form, if, in the opinion ofStock, in its sole discrel|pn, Subconlractor falls behind in furnishing the necessary labor aiitl/or inalerials to 
meet the schedule cslablishcd by Stock, Ihm Subcontractor shall take such steps and actions as are deemed necessary by Stock to improve 
the rale of progress, including, but not limited to, increasing the labor force, number of shifts and/or work such overtime as may bo 
required, at its own expense, lb bririg its part of tire Work up to the schedule established by Slock. Subcontractor agrees to reimburse or 
pay Slock, or Stock may, withhold payrnenl qtheiwisc due under this Agreement, for ariy and all damages that Stock may sustain as a rcsuJt 
of such dejays by Subconlractor. Time is ofthc essence jn this Agreement. 
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Subcontractor shall perform all labor in a ihqfoijgh and workmanlike manner, according to the highest sl^dards dfthe trade. 

Subcontractor x^-atrants that all labor done and any materials furnished by Subcontraclof will hicct or exceed FHA mlnbuin proper^ 
standards, VA requircmcnls, any opplicabjc building code requirements and all Stock requirements. Should a dispute arise os to the proper, 
interrelation of this Apeement, or any work or material performed or furnished hereundbi which concerns the parlies hereto only, or 
Which concerns Subcontractor and any other co'nlrac|or(s). subc6ntrncfor(s) or ^PPliwCs), the dispute shall be decided by Slock, whose 
decision thereon shall be final and conclusive. In any event, and in spite of any dlspulc, claim, or ebntroversy arising outof Ihis 
A^ecmcnt, Sircontraetbr shail proceed diligently wilh' the Work, pending final dctcirminatiqn pursuant to any disputes clause of purmanl 
to any other action taken with respect to any dispute, claim, orcontrpvcrsy, 

7; MATERIALS and EQUIPMENT: Subcontractor shaH securc and maintain malcrial ordered by Subcontractor until completion of the 
Work and satisfaction acceptance by Stock. Subcontractor shall be responsible for the receipt, delivery, unloading, hoislihg storage, 
warehousing, protection, insuwee and all other risks of loss relating to any materials or equipment Subcpnlraclor is to fitmlsh, ihstal!, 
provide, or have provided to it under this AgreemenL Subcontractor shall keep adequate supply of materials on hand at all limes, as 
required to fficel production schedules. Subcontractor shall be responsible for the security of all ihatcrials on the jobsite. Further, if Ihb 
Work requires the Installation of materials furnished by others, ll shall be the responsibility of the Subcontractor 10 tccamine llic items so 
provided, and to thereupon handle, store, and install the items with such skill and cafe to ensure a satisfactory and proper installation. Loss 
or daniage to the materials due Iq acts of negligence by the Subcontractor shall be deducted from any amoiinls due or to become due to the 
Subeohlraclpr. 

8 . SDRCONTRACTOR REPRE.SENTATIONS : Subcontractor represents and warrants that it is fully qualified in all respects to perform llie 
Work and shall at alf limes maintain strict discipline among its employees. Subcontractor shall supervise arid direct Ihe Work competently 
arid efficiently, devqllng ^ch attention thereto and applying such skills and expertise as may be necessary to perform the Work in 
actqrdance with the Contract Documents. Subcontractor shall be responsible to see that tlie finished Work complies accurately With the 
Contract Documents. Subcontractor agrees not to employ any person Unfit or without sufficient sidl| to perform' the Job for which 
Subcontractor,was retained for the Project Subcontractor agrees that Stock shall not provide training of any kind. Accordingly, it is the 
sole responsibility and expense of Subcontractor to pro vide training for the Subcontractor or Its employees, agents, orsubcoiilraclori 

Subcontractor shall not discriminate against any employee dr applicant for employment because of race, creed, color, sex, age or hationaJ 
origin. Subcontractor shal| comply willi all equal opportunity or aJfirmaliyc action rcquircnicnls or plans as may be set forth iri the 
Contract Documents. 

Subcontractor shall bl all times remain an Independent cqnlractbr. solely responsible for the ^ofk, methods, techniques, procedures and; 
supervision and coordinating al portions of the Work to be performed under this Agreement and Field Guidelines, No provision hereof 
shall be construed to rnakc Subcontractor Stock’s agent. Ail person employed by Subcontractor, or Subcontractor's sub-c6iilraciqr's’l6 
pcrfqrm services in connection lyith this Agreement shall be under the exclusive control and direction of Subcontractor or Subcontractor’s 
subcontractors, it being the intention of the parties that Subcontractor and its subcontractors shall be and remain on independent contractor. 
Stock shall not e.\erl octual control, nor possess the right to cqntrql, the acliqns of the employees of Subcontractor or Subcontractor’s 
subcontraciors in peribrrning duties under this Agreement 

Subcontractor shall fully protect the Work from joss or damage and shall bear the cost ofany such loss or damage until final payment has 
been made. If Subcontractor qr any one for whom Subcoiilractor is legally liable for |s responsible for any loss or damage to the Worh, or 
qlher Work or materials of Stock of Stock's separate cqnlractors, Subcontractor shall be charged with the same, and any monies necessary 
to rcpiacc'such loss or dariiage shall be deducted froih any amounts due Subcontractor. 

Subcontractor shall not load nor permit any pari of any structure or property to be loaded |n any manner that will endanger that structure or 
property, liof shall Subcontractor subject any part of the NVork or adjacent property to stresses or pressures that will endanger it. 

9! L1CENSB.S nnd PERMIT.S : Suhcontractoir shall, qt Subcontractor's sole expense, hold and maintain all required licenses, obtain 
all required permits and shall comply with all laws and ordinances and the rules, regulations, and orders ofoll publicaulhqritics relating to 
the performance ofthe Work. In the event of termination ofthis Agrccnieht, Subcontractor Shall immediately trpnsfcr and assi^ to Stock 
any and all applicable certificates, perrnits, contracts, subcontracts; and purchase orders relating to the Work. Subdontraclor agrees that 
Slock Is not responsible for providing any (Qd|s or benefits for the Subcontractor or |ts employees, agents, or subconlractom. 
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'0- . &BP-UJ-AT0RY compliance and HAZARDOU S SUHSTANCBSi The Occupational Safety and Health Act of j 970, as 

amended (OSHA) has established reEiilations entitled OSHA Hazard Communicatiori Standard; According to the regulations, 
manufacturprs of hazardous materials arc required to furnish Material Safet/ Data Sheets (WiSDS) giving infoimaliqn oh proper handiing 
and precaudori^ measura In using the materials. Many s'ubslMccs commonly used in residential conslructioh fil'thc description of 
hazardous malcrlals c'slabjished by OSHA. Subcontractorshall comply with al| OSHA rcj^iallons pertaining to the WOricand any rhaferiais' 
iispd in the work, Subconlractor shall have sole and exclusive respohsibiiily for training its employees, subcontractor and suppliers in ihe 
, proper handling of hazardous materials and any precautionary measures required. Subcontractor shall supply all prqtcciiye clolhihg and 
device^ necrasaty to protect its cihpidyecs, ^bconlhictore ahd siippllcrs frorh Hazardous materials while oh the site! Subi;6hliactorshal| 
obtain all MSDS's pertaining to wy hazardous material tised or created in Uic process of performing the work, and shall distribute copies of 
such MSpS’s to Company and to all other contractors, su^ohiractors, and suppliers perfprmmg work on the silc. Subcontractor shall also 
obtain from all other conlractors, subcontractors and suppliers perfotmliig work on the site, copi es of all MSDS's for ail hazardous 
materials used or created by silch cbntfaclors, subcontfaciors or suppliers, and shall retain copies of such MSDS's and provide them to 
Subcontractors craployccs. subcontractors and suppliers as required by the OSHA regulations. In Other words, Subcpnlractor must 
exchange MSDS's with al| other contractors, subcohlrhclors arid suppliers, and implement a training program for its employed 

Subcontractor acknowledges arid understands that the Project may be subject to the requirements of thcNalional Pollutant Discharge 
Elimination Sysleni, as amended (NPDES) and Clew Water Act, as amended (CWA). Subcontractor is Ailly aware of IheOTDES and 
eWA and shall hot in any way interfere, damage or iti any way ncgaljYcly irnpact the slructurcs and /or procedures in place or to be 
implemented at the Project pertaining to NPDES and CWA. SubcoiitraClor shall be responsible for any loss, tfamage, fine and penalty 
incurred by Stock or |ts alTiliates due to pels of negligence by the Subcontractor and such cpsls and expenses shall be deducted IVhm any 
amounts diie Or to become diic to the Subconiracior. Further, Subconlraclorshall indemnify Stock for any and all costs, (Ines. penaillcs and 
expenses incurred by Stock as a result ofviolatjonsofNPDES and CWA caused by Subcontractor. . . 

11, ^ F.MF.ROENCtE.S; Iri the event of an emergency affecting the safefy or protection of persons of the Work or property at Ihe job she or 

adjacent Ihcrclp. Subconirac|or, without special Instruction or authorization from Slock is obligated to act to prevent Ihrcotened damage, 
injury or loss. Subconiracior shall giyc Slock written notice wilhin twenty-four (24) hours ailcr the occurrence of the crntrgcncy, if 
Subcontractor believes lhat any slgniilcahl changes in the. Work or yarjalipns from the Contract Documents have been caused Ihcrcby. If 
the Stock determines lhat a change iti the Contract Dociimctils is required because of Hie action taken in response to an emergency, a 
Change Order shall be issued lo document the cdnscquenccs of the changes or vajlaljons, jrSubconlraclor falls to provide Ihe twenty-four 
(24) lipur written notice noted above, Ihe Subconiracior shall be deemed lo have waived any right it olheiSvise niay have had to seek an 
adjuslmcril Pricing or ah extension to the term of this Agreement 

12. AS?|HMPTI0N of LIABiLITY; Subconiracior agrees to, and hereby does, assume (\i|l responsibility for any and all acts, negligence or 
omissions of Subconiracior's cniployccs, laborers, agents, materialmen, and subcohlractors and any and ail employees and agents of the 
afpremcnlioncd, and any and ail other persons doing work under an oral of wlttcn order of cpntract with Subconiracior. 

|3.' INDEMNIFICATION. HOLD HA RMl,F.S.S & DEFENSE: The Work performed by the Subcontractor shall be at the r|sk of the 
Subcontractor cxcliisivciy, Tp the ftillcsl extent pcrmlllcd by law, at Subcontractor’s sole expense, Subcontractor shall indcranify, defend 
and hold hnrmlKS both Slock and the Owner (if difTefeht from Slock) and their afliljatcd companies, parents, subsidiaries, partners, joini 
ventures, representatives, mcihbers, designees, officers, directors, shareholders, employees, agents, successors, and assigiis (collectively 
referred to as ’'Indemnified Party/ies") of, from, and ngaliist any and all claims concerning, pertaining to, related lo, arising pul 6f and/or 
conneejed with the )Vork and Contract Documents, including but not limited lo demands, suits, liabilities, causes of action,' damages, 
cla|fns for bodily injury, death of datnage to property, judgments, conlroctual liabiillles, including costs and expenses associated thereto 
which include hut is not iirhited investigative and repair costs, attorneys’ fees and costs, consultwts’ fees and costs, and other rapehses, 
any of which arise out of, relate to, result frotn, are occasioned by, contributed 16 by, connected with and/of arc in any \vay caused, In 
whole or in part, by the acts of, omissions, failures and/of pcfforroance by Subcotilrpclor nhd/or any. of its subcontractors, laborers, 
materialmen, agents, or ernployecs, or anyone for whose acts any of them may be liable, as lo any pf the foliowing (co]icctiyely refereed to 
as“Claims”): 


(a) Work as required by the Contract Dbcurnchts and under this Agreemenq 

(b) construction or others services as required by the Contract Documents and Under this Agreemcnl; 

(c) materials furnished is required by the Contract Docunients and under this Agreement; ' 

(d) violalions or alleged violaildns of Occupational Safety and Health Act of 1970. as arachde'd, or ’to regulalions promulgated thereunder, 
an^or to violations or alleged violations similar state laws and fcguialioiis: 
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(cjinjurici oPto and/or dcslrucllon oflangiblu propcrtj*. iricliidiiig Ujc of use or economic lossrtsulling ihcrcirorn'. 

(Qdefeclivcly performed and/or alleged defecllvcly performed' Work by Subcontractor and/or any of its Mbconlraciors, laboferA' 
tnalcrialtnen, agents, or employees, or anyone for whose ac^ any of them may be liable; 

. (g)brcach of this Agreement; and/or 

(hiacts or oin|ss|6ns which Include negligcrit or willful misconduct of Subconiractor and/or any of its subcontractors, laborers, 
pnatcrialmcri. agents, or cmplpycei or anyone for whose acts any of them rhay be liable, whether aetiye or passive. 

In Whole or in Part : Subcohtraclor's obligation id indemnify, defend and hold harmless the Iridcmhificd Parlies, shall not be cbnstnred to 
negate, abridge, or otiterwise reduce any other right or obliga||on of indemnj^ which would btherwiso exist to any party dr person 
.described in this Paragraph 13, 

Subcontractor’s obligation to Indemnify, defend and hojd harmless the indemnified Parties is applicable whether any Clainis arc caused in 
part by any of the Indemnified Parties, whether active or passive.' 

Subcontractor's Obligation to Indemnify, defend and hojd harmless the indemriified Parties Is applicable whether any Clajms arc caused In 
pan by the concurrent act(s), dmission(s) by, an^or ncgllgcticc of any of the Indemnified Parties, whether active or passive, provided 
however, said Indetnnificd Party shall not be indemnified for its own sole ricgligcnce dr wiljiul misconduct. 

Litniialibns nn Ohlieallnns /te. Florida Statutes. Section 725.06 : With regard to any and all Clalriis, Subcontractor’s obligation to indeninify, 
defend and hold harmless tlic Indemnified Parties shall not be limited In aiiy way by any limitation on the amount or type of damages. _ 
cdnipehsalion, Insurance requirerhents and limits set forth in Exhibit “A”, or benefits payable by/for Subcontractor or any subcontiaetdr. 
under workers’ dr workmen's compensation acts, disability acts or o^er employee benefits acts. Notwithstanding the foregoing, 
Subcontractor’s obligation to indemnify, defend and hold harmless the Indemnified Parties shall be limited to the greater of; 

(ajA miximum of $5,000,000.00; or 
■(b)lhc amount of this Agreement sum; or 

(c)thc ma.xlmum arnount of insbfahee coverage timits available Id llie Subcontractor under any and alt policies of insurance and applicable 
to any Clalm(s). 

The parlies agree and acknowledge that this llmllatiqri bears a reasonable commercial relationship to this Agreement and the services being 
provided hereunder, and this indemnity clause is intended to comply with the Florida laws on Indemnity and specifically to comply with’ 
Florida Statutes, Section 725.06, including any amendments thereto, and is to be Interpreted in such a \yay as to be fu lly enforceable. If any 
Word, claiisc dr provision of this Paragraph 13 is determined hot to be in,comp|i^cB with Florida Statutes, Scclion 725,06, including any 
amendments thereto, it sliall be ineffective and the remaining words, clauses and provisions shall retnain in full force and effect, 

' nmy to Defend ; Subcontractor’s duly to defend under this Paragraph 13 is independent and separate fiom its duv tq indemnify and hold 
'harmless, and the duty to defend exists regardless of any ultimate liability of Stock ond/or any Indemnified Pai^. The duty to dctbnd arises 
immediately upon presentation of a Claim by any person or entily with wiltcn notice qrsuch Cjaim being provided to Siibconiractor. 

Survival Provision : Subcqnuactqr's obligation to indemnity, defend and hold harmless will survive the expiration or earlier tenninatiqn of 
this Agreement until it is determined by final judgment that aq action against the Indemnified Party/ics for any and al| matters indernnified 
is fully and finally barred by the applicable statute ofllmltatlons. 


Waiver of Siihroeattnn : Subcontractor waives any rights of subrogation against Stock and shall require any. of’Subcontractor’s 
subcontractors, laborers, rnaterialrncn, agents, or employees, and anyone for whose acts any of them rtiay be liable to waive their 
subrogation rights ogainst Slock. 

.Secure Performance : At its sole discretion. Slock may withhold, froth time to lime, from any monies,otherwise due Subcontractor 
hereunder or under any other contract dr agreements, a sum qf money, which. In the sole Judgment of Slock, shall be siifiicicnt to secure the 
performance ofSubcontracloris obligations tinder this Paragraph 13.' 

Nollce: Stock shall provide Written notice of any Cliu'ms wiihin sixty (60) days after Stock becomes reasonably aware that Subcontractor, 
may be liable for any such Claims. 


M, SUBCONTRACTOR WARRANTIES : Subconiractor jxpresents and warrants to Slock that ql| equipnieht and materials provided by 
Subcontractor and incoipbraled in the Work will be hew% unless otherwise specified in the Plans and Specifications, and together with the 
Subcontractor’s Work shall be ofgobd quality, frCc of defects and in conformity with the Contract bocuihents. It is understood between 
the parties hereto that all equipment, materials and Work not so In conformity shall be defective. Subcontractor specifically agrees that it is 
responsible for the protection of the Work until final completion and that Subcontractor \yil| make good or replace; at no expense to Stock; 
any damage to the Work which occurs prior to said final completion. Irispectioh by Slock shall not relieve Subconiractor of ils obliplij— 
herein. SUBCONTRACTOR FURTHER WARRANTS THAT ALL LABOR AND MATERIALS FURNISHED BY , 
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SUBCONTRAGTOI^ shall be free of defects for a period beginning at THEDATE that STOCiv CONVEYS 
TITLE OF THE SUBJECT OFTHE WORK, (HOUSE OR CONDOMINIUM UNIT) TO A PURCHASER OF IHE HOUSE OR 
' CONDOMINIUM UNIT, AND CONTINUING FROM SUCH DATE UNTIL THE LAST OF THE FOLLOWING TO OCCUR: (l) ONE 
YEAR: (2) FOR THE DURATION OF ANY LIMITED WRITTEN WARRANTY GIVEN BY STOCK TO SUCH PURCHASER OR (3) 
THE DURATION OF ANY COMMON LAW OR STATE OR FEDERAL STATUTORY WARRANTEES OF SUCH PURCHASER, OR 
SUBSEQUENT PUR.CHASER, OR AW, OTHER PERSON OR ENTITY, IF ANY. SUBCONTRACTOR AGREES TO MAKE, AT ' 
SUBCONTRACTOR’S SOLE EXPENSE. ALL REPAiRS AND CORRECT SUCH DEFECTS, RJ ORDER TO MEET ANY OF' 
SUBCONTRACTOR’S WARRANTY OBLIGATIONS WITHIN EIGHT (8) HOURS OF NOTICE (ORAL OR WRITTEN) OF SUCH 
I DEFECT IN AN EMERGENCY (DETERMINED BY STOCK IN ITS SOLE DISCRETION) AND WTHIN FORTY-EIGIIT (48) 
HOURS OF NOTICE ON A NON-EMERG^CY BASIS. In addllion, Subconlraclor shall Irangfer any and ail applicable manufacturer’s 
warranties, together with all service and operating manuals for materials furnished by It under this AgTcemcnt. to Stock when the WdHc is 
completed or this Apeement is terminated, whichever Occurs first. The warranty contained in this paragraph 14 is In addition to ^y other 
special warranties required by contract or law, and such Warranty docs pot negate or abridge Stock’s right to assert ejairns for iatent or 
pateni defects in accordance with applicable law. 

Tlic Subcontractor agrees to satisfy such warranty obligations which appear within the warranty or guaranlce periods esiablished in the 
Contract Docunicnts without cost to the Owner or die Contractor. Ifhn miarantcc orwafran'lv is rennirMi hf the Cnniraeiorih the Co'ntrnfft 
Dnciimf.nKJ_lmn_lhe Subcontractorsli all nujiramce oru-arramvtlie Subcontraclor Work for the neirin4 nfone f tl vt-sr from ihcdalefsl nf 
conveyance to the end user. . 

The Subcontractor further agrees to c.'tccutc any speeiaj guarantees dr warranties that shall be required for tlie Subconlradior’s Work prior 
Id' final payihent. 

AI| guarantees and wimWitics riiusl be subnutlcd to the Contractor in a form acceptable to the Contractor prior to and as a condition for 
final payrnenL 


Subcontractor expressly agrees that all warranties made by it in this Agreement shall survive the termination or expiration of this 
Agreement for any reason prior Id the apiralion of the fulhyatraniy period. . 

' 15. RU.BBISIljgriPEBRIS: Subconlractbr agrees to keep the Job sjle and adjoining property free of waste material and rubbish caused by its 
Work or that of its subconlractdrs arid to reniove all waste tnalcrjBls and rubbish dti completion or termination of its Work together wjlh ail 
tools, equipment, and machinery. Subcontraclor agrees that upon icrmiiiating its Work at the sjle, Subconh-acior shall conduct general 
cican-up operations, including, but not limited to, the cleaning ot glass surfaces, paved streets and Walks, steps and interior fioots and 
.walls, where ppplicobic. Any personal property IcR by Subcorrlractdr on dr oround job site for thirty (30) days following completion of the 

tVorkcNcIudingany Work pcrfdrrncd pursuant to warranty service obligations, will become the property ofSlock.' ‘ 

16. ASSIGNMENT: Subcpiilractdr shall not assign ihjs Agreement or any payments due or to become due hereunder'ryithout the prior written 
consent of Stock, which consent may be williheld in tlic sole discretion of Stock. Payments to Subcontractor will be made In accordartce 
with Stock’s current published payment procedures, os the same may be amended rrorn tirnc to time. Payment to Subconlraclor of ail dr 
eny portion of any progress payment or the final paynient shall not coiislilute or imply or be evidence of performance of the Work by 
Subcontractor dr acccplancc of any portion of Subcontractor's Work by Slock, or in any \ray waive or affect Stock’s claims or rights 
against Subcontractor, 

17; CHANGES: Stock reserves the right to make changes in the Work in the nature of additions, deletions, or modificatidns. Without 
irivalidating this Agreement and agrees to make corresponding adjustments Iti the contract price and tirhe for pcrforniancc, Alj 
changes will’be authorized by a nevv written Work Notification Form which wiil lnciude conforming chaiigcs In pnY 
Bld/Prdpdsal. payment schedule and/or lime for performance, 


18. INSURANCE RF.QUIREMENT.S: Subcontractor shall procure arid maintain insurance policies Iri the form and iunotinls as set 
forth pn Exhibit “A", aliachcd hereto and Incorporated herein , by reference. All edverage shall be placed'^vith an insurance 
carriers duly adtniltc'd in the State ofFIdrldaand shall be reasonably acceptable to Slock All insurance carriers must mamtain an 
AM. Best rating of‘‘A-Vlir! or belter, Certifted copies of all Insurance policies rnusl be made available and provided 16 Stock 
Wllhln ten (10) days of Slocks request. The Word "Clalmf used in Oils Paragraph IB has been defined in Paragraph l3 above. 


Endorsemems In Insurance Policies : In addition to Exhibit ‘’A”, the Subcontractor shall cany and piaintain commercial genera) liabiiity 
insurance on ISO forrp CG 00 01 10 01 (ora substitute form providing coverage equal to or greater than said form). AJ| policlM of l|aMiiy. 
insuratice shall contain an Additional itisured Endorsement on ISO Ibrin CG 20 10 11:85 (or a substiluic fomi iirovldiiiR coverage/:^ iV 

\ Stock Inilial /Cii*^/ 
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or grcafcr lhan said form which Svoiild a minimum additional insured status with respect arising out of Subconlracld'r’s Work pursuant to 
' pocumcnts and which provides coverage both during ihc products completed operations hazard pwiod.) Such insurance shali 

cover liability arising but of premises, operatiohs, independent contractors, prbducts-compictcd operalioiis, personal and adverUsing injury, 
bodily injury, properly damage, and l|abl|ity assumed under an inured contract pncliiding the tort liability of another assumed in a 
. Business contract). There shall be no endorsement or modification of the comihercial general liability, excess or iimbtella coverage ft^s 
which contains any of the following: 

(a) Limitations or Modification of Contractual Liability Language; 

(b) Umitations or axcliisions for Damage to Work Performed by Sub Contractors: 

(c) Limitations or Exclusions for Residential Work 

(d) Limitations or Exclusions for Multi-Unit Dwellings 

I (c) Lirnilatibns or Exclusions related to explosion, collapse, underground property damage; 

(i) Pollution Exclusions; or 

(g) work performed by subcohtrac'tbrs. 

<itddillbn°l .l f)W C £d : Stockshall be named as an additional insured, loss payee and'certificate holder on each bfUiepolicies as outlined in 
I Exhibit Coverage under ali policies shall be afforded to the additional insureds whclheV or not any Claims aie actualty in litigation. 

Stock shall remain as ah additional insured on each policy for a period not less than ten (IQ) consecutive years fiom the date of final ’' 
' cbmpictlon of the entire constniclion projKl that is the subject of this Agreement and the Contract Documents regardlcra of the daic when 
ihc Subcontractor, Subcontractor’s subcomfactors, ’laborers, rhatciialmen, agents, employee, hnd/or anyone for whose acts any of them 
’ m'ay be liable,- completes' or finishes any Work dr imy other conslniction work, and/br regardless of the dates any ccrtliicalei of occupancy 
arc issued. Subcontractor's obligation to have Stock remaih as an additional Insured on mch policy for a period hot less than leh (10) 
consecutive years from the date of final cornpictibn of the entire cpnstnicb’oh project wiil surviye the expiration or earlier termination of 
this Agreement until any and all Claims are fully and finajly b^cd by the greater of any and ail applicable statute of limitation or statute of 
repose, • 

£LibritiLQLlnsui;anb.e.CoveraRe: It is the intent of the p^ics that all available and applicable insurance coverage of the Subcontractof, 
whether primary of excess or umbrella policies, be prim^ coverage for any and all Claims concerning, pertaining to, related to, arising oiii 
of and/or connected with the Worked Contract Documents, regardless of who makes said Claims. Further, the parties intend that Stock’s 
insurance policies be excess over any and ail available und appilcabje insurance policies pf Subcontractor for the purposes of indethnity and 
defense of Stock. 

Certificates . of Insurance ; Prjor to commencing any Work under this Agreement, Subconlractbr shall submit to Stock copies of pblicles or 
Certificaic ofltisurance that confirm appropriate insurance coverage. 

Each Certificate of Insurance shall provide that the insurer miisl give Slock at least ninety (90) days prior written notice pf non-reneryal or 
malcriarchangc |n coverage and termination of the coverage thereunder. Not less than two (2) weeks prior to the bxpiration, cahccllation 
of tcrtniriation of any such policy, the Subcontractor shall supply Stock with a new and rcplaccmctil .Certificate of Insurancb and additional 
insured endorseihcnls as proof pf fcncwai/rcpiacemcni policies of insurance. 

Suhcontf.acio.r.'s.T:Jolico 1ti_lps\irance Carriers and Aneols ; Prior to commencing any Work under this A^cement, Subcontraclor must 
provide n lblly axccuted compiclc copy of this Agreenicnl with Exhibit •’A" and all amendments to each of its Insurance agents arid 
insurance carriers. Withjn ten (tO) days aficr execution by the parties of any future amendments, modifications, additions, deletions, 
changes or addendums to th|s Agrccfnent, Subcbniraclor must provide a fully cxcciilcti coniplete copy of this Agreement with Exhibit “A", 
as amended, to bach of its insurance agents Olid insurance carriers.. 

»$ubc.on.tt?clor^»;_Spbcb.tilroctcirs; Subcbniraclor acimowledgcs it shall not subcon|rBCt any pari of this Agreement without supplying Stock 
proof that al| Subcpnlractpr’^ subconlractors, laborers, matcrialrtren, agents, or epiployccs, and anyone for whose acisany bflhcm may be 
liable, obta|ns and mainiains apptopriaic Insurance coverage ns detailed in Exhibit “A’’,, It shall be Subcontrabior’s sole responsibility to 
crisufc that Subcontractor's subconlractors, laborers, materialmen, agents, or employees, and anyone for whose ncis any of them may be 

liable, fully compiles with this Paragraph 18 arid Exhibit “A", and future amendmems thereto. 







Additmnaliy. and pi|or t 6 commencement of Ihc .Wpric. the Subcontrador shall provide Stock wiih a Certificate of Insurance showing 
insurance covc;agc, in compliance with Exhibit each and cv^ Subdotilrador’s'subcontractorti. laborers, raalcrielmen. agenis. and/of' 
employees, and anyone for whose ads aiiy qf ihern may be liabic. Coverage shall be no less than the llrnils as described in Exhibit '‘A". In 
tlie event any of these policies arc terminated, for any reasori, the Subcontractor' ihaJl provide Stock copies of Cciilficales of Insurance 

showing replacement ixivcragem compliance with Exhibit*'A”. ’ . 

^ ajvcr of .Subrngoiipn from Insttrm : Subcontractor shall obtain from each of its insurers, a waiver of subrogation as ,to each of Its 
insurMce pplicics. in favor of Stock with respect to any Claims concerning, pertaining to. related to, arising out of and/or connected with 
the Work and Conirad Documents. 

Breach: Failure of Subcpnlrador to maintain cprnpictc and appropriate insurance is a rnatcrial breach. In this event, In addition to the all 
; o^er remedy provisions in this Agreement, Stock can elect to tcrminale this Agreement or to provide Insdrance at Subconlfaclor's sole 

expense; In neither case, however, shall Subcontractor's liability be lessened. . .. 

19. fflMPEEIlQN ; Immcdiatdy upon Ihc perforrnance of any pari of the Work, as between Subcontractor and Slock, title thereto shall vest 
in Slock to the extent permitted by law; provided, however, the vesting of such title shalj not iiiipose bny obligations on Slock or rdlieve 
Subcontractor of any of its obllgafions hereunder. Upon completion of the Work described In any .Work Noilficalion Foim, Subcontractor 
shall request the Stock repr^nlativc on the job site to confirm cornplctioh of the Work. Thercaficr, provided that Subcontractor is not in 
breach of this Agreement, and provided that Subcdnlraclor is othcMisc entitled to payment under this Agreefneni upon notifiedion to 
Stock, Sloek shall pay Subcohlractor for the Wofk described In WorkNotificatton Forrq in accorddice with the WorkNolificatioh 

(Form and the Bid/Proposaj within sixty (60) days following Stock's receipt of a request for payment from Subcontractor, Subcontractor 
hereby agrees that |f Subcontractor falls to request from Stock any sum, including, but not limited 16. wages or dontract sums due under this 
Agreement or any WorkNolificatlqn Form,’within ninety (90) days pforn the date Ihdy became due, said siims 10 Subcontractor and 
Subcohlractor shall have no claim thereto. 

20; WAIVER ; TO THE EXTENTNOT PROHIBITED BY LAW, CONTRACTOR HEREBY WAIVES AND RELINQUISHES ANY AND 
ALL STATUTORY OR CONTRACTUAL RIGHTS THAT JT MAY HAVE TO OBTAIN STOP NOTICES OR LIENS, MECHANICS’ 
OR OTHERWISE, AGAINSTTHE PROPERTY OR IMPROVEMENTS THAT ARE THE WORK AND AGl^ESNOTTO FILE ANY 

SUCH NOTICE OR LIEN AG AINST SUCH PROPERTY OR IMPROVEMENTS FOR ANY LABOR, SBRVICK. WORKv 

MATERIALS, EQUIPMENT, TOOLS OR OTHER ITEMS FURNISHED TO OR FOR STOCK. TO THE EXTENT NOT PROHIBITED 
BY LAW, CONTRACTOR AGREES TO LOOK SOLELY TO ITS CONTRACTUAL RIGHTS FOR RECOVERY. 

21 . Subcontractor Shati pay all taxes, contributions and/or premiums payable on its employees or on jts operations under 

workers' compensation laws, uncmployrncni compensation laws, the Federal; Social Security Act, health and welfare benefit plans, gross 
budness taxes, sales and use ta.xes, contributions and/or premiums which are payable by, the employees and the Subcontractor shall 
mdcmhlfy, derenri and hold StockharmIcss tVom,all liability, loss and expense resulting from Subcontracior’s failure to.comply with these 
requirements. SubconUaclor shall cdmply with all rules and regulations ot any time oppiicable hereto and shall, on demand, substantiate to 
Stock's reasonable satisfaction that all taxes and charges arc being properly paid SUBCONTRACTOR SHALL BE SOLELY 
RESPONSIBLE FOR WnTHHOLDING TAXES, SOCIAL SEOJRiTY TAXES AND STATE UNEMPLOYMENT TAXES FOR ALL 
EMPLOYEES OF SUBCONTRACTOR. . 

22 . P . F.r i EQp . VE . WORK ; Should Stock notify. Subcontractor (orally or In writing) that pny part of the Work is meorredt and docs not conform • 

' to the terms ofthc Contract Documbts, Subcontractor shall immediately being to correct such defecliyd work and shall cornpletd such 
corrected work within forty-eight (48) hours unless Stock' shall agree to a longer period. irSubconIracIqr rcfiises to perfonn any corrective 
work, Subcontractor shall waive the above described forty-ci^t (48) hour period and such refusal or failure to perform Ihc corrective work 
shall be deemed a default by Subcontractor hereunder. Subco.ntractor shall bear the entire cost of such corrective work, Including any cost 
incurred by the disturbance of work completed by other contractois. 

23. MEACli: SUBCONTRACTOR SHALL BE IN BREACH OF THIS AGREEMENT IF; 

(a) Sube'oniruclor’s Work is dcfcdiivc and not remedied as provided herein; or 

(b) Subcohlractor docs not make prompt and proper payments to its employees, agents ahd/or subcdhtraciors; or 

(c) Subcohlractor docs not rhakc prompt anti proper payments for labor, services, work,' maierials or cqulpmehi rurnlshed by third parties 

to it: or . ' . ■ - . . . 

(d) Anpihcr contractor is damaged by an act for which Subcontractor is 
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(c) Subcontractor of any,third party furnishing jabor. scrv'Ioiss, work, materials, equipment, tools or other items lorihe W'orV 
claim or licn agoipst |hc property ^ here the Wqrk has been perfomied and such claim or lien has not been disch^^d or resolved within 
Iwcn ty-four (24) hours after notice thereof to Subcontractor, and Subconlraclor has hot posted a dischat^e bond within this hventy fdiir (24) 
hour period; or, ' . . ;' . 

(0 Subcontractor fails to perform warranty service under this Agreement or any other prior or conteinporancous Subeohlracldr Agreement 
with Stock; or 

. (g) Stock is fined by any go vemmenbi agency on account of or arising out of Subcontractor’s (or Subcohtraclor’s sirfacontraclors or 
agents) violation’ of any law, ordinance, regulation, administrative ruling and/or court orders or 

(h) Subconlraclor becomes Irisolvcnt or oihy petjtlon for banlduplcy is fried with respect to Subcontracior; or 

(i) Subcontractor fails or neglects to prosecute the Work diligently and promptly, whether dire to ihadeqUale or incompetent stipervision; 
Insuflicicnl skilled workem, lack of material or equipment, improper quantity or quiriily, or for any other reason not described herein; 

, 0) Subcontractor Ibjls to comply with' any terms of this Agreement or any Work Nolifitjatlon Form issued under this Agrccmeni. ' 

24; REMEDIES : |F SUBCONTRACTOR IS IN BREACH OF TTBS AGREEMENT, IN ADDITION TO ANY AND /^LbtHER 
REMEDIES AVAILABLE UTTOER APPLICABLE LAW, STOCK, IN ITS SOLE DISCRETIO’N, MAY DO ANY OR ALL OF THE 
FOLLOWING: 


(A)' I^EDIATELV TERMINATE THjS AGREEMENT. ANY "WORK NOTIFICATION FORM OR OTHERVERBAL OR' 

WRITTEN AGREEMENT WITH SUBCONTRACTOR OR OTHER SUBCONTRACTOR BASE AGREEMENTBETTOEN 
SUBCONTRACTOR AND STOCK AND DISMISS SUBCONTRACTOR FROM THE JOB SITE BY PROVIDING 
SUBCONTRACTOR WITH WanrEN NOTICE OF SUCH tERMlNAT[ON: 

(b) ENGAGE OR EMPLOY OTHER CONTRACTORS TO REMEDY SUBCONTRACTOR’S DEFECTIVE WORK, TO COMPLETE 
ANY PORTION OF THE WORK NOT COMPLETED BY SUBCONTRACTOR, PERFORM SUBCONTRACTOR’S WARRANTY ’ 
SERVICE OBLIGATIONS OR OTHERWISE CURE SUBCONTRACTOR’S BREACH AT SUBCONTRACTOR’S SOLE COST AND 
EXPENSE; . 

(C)' WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE HUNDRED TWENTY (120) DAYS ANY SUMS WHICH MIGHT BE 
' DUE OR BECOME DUE TO SUBCONTRACTOR ’WHETOER UNDER THIS AGREEMENT, WORKblOTIFICATION FORM 

OR ANY OTHER AGREEMENT, AND MAY CHARGE AGAINST ANY SUCH SUMS WITHHELD ALL SUMS EXPENDED OR 
COSTS INCURRED BY STOCK ARISING FROM THE ENGAGEMENT OF OTHER CONTRACTORS AS PROVIDED IN (B) 
ABOVE OR OTHERWISE RELATING TO SUBCONTRACTOR’S BREACH, INCLUDING, BUT NOT LIMITED TO, STOCK’S 
OVERHEAD AND PROFIT; AND/OR 


■(D) WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONE (1) YEAR AN'AMOUNT, WHICH AMOUNT SHALL NOT 
' EXCEED FIVE PERCENT (5“/o) OF THE CONTRACT PRICE FOR THE WORK, TO INSURE SUBCONTRACTOR’S 
PERFORMANCE OF WARRANTY SERVICE OBLIGATI 9 NS. SHOULD SUBCONTRACTOR FAIL TO PERFORKI SUCH 
WARRANTY SERVICE OBLIGATIONS, STOCK MAY.CHARGE AG^ST SUCH AMOUNT WITHHELD ALL SUMS 
EXPENDED OR COSTS INCURRED BY STOCK ARISING FROM SUBCONTRACTOR’S FAILURE TO PERFORM SUCH 
WARRANTY, SERVICE OBLlOAtlONS. 


25. TERMINATION : This Agreement may also be terminated and Subcontractor dismissed from the job site by Stock at any time in its sole 
discretion, \yilh or without causr^ by providing Subcontractor with notice (written dr oral, in the sole determination of Slock) of such 
termination, ond such termination shall be cffcctiYc as of the time and dale staled in such notice. In the event pFtetmination of (he 
Agreement pursuant tp this paragraph 25 without cause. Stock shaft pay Subcontractor within st.xty (60) days after the effective date of such 
■termination, aft sums due and owing Subcontractor for all labor ihcuired and all materials incorporated in the Work performed under this 
Agreement prior to Ih’ecneclivc dale and time of termination. Subconlraclor acknowledges and apccs that if Subcontracior is terminated 
pursuant to this paragraph 25 with cause. Subcontractor shall have no claim against Stock for any addilional sums, including, without 
limitations any claims for rriaterial purchased but not used in the Work, or for lost profits or for any other claim dr sums whatsoever. The 
■termination paymciit described herein, jf applicable, is Subcoritractor’s so|c remedy and |n no event shall Subcontractor have any claim for 
consequential damages. Furlher, in the event of termination. Subcontractor will turn o ver all equipment and materials ordered, purchased 
for and delivered to the Project, and Slock will pay the Subcontractor any amounts due based on the percentage pf completion of 
Subcqntracipr’s Work that is incompliance with this Agreement and the Pricing, actually accomplished and equipment and ma|cria|s 
supplied to the Project; excluding any payment for unearned profit and overhead. Subconiracipr will facilltale transfer of Work id Slock by 
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26- tltfs Agreement, logclhcr with the Contract bocuracnls, constitutes titt entire agreement betvyeen SubconUacior 

and Slock and there arc no other agreements, orai or wrlttch, by and between the p^ibs hereto, except as to Subcohlractor’s warranties 
under any prior or contemporaneous Subcontractor Agreements with Slock, which wru^tics arc Incoipbratcd bj* reference herein for ail 
purposes, this Agreement, logclhcr with the Contract Documents, does not create a partnership or other unincorporated association 

between the Subcontractor arid Stock. TTie relationship of Subcontractor is that of ^ indejwndentcohtiMtor. 

27. HEADING S : The paragraph headings in this Agreement arc for convenience only and shall not affect the meaning, inlttprela'lion or scope 
of the provisions which follow them. 

28. HQTl . CES i Unless otherwise set forih herein, any notice to be given orserved upon any party hereto in connection with this Agreement must be ■ 
in wriling, and shall be (a) delivered by hand, (b) send by Federal Express, Express Mall or other oVcmiglit courier sciylcc, sent to the address on 
tile first page ticrtofor such other address for notice as the particsshall last have furnished in writing to the person giving the notice or (c) sent by 
facsimile transmission willj a copy delivered pursuant to (a) or (b) abovt Any ^ch notice or demand shall be rfeemed to have been duly given 
or made ^d to have bccorne cfrccli ve (i) if delivered by hand to a responsible pITiccr of Ihe party to which it is directed, at the lime of the receipt 
thereof by such oiTlccr, (it) if sent by facsirnilc transmission as of the date and lime of transmission, and tiii) if sent by Fttie'rtd ExprKS, Express 
Mail or oilier repulabic overnight courier scrYlcc, upon idle earlier pfthc dale of receipt or one {!) busin«s tiay afler porting thereof. If a notice is 
riiailcd in llie manner provided above, it is duly given, whether or riot the addressee received it. 

29. fN^ALfPITV ; If any provision of this Agreement is held to be Illegal, invalid or unenforceable under present or future jaws, such 
prpvHsion shall be fully severable. This Agreement shall be constnied enforced as irsuch Illegal, invalid or unenforceable provision had 
never comprised a part of this Agreement, and the remaining provisions of this Agreement shall remain iri full force and effect and shall not 
he affected by the illegal, invalid or unenforceable provision or by its severance from this Agreement.' Furthermore, there shall be added 
automatically as if part of this Agrccrncnl a provision as similar |n (enns io such illegal, invalid or unenrorceable iirovision as may be 
possible and may be legal, valid and enforceable. 

3 b. bfSPUTE; If a controvert or claim arises out of or rclaicd to this Agrccnicnt, iiicluding a clairh relating to an aclion taken by Stock 
pursuant to the selfThcIp remedies of paragraph 24, tmd the parties cannot resolve ihe mailer between Ihcmselvcs within sixty (60) days 
allcr Stock Is first proyided written notice of the claim or controversy by Subcontractor, the parties agree to try in good faith to settle the 
dispute by mediation under the Constniclion industry Mcdialiph Rules of the American Arbitration Association. If not scitled by 
niediation, the dispute shall be rwolycd by final Md binding arbitration in accordance with the Cohstruclion industry Arbitration Rules of 
the Arnerican Arbitration Association, and jiidgriicni upon Ihe award rendered by the arbitrator(s) may be rintcred in any court baying ' 
jurisdiction Ihcreor, Should a dispute arise between Stock and a buyer of a residence regarding malcrlals supplied or work performed by 
Subcontractor, Subcontractor agrees to participate in, and be bound by, arbitrolioh proceedings between Slock and the buyer. 

|URISPjCTlQN-nnd.ERESnM?.T10N : this Agrcerncnt shall be governed by and constnied under ihe laws pfthe State of Fjorida. Any 
Bctiori brought to enforce or interpret this Agreement shall be brought in the court of approprialc jurisdicliort in the couritji In which the 
properly is located. Should any provision of this Agreement require judicial inlerprctalion, the parties hereto agree and stipulate that the 
court intcrprcling dr considering the same shall not apply (he presumption that the terms hcrridfshall be more strictly cdnstriicd against a 
■ party by, reason of any legal conclusion that n documcrit sh6u|d be construed rnorc strictly against the party Who ilselfpr Ihrough its agents 
, prepared the same, or being agreed that all parties hcrclo have participated in the preparalion and negotiation of this Agreement and each 
; jiar^ had fitll opportunity to consult legal counsel of its choice prior to the execution of this Agreement. 

'WAITER; Except os expressly set forth herein, this Agreement may ndi be changed, modified pr terminated; except by oh liislrument 
executed by the parties hereto. No waiver by either party of any failure dr refusal to comply with the obligation of any other patty 
hereunder shall he dectned a waiver of any other dr subsequent failure or refusal to so comply. 

33. ■ COUNTERPARTS and FACSlMlt.FVPD F .SIQNATtJRES : This Agreement may be executed in any number of counterparts, each of 
which shall be decnied an original and all of which shall constitute one and the same ogreemenL Signatures given via facsimile dr scan 
' PDF transmission and shall be deemed giyen as of the date and time of transmission to the other party and shall be deemed original. 

34. PF.RSON.S ROUND : The provisions of this Agreement shall inure to the bcnefil of, and shall bind, the heirs, cxcculcrs, administrators, 
successors and assigris of the respective parties. No person shall be deemed to be a third party beneficiary of lliis AE«cnicnt or any portion 
thereof. Subconiracldr may not assign this Agreerpeni without Stock’s prionyrlUen consent, which consent Slock may wiilihold in its sole 
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and absolulc discretion. Slock may assi£n this Agrecinent to any afnitatc. snbsidiaiy or other thJr J patlj bv providing Subcontractor five 
(5) days written notice thereof. 


IN WITNESS WHEREOF, the prmies have executed this Agreement as of the day and year iirst above written. 


STOCK: 


STOCK CONSTRUCTION. LLC, a 
Florida limitwHtabimsrcpS^ 



Print Narnc: 
Title; 


I Nam e: /Tap ^^>11 


SUBCONTRACTOR: 
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Slock Initials, 
Subcontractor Initials 







2647 Professional Cii-cte ♦ Suite 1201 • Naples, FL 34119^ 


Subcontroctor Base Aprcenient 


NAME OK SUDCONTRACTOR: 




OWNERSHIP:;t!.-'C0RP<>RAT10N n PARTNERSHIP I'ROPRlEroRSHTP O LIMnEDLlABIUTYCOMPANY, - ... 

NAME(S) OF PRINCIPAL OFFICERS, PARTNERS or it 

SUBCONTRACTOR'S Eni.OR_SOCJALSF.CUR1IVN0:HH^_ Ul/ffS),’ 


BUSINESS ADDRESS; ."J / 




PHONF. '»^.yV' ^y> V <■ FAX.-'^ i V 7/.*ry _, EMAIL •/■ .*.'^V/ ~rfi v/ '■i'Cz .\*: >: 


C • -. i 

THIS AGREENIENT (“Ag^mciR ') niade snJ entered into tliL — day o f > ^ _- __; ?.6 «* - . by end bct'.ve'ji Stoefc, 

. Conatructiod, LLC, a Florida Uniited liability company; its 5ucces:ors imd/or nsslgus (-Slock'') and f'' J-'v/ l*r" -' /Vf? T'l 

- —-:---i._—___ '- __ C’Subccn tractor''). 


j • 
—jj 


1, As lised herein the foEowing terms shall have the meanings specified unless, the context otherwise requites, 

' (a) “Eid/Proposar shall have the moaning specified in Paragraph 4; 

(b) TTontract Documents” shall mean this Agreement, logelher with any and all Subconlrsaor Safely & Health Sfandardr (Held 
Guidellnei), VtorkNotification Forms, Bid/Proposalc, and Plans nnd Specifications issued r'r utilized in connection with Work performed 
IsySul^ntfatflor. 

(c) “IHA'.’ shall mean the Federal Housing Adnainlstration. 

(J) "Plans and Specifications" shall mean approved foundation plans, frame plans, floorphms, cJevalinn olans, blueprints, construetion 
sheet detail^ and other spedOcations, Including FHA manuals. 

(e) "Projecr shall mean the follovnng:__. 

(B “Stdcl." shall have the meaning specified in tiio beginning paragraph of Utls Agtecmcnt. 

"SubconlractoF’ iliall have the meaning specified in the beginning paro^ph oflhis Agreoraenl and shall include Subcontraclo’rfs' 
subcontractors, laborers, roatcriahuen, agents, or employees, nnd ansnno for whose acts any of them may be liable. 

(hj "VA" shall ntcan the U.S.Department of Veterans Affairs. • 

(1) *'Work" shall include, wltliout limitation, any and all of lire work s^cified in Poiagraph 3 below, ond any nnd all clinage order work,, 
extra work; v.ork included on alj WorkNotilTcction Fonii^ unbudgcled svoik, and other \vorfc diieotcii by Stock to bo performed by 
Sjibconlrautor; including but not limited to the management, supervision, financing, labor, materials, tools, fuel, supplies, utilities, 
equipment nnd services of evetj' kind and type necessary to diligently, timely, and fhlly perform dhd complete in a good and worlunnnlike 
manner the Work required by the Contract Documents,. 

li) "Work Nutification Form" shall mean a w, ilten order issued by Stock to Subcontractor specilying ccrt'iin Work to be performed: the. 
term Work Notification Form shall include forms designated "Purchase Order”, "Job Start Order”, t'Field Purchase OrtleP*, nod C/thef 
similar designations nnd containing certain information about comniciicing such Work onJ llic pitymonl fbrsucli Work. 


2. NON-EXCIU-SIVITV; "liie purpose oflhis AgTOtnent is to fix the obligations of Stock tmJ Subcontractor as lu the performance by 
Subeohtr.ietorof certain described Work. -Subconlrador acknowledges that liiis AgrKmenl ts none.\c!usivi and that Stuck is free to 
contract with luiy other person b* entity fnr the porfonhance of work vyhicli is the same or sindlar to that described In this Agreement; 
Subcontract Is also free to enterintb third party contracts w’dh any other subccntractor, laborer and/or materialmen for the provision of 
the Work to be provided hereunder. Subcoatrattor will ensure that such other vvork pctfomicd by third party subMhlrnctofs, laborers and 
' materialmen does not Interfere with Subcontractor's performance under the Contract Documents and all such other contracts thall not Le 
deemed a direct contract between Slock and vucit third psriy subcontractors laborers, or mdierialmen. This Agreement shall not b? 

' conned ns obligating Slock to acwpt bids or issue WorkNytificatiqn Forms to .Suben utraefor. 
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As set Ibtflj abovTS, in coiyimction with thh Aereemetit, Etftckraay Issue ,\Vcitk>Jotlt3Mti'>n I'orms liunl lime to time, covefinj? the Work to 
be performed oud time for cunkpleiion fit each specific job location. Subcontrecior sliaij have no nMihorliy to cunimenue Work at any job 
loratlon until it has received a Work bjottficattbh boiin for n spccilic job location. It ibhil be .Subcpntractur’s responsibility, to obtain a 
Work Kotiflrutiun Vomi beloie beginnincLeny Work ai a spccltic job location. In tlie event Subcontr'ictur|s proposal, cstintole or similar 
document is attached tu oi* leferenced in a Work Kotificatiini F<‘nn issued by Steel. only those teinis svhich liclinc Or identify the work to 
be perfbnned by Subconbriotor shall be incorporated as part of llie Work t.'otlfiiiiloii Fbnii bnd/orlhls Agreement and any remaining 
portions of Subcontractor's proposal, estimate or similar document sbMl not bu con.sidercdpwt ofthe WorkNotifiration Form, this 
Agreement, or any agreement bcltvaon Slock and Subcontractor. Mo subsiitutions shall ba allotwd In ilw perfumiBnee'or me Wark uhWss 
«prewly provided in the Plans and Srwoilicalions or nppllcobie Work Notification Fortu, and only then upon Suhcontracloi first feulviiig 
all Bilprdvab requited from 8toel:for .ubstltutiom. Subcontractor chali Indemnity Slocl: fur all joss, dutnajio arid expense menrred as a 
result ofstich suhstitutlona >vbc|herornot Subcbtitiacturhnsobtninedapprovnl theriiofi 


4. PrttL'lhiH and PAYMENT; ! Subcontractor lids siibnuiu-fi to Slock a Bid/Proposal piirsuaht to Stock's '■invititioa to biiT for Work, rcceipi 
of which is acknowledged fnerieon by Slock, which Bhi/Proposat is incotpoimcd herein by reference. The Bld/Ptoposnl may be modified 
by Subcontractor only by n subsoqueni written and dated ratiendment, as np'ptovtd by and lecclpt of which shall be or’kiiowlcdged thereon 
hj' Slock, which appros hi Stod; mny withhpld In Its sole and absoluir Ojscreiion. Upoii aceuplanco and approval by Stock, siich amended 
Bid/Ptoposal shall be attached hereto end bicoiporated herein by rclcranee TIlc BiibProposal In effect lit the lime ofthe L'suwice or any 
Work Notification Fonti ahail bu applicable tu ail Work to beperfuiincd thetu'indcr, without vatiallun, unless olhu wise appmsed Iti 
writing by Sioek. Subcontractor ncknowiedges that its compensation is a fitted cotitractual role, subject to mbdifientioh under tbs next 
cin'usft of llihs contract for changes in lliu 'iVork requited. Compensation under llie Contract Docunwnts Is not hourly compensation. 
Stibcontractoi agrees that pay raeni shall be made to the entity named iu the bcgloiiinjt p.itngroph of this Agreehieiil,' and not to any 
Individual person which pruyides NVoric ptirauiint to this Agreehient. 

Nortvithstiuidlng nnyllnng in this Agfeijment to the coniraty. Subconthetor's right tu any payment under Ihls jVgtcemcnt Is c.xpressiy 
canlingent and conditioned upon: fl) Stock's determination tbat all Work to be performed pursuant to a particular Wurkblotificnlion Form 
' lias hccii completed satisfactorily; (2) Ifrcquesled by* Sloclq the Subcontractor delivering to'Slock a full and coiiipleie release ofat j liens 
and claims of Subcontroclor and any and all of its itibcootriiclora and suppliers ofmaie^ali, labor, cqulpn'tcht, work, toiils, seiviccs and 
other Items iiimisbed hi connection with the Work, and fj) If requested by Slock, Ihe Subcontractor ilelivering to Stock an alfidavli fih a • 

I form satisfactory Iu Stool;) that provides tliht so far as Subcontrairtor J2 able to ascertain, no persop or entity-other than the persons or 
entities fumisluhg sucli wniveis and rclcasj.s has a rfght Ip any sicJi jlcn or claim for mnieiials, labor, equipment, Work. Idols, services or 
other items Ibrnished hi connection with Ihe Work. 


Notwithstatiding anylliinj lit this AECwmenl to tlie v.-onti.tt}', if requested by-Sluc.k, Subcominctor'.s raliure |o supply these lien tyai\ ers ant| 
releases will negate aiiy request for pnyment lintil such lime as the lien wuivurs aiid relwises ore provided, if any lien dr claim itmaiiu 
outslandingallerall payments arc made, Subcontiaetorshall rofvmd to Stock all monies th.»t Stock may be compelled l6 pay fn disdinigirig 
or icfolving sncli liiin or clniiA including, without llmilnfion, nttomey's fees and costs. If Subcontractor fail)! to make any such refund 
within fiflecn (1 SI days of notice lb Subconirnetbp from Stock; Subcontractor shall be in bi-etutb of litis Agi liemeni, and Stock may. in 
addliloh Iu any other right and icmedy, withhold Croiit any sums due or to become due .‘•ubcontractor under lids or aiiy oilier Agrcemenl 
such amount os liuty be required, in Stoek'a sob- dlscretibh, to discharge or resolve any such lien or claim, and to reimburse Stock for the 
applicablo fees and costs incurred by .Stuck, Subcontractoi .shall defynd. Indemnify und hold hariiiksii Stock and Stock's purchaser Dorn. 
the operation and ellitcl ofeny' lic.n or encumbrance arising but ofthe perfurmunce brSubcoDtrnctor’s 'vork, itnd chnil turn overthc 
property subject to the Werje, inrludbig imy Improvements therrbn, to .8tock free and clear of nil such itens and encumbrances. Ifany siitli 
fieii or eucumbidnue is claimed by any petsoii or entity' potfonnbig -iny portion or Subconlractbr's vyork, .Siibcontraytor shall, iniiitredliiicly 
upon verbal notice from Stock, discharge swte by payment or posting a sotilclent bond tu tiansfcr the lirii or eiicumbrimce Horn the real 
property to the bond. irSubconiniotor coiillnues to receive payroonis from -Stock, Subeomraclor will Iiold these pnyment: and the rights to 
fuitiie payments fhtm Stock In trust for the benefit of, and to.b; first applied to payment of those suhc.nntraeturs, labbrcjs. equipment 
suppliers and inaterinlsupp|icrs who have perfoiiucd tuiy portibu bfSubcontractbr's work; before uslog atiy' portion qfsuch payment for 
any other purpose.' Iti tlie event Stock lia!,'rea.mn to bclicye that labor, material, cquipmcut orolhor obligations of Subcontractor inained In 
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Ilic prifornisncc of Subcoii^sctor's work are niit bdng pniiniplly paid, Slock may, tipon giving miticn notice I 9 Subcontractor, take aily 
I steps deemed necessary to ensure that any payments fiora Stock to Subcontrovtor shall bo utilized b poy nich nbllgations. Upon aucli 
WTitten itotioe. Stock tnay require Subran tractor to supply setisfaciory evidence that Subcontractor’s obligations have been paid or to post a 
piQ'meDt iind perronnance bond for tire protection of Stock, its puri^aser, and Ihore to whom Subcualfacloc hie an obligation for payment. 
The failure ui'SubcantractdJ tu pbvidc eititer ol'ilieso memu of security shall entitle Stocic to retain out of any payment due or become due 
' to Subodnlnictor a reasonable amount to protect SlocL from any and all lois, damage or ertpensc incliidiug attumey's fees orisiog out of or 
' relating Id any sucli claim or lien fiaui onu tj whom Subcontractor has on obligation until the claim nr lien bas been satisfied by 
Subaoiitisi'tor. 

Accepiunce of Work nnd payment ilieretbre by Stock under this para^apb slinll not be construed as a winh'cr hy Stock for Work trtcr bund 
defective nnd uhall not release lire Subcontreutin' from liability under any vvanauty for delbclive Work or for any obligation to pcrfoim 
warranty service Work; 


5. SUBCON T^CTOR RFViBW and INSPECT fON : Siiboontraclorcxprcssiy agrees to read and femiliarize irrelfcompictcly wilh all 
I'oiilract Documents, Including but not limited to the Plans and Specilications upplicuble to this Agreement or any WurkNolIficstion 
I'onn, to independently verity all information fbrnirhed by Stock or contained in the Plans and Specifientions and Id inspect the Job site 
before starling any Work under a WorkNctificatlori Form, Subcdnimcior shall Immediately report in wlting to Stock any discrepancy, 
denclency, variance from or vlolatidii ofany lav^ drdinancas, rule*,, rcgnlatloite or orders cf any public aiilhontiesdhserved drkdownfo' 
Subcuntractor in the Wurk, Plaiis and Speclficatbns or at thejob site. All Plans and Spccirtuclions Ihrnishcd to Subeontraclor by Stud arc 
tlio properly cf Stock and shall not be duplicated cr used ibrony puvpute other than the performance of bo Wurk and must be relumed to 
Stock at tliu completion of Snbcontroctoi's Work. Subcontractor shall be sdlaly rusponalble for all construction under bis Agreement and 
any Woik Notification Form, jnchiding be teebniques, scqurnces, pruccdurrs and means, and for coordination of all \york; 


Subcontractor lias made an Indcpcndcnr Inveotigoilon ofthe she, nnd the soil conditinns and has satisfied Itself as to all oftiiese conditions 
sudi that the BId/Prbpo‘nl Include payments for all Work which may bo perfonhed by Subcohlracipr to overcome aiiy tihantlclpaiecj, 
underground, or cohucnlcd cuhditions. Subcuntractur vmlvcs any aiid all rights and r,Ialms for ady changes to the Work Notillcallori Form 
amount for any items or claimo vvliich Subcontractor could have become mf-re of prior to aewpling the WotkNorificailon f omi and/or 
commatcing Workbereuoder had it$b^>amiralIuns ui the Project been conducted in 0 ruiUonable manner. 

Subcontractor shull be rcspohslbie for inspecting any vvork of another coiitracioc liiat may utfoct i« ovvn Work nnd shall repoH in witing to 
Stuck any defects in such work upon bscoveiy of the defect prior fo commeiiclng any porliun oflhu Work, or It shall be deemed to liave 
accepted such wvrkascorviretand fit tu be accommodated into its qm IfSiibcontractorsimil be delayed in the cbrnmcnceriient, 
prosecution, of cbniplellon ofthe Work or shall be obsiriicled or hindered in the qnlrrlv progress of lire Work by on act, fajlure to act, 
omission, neglect or delault of Stock, any arcliitccl, (mother contractor oraubcontracldr. orany bftlreir respcdlvc agents or employees, dr 
by any caure beyond the cbniiolof b'ub'ennlrJCi 6 r>then the! time fixed forrumpL'lionbrihoWori.may be efoeiidcd in (he sole discretion of 
. Stocic and only if Subcontractor notifies Stock in vrr|ting wibin fotty*elghi (48) hours of fire ducovety ofthe cause of such delay. 
Subcuntractor expressly ugrecs liqt to inake, and h'eicby waives, any claim for damages oh account of any doiay, obstnlctiqn, or hindrance 
foi any cause vyhatscevef. includinf, biit hot iiaiiled to. be aforesaid causes, and agrees that Subcontractor’s sulc right and remedy in the 
c.\sc ofany dtilay slialt be an extension of the tinie fixed for complelloii of tire Work. 


PROSE CUTION OP WORK ; Subcontractor shall cobperntii with all other cqntraetora engaged by Stock to be effect bat their ivork shall 
not be impeded and shall giv: such other cohlractorc access to be job site necessary (0 perform tlieir cqntiacis. Subcontracter shall 
perform be Wort. In a prompt and diligent manner whenever such Wort:, nr anypari uf tt, becomes dvailnbie^ or at such ober time or bnes 
IN Stock may direct so as to pioniotc the progress nf tlie cmire Project. Subcontractor shall not delay or olhei wire inierfere with or hinder 
ba work ofany other contraelor oh be Job. If the vyork or property ol'anotber is hindered, delayed, or .damoged by Subconiractor, 
Subcdnlractorwiil pny for all costs nnd dainages incurred by such other party and will causu ell stich dam.tgo tu be conseted to the 
satisfaction ofand wiboiit cost to .Stock. Any rnatcrinis that am to he furnished by .Subcontractor hereunder shall be furnished in suflictenl 
time to eiuble Subconliactor to perfoim and complete its Work wllb bo tliue or times provided for herein or in any Work N'otifiration 
Fiirm. If, in be opinion of Stock, in iri sole discretion, Subcotilractor folia bchhid ia tumishing the necessary labor and/ or mmcrinls to 
meet bo schedtile c^ab|!bed by Stock, ben Siibcontractor shall icke such steps and actions as. me deemed necessary by Stock to improve 
lire rate of progress, Including, but not liniltcd tii, increasing, the labor force, liumbar .of shifts und/or work siicb overtlnie ns may be 
required, at its utvn ev'pensc. tii bring its pan iif the V/ork up to the schedule established by Stock. Subcbntractqr agrees to reimhurae or 
pay Sioclc, or fvtoek muy wbliold payment bliicnvive due under this Agreement, for nny bnd all damages that .Slock may sustain as a result 

bfeuchdetuysbvSubebnlraclor. Time is ofthe essence in this Acrcitmcnt. •// , f! ' C,'} t/A‘ 

_ : - ___ Oj-yf y <' IfL . Co fit 
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Subc'intf'icWr shall perform all labor in a liioiougli and wrkinanlilc manner, according to Ihc highest standards ofthe trade. 

Subeontraclor wiirtanls ihntall labor clone oud any njnterlals fornlshud by .Subsontraetbr vvill niw or exceed FHA mi)|ln)um property 
standards; VA rcqtiiretncnls, any applicable biiil Jliig code r(t|iiireiit?nts and nil Stoik rtquirrraenis. Should ii disputo arise ns to the proper 
intetprotalloti di tliia Agtrement, orany tvdri; or raaterwl perfotraeJ or fomUhed hereunder, which conreins (lie parties hercid only, er 
wfuVIi cdncerh<i Subuonlractorand any olher conlractorlij, wibebiilroctotts) or.':iipplier(s), ih'e dispute shell be decided by Sto'clqtvhoje 
dwlsionthtreonshalibs^nnlftnd conclusive. JnanYevenf.Bndii(SpIleofnnyiljsptJle,claiin,i/rwntwversyarisIiicoutorthfc' 

Agreement Subooutractor eliall proceed dlllEently with the Work, pending final delemiinatlon purcuant to aiiy disputes rlause or pursuant 
to any other action taken with lespcct to any dlspuie, claim, dr foflirovrr.sy. 

7, l YfATl^itlALS and H O UrPMENT: Subcontiactor shall 'snui* and nuintnin maletial drderid by S'lbconfraelor until complellnn of the 
Work and satisfaction hcceptanoo by Stock., Sitbediilractor shall be lesponsibiu Ibi the rerelpt. delivery, unltwding. hoisting storage, 
tvarchousini, pmleetlon, Insurance and dll oOier risks of lorn rclntiaj* to an}' materials ur equlpiiienl Subcontractor Is to fumidi. Install, 
provide, dr have provided to It under Ihis Agreement. Subcontractor shall http adequate nupplj* of miderials oh hand at all ihiios, as 
icqiiired to meet production schedules. Subconlracldr shell be responsible lor the seeurliy of all materials pis the jdbrite. Further, Iftlw 
Work requites the insiallaiion of materials ftirniihtd by tiljiers. It slmll bo the tesponslbility of the Subconiraefor jo e,‘iam|no the ilara j so 
provided, aad to (hereupon handle, store, and Install Ihe items with siich aidll and care lo ensure n satisfactory and proper installation, Lpsa 
or damage to, ilie materials due to acts of negligence by tlid Subcontractor ihall be deducted from any arndimls diia dr Id betonie due to the 
Subeontraclor. 

8 . si mcONTP Aifrrrin nPPRKSTTdTATin N.d: Subconkartor repiesehts and viaHahts that it ts fiilly quall/led in all respccli. id'perfonii the 
Work and simll at all tlmaa mainlaiw alrict disciplino among its employees. Subeontroctor shall supeivl tc and direct the Work competently 
and effiiiantly, devoting such atienlion thereto mid applying such skills and cvp-:ttisf as may be nccci sary to perform the Work iii 
accpiilance with the Conlracl Ducunients. bubconlraetor shall bt responsible to see that lire finlslitd Work complies occurnlely wilb the 
Contract Docrmicais. Siibcdnliuetdr dgtees not to employ any person unlit or without surficient skill lo perlurm Ihe job for which 
Subcontrncldr sws retained for tlie Project, Subeontraclor ag.ecs that Slock sbnii not provide training of any kind. Accordinglyi it I? the 
sola responsibility and expense of Subcontractor to provide training for the Subcontractor or |ts employees, agents, or su>>cbntriiclors, 

Subconiractor shall notdisii!lmln.ne against aii) employco of applicant for etnpidymeni because of race, ciced, colon sejt, age dr nnlioiitd 
origin, Subcomraetdr shall comply with all equal oppotiuiiHy or airirmative action requirc.rachis dr plans as may be set forth in ihe 
Contract Documents. 

Subcontfnetor shall at all times remain an indepciidenl contractor, solely responsible for the Work, tncihod!., icthniques, procedures and 
superviaiua and coordinating nl potljons oftlid Wprk to br performed onder Ibis Agfcemenl end Field GuidcliiiB,Wo provision hereof 
shall bi constiiied lo make Subedntrsetor Stvek's agent. All person employed by Rubcentractor, or Subconlnictor's sub-cuatfaetdrs Id' 
perform wry|rex In cohnwtiofi with this Apeenient shall be under the excjiisive control and duerlion of Subconiractor or SubconiiaclOf*a 
iubcbntrjcloii, it being the Intention of tiro pariica tiint Subeuntraclor and its subcontractdia uball be and rrmaiii ah taJ^ndcnl tontractof. 
Stock, shall lidt exert actual conlrol, nor possess the right to control, the actions of Ihu' employees bl’Subconiiactor or Subsoptraclor’s 
snbeonh actois iti performing duties under this Agi edmiiit. 

Subcontractor shall flilly protect the VVork from loss or damage and shall be.if the cost Of apy Siicb loss oi damage until final paymant has 
been made. Jf Snbcdnttaclor dr any one for whom Subcontractor Ij legally liablu (of Is responsible for any loss of diinagc to the Work, dr 
dther wbrkor malori.a1a ofStock cf Slock'saeparsh; cdntraciofs, Subiohliacldrsliail be charged with the same;and cny moniesnccessaiy 
to replace such loss or damage shall be deduefed froni any amounts due Suhcdhiracloi, 

Subconfmetor shall not load nor prrmtt any part of any aifucturc or property *u be loaded In any niiinner ihal \yill emlaiigcf Ihat ilructUro or 
property, lidr shall Subconiractor aubjcct any part of the Work or adjacenj proderty to stressuo or pi essurco thtd will rjidengcr it. 

9, I.ICHNSES mid PF.RMTTS: Subcohlrneior shall, atSubcoiilraelor's s^le expense, hold and maintain aU required licenses, qbtaifi 
all required pencils and sliall comply with nil laws and ordinances and (he rules, regulations, and drdeis of all pnhlic authoiitlus relating to 
tlie performance oflbo Work, In the cram of termination oftliis .Agreement, Subfontractof shall Irame'dlaiel.v transfer and luslgn lb Slock,. 
miy and all applicable ccrtincates, permits, eontfatls, subcciilrdcts, and puroliasc orders rsiallng to the Work. Sutxrontractor agrees (hat 
Stock Is not lesponsible for providing miy tnole of befielils for the Subcpntractor or Its eT.tployees, agents or siibcontmctdrs. 
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iO. RI? GUi:ATORYCnMPUA KCR snd HA'/ARnOUS St.^STANn -S; THl- < fcciipatioiml Safely and Hcailli Act of ISVO, n? 
amended (OSHA)' hu established rcGuIntlotis entitled OSKA ticzard CoinmunlcatlQn Slondard. According to the regulations, 
innnulhcluieis orbaiordous intiierials ate rtitiulred to rurntsh Material Safel)' Data. Sheets (MSDS) giyiiig infottnation on proper haodllng 
and preenulidhiuy invosures Iii using the materials. Many ‘substances cbnutionly uted in resiJcntinl cdiistruotio n fit the dcsmlptioii of 
fatTrardmi". mjle.nals cst.'iblished by OSHA. Subcoiilmctor siisll comply sviUi all USHA icgiilailons pertsming to Iho worl nii'I oh) nialeriels 
used in tlio wor!:. Subcontrartor shall have sole eud exclusi't orespoaslbllii) for liafning its employees, subcontractors and suppliers in the 
proper limidling of hazardous matuials tiid any precauttonoiy measures requited. Subhohtractor slioli supply nil protectiYC clo thing and 
devices hccessaiy I 9 protect its einployees, siibuonltacluis and suppliers bum hoanious materials while on the site. Sub^ontractbi shall 
obiain oil i^ps's pertulnjng to any hazardous material used or created in the pioccss pf pctforihlng the work, uhd shall distribute copies of 
surliMS OS's to Company aiid to allotliertontraclorr, aiibcoiitmcidts, and siippVcts performing work bn the site. Subr 43 niraciurs}iajl also 
pbl.iin from all otlier contrcctoi s, subcuntnetbrs and supplicis pertbrmlng work mt tlie site, copies of ail MSDS's for all hazatdouj 
rosteriois used ur crtaled by Siichcohli hetois, subcuntroctors or suppliers, and shall lelain copies pi such MSDS's uhd provide thi,Th to 
Subcontractor’s rmplbyees, subcontractors and suppliers as requin^ by the OSilA regulations.. In other words, Subcontrnctpr miisl 
' excliaiige MSD.A’s vvith pU nther coniractoR, subconUaetpR and suppliers, onJ Implement n Training program for its cmplbyv'es. 

Subcpntr<tcloraelaiuwledge$ and uodetsiondethai the Project may bu subject to the lequircmchts of the National Pollutant DliChergc 
Elimination System, ns amended O'lPDF.S) and Clean Water Art, ns aincndcd (CWA). Subcontractor Is Adly aw,tee of the NPDES und 
' eWA and sliall rnl iit any rvriy Inlerfe/e, damage or in any Way negatively iniprcl the siniettirus and /or proc.'durbs In place or to bc 
' Implemeoted at tlic Project pertaining to NPDES and CWA. Sobcootrinctor simil be issponsiblo for noy loss, domoge, fine mid penalty 
incurred by Stock or its nflllintca due to ocu oi'negligchce by tiic .Subcontractor and such costs nnd expenses shall be deducted from any 
amounts duh or Ip becpiT<e due In the Subcbntmrtor. Furtliu, Suhcohiroctor shall Indemnify Stock for any nnd alj costs, fines, penalties and 
expenses inairr ed by Stork n. a ie lult of violations of NPDES and CWA caused by Subcontractor. 

11, EMBROBNOIES; In the event of on emergency affecting the safety or protection of pet ,ons 01 the Workor property at the Job site or 
.rdjaccot thereto, Subcontmotbr, without special instruction or authorization from Stock is obligated to act tu prev ent thre.ttcned domoge, 
injuiy ofloss, SubOTntiaciorshsIlgivBSIcekvvrittouii6ticu«ithinlxi'enlysfour(24)JioursullerlhcoKurienc« ofthcemcri’.eMcy.ir 
SubcanliACtor believes that any significant changes in the Work or variations from the I unttact Documents have been caused thereby, if 
the Slock ddenuioes that a change in the Contract Documents is fuquirrd beCabse of die octida taken in response ip m emergen^', a 
Change Order shall be issued to document the conscquencasnfthe clidngc) or vprimjons. IfSubcontrecior fiiil.<| to provide die tvent-Afour 
IZd) hdiir written notice noted obov-J, the Subconirnctor shall be deemed to have wived any right it othervvise may have had to sf ck an 
adJusthientPricing or an extension to the term of this AS'^vment.' 

12. ASSUMPTlON-QF-LIABlI.IT Yr Subcontractor agrees to, mid hereby dnc.*:. assume fnll respunsibility tor any and all acts, negligMcc or 
dmiasions of Subcontractor's employees, laboicra, agcntsi mslcrialmen, and subcontractoi* and any and nil employees and agents of the 
dibremeiiiiunecl, and uiiy and all otiicr persons' doing work under ah oral or wvlttch ordui’ or contract 'vvith Subconirocior. 

■13. INDEMNIFICATION. HOLD HARMLESS, & DEFENSE : The . Work perfomicd by the Suhconiraetor sliall bo at the risk of the 
Siibcbmrnctor exclusively. To the fullest extent permitted by law, hi Subcontractor's iolc expense. Subcontractor shall imlcmnl^', defend 
and hold harmless both Stock and the Ovmer (if different from Stock! and their niEJiated companies, pmeuts. subsidiaries, pBitn'cij,Joint 
ventures, lepresentallves, members, designees, officers, directors, shhrthniders. employees, agents, surcassnn, eod assigns (colltcllvel) 
referred to as ''Indeniuifled Partv/ies"} of, liom, nod agoinst rmy dad dJt dolma cnnccihlng, paitdlnlug tu. rebied to, arictng out of and/or 
. connected with (be Work and Cpnlracl Documents, inniudiog but not limited to demands, suiio, liabilities, causes of action, damages, 
claims Ibi bodily Iqiury, death or Jomugu la property. Judgments; conirocliial liabilities, Including costs and expenses associated tliereio 
vyhicli Include but is np| limited investigative end tap,oir costs. atlniovy.T’ fees and costs, eonsullonts' fcou imd eosti;, end other rspense;:, 
any of which arbe out of, relate to, result froni, diy occasioned by, contributed to by, connected with ond/or are hi any wiiy caiised, in 
wiihlc or in |inrf, bj tlie acts of, omlsrlons, fhilures un^or pcrfoniiunce by Subconiraetpr mid/pr any of it; siibcontractoia, laborers, 
inaterialnKn, agirnt^ 01 employcts, or anyone for whose acts my of th’ehi may be liable, os to shy of the following (collectively referred to 
I as *'<Ilalnis''): 

It ' ■ 1 ■ • • I I 

,(ai Work as required by the Contract Documents and tinder this Agreehicht; 

(b) con'jtruction or blhul/servicps as required by the Contract Documenti and under (his Agieementi 

(c) materials fUmlshed as wqulrod by the Contract Documents and under this ;\greementi 

(diyiolstions or alleged vibldtions' of Occupational Sxrcly and Heatili ,\cl of liJfO, us amCmied, or to regulations promulgated thereunder, 
and/or to violations or olleged violations similar state laiys and ieguhilionk 
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■‘ejiiuuriw cOio and/uf destruction of tansiblc propcn>-, luciudinE the loss ot lise or cwnomtc loss rcsultins tijeMfioni; ,, t, „ • 

(fiJetcclivcly rcrftped and/or olloscd dcfretisaly perforn.ed .Wotk’by Sobfonlractor and/or any oC .is sabcunU-actcs. labour-, 
materlaimen, nachwi or ainpioj-cet, or nnyphe fur V.■llos^ acts any of them tnay bo liable; 

(hiaStr” omildo^oTvS^^^^ or wi«fo| ndscondnct ot Subcoatrarlor an^or_ any of IIS subiontrsclois, laborers, 

materiaimai, Beoftls. or employees, or anyone for svhbso acts any of them may bs liable, whether acUye ?r passiye. 

tn Wh lie or In Part* Subcontmvtor’s obilmitlon to indemhi^', dcleitd and hoid hnindesc th-^ Indemnified PhrtiM, shall not be conatnied to 
SSiS^^dSereS^ any'mhsr ripht or obllBatmuor mdcmnlty V.hlcl, woald othirt.te aMst .o_any party or person 

described in this Par jgraph 13. 

Subroniwto.2c,ob%Riion.toind:mi.liy.defirndand imidIwrmltK thenmifioJ Pattiesi»npplieiditevlieihc, eny,C<aiias'd. 
part by any oY tite Indemnified Parties, \yltc11icr active or pprslve. ' 

Subcontractor's obllEniion to indemnift'. defend and hold hiinnlc?? the indemnified Parties is arplicable wh iilwr any Claim' ate w'ejd in 
S S SfcJinrSlW «o>d/or negI.Rcnci of any of the Indeumificd Partly, whether active^ or passive, p.ovided 

howelti'-saidyiideittiiificdPaiiy iliull n.'l Us Indemnintd loi iiiu'rtiisoicnrsiij.iiccoi wiUfi!! m.sconuua. 

I Imiiniion' on rtt.ii,.n.;>.n. Xr ri.trld» Sl.in.tes. Soet imi 725.06: With resard to any nnJ aU Claims, Siibcontrac.of's pbligadon to Jndcmnlw, 
defend wd hol'd iSess^ Indemnified Parlies si.nll not be limited in any my by any llmitpiicn on the nmoi'nt or typo of tlamsBC^ 
SSnSob InSrancrrcqu^^ and limits set forth In FnhibifA'.or benefits, pay able by/for Sobeor.lraolororany jubeontraetor 
tmdor worker's- or workmen’s compensation acts, disability acts or othfr_ employee' ba^acfiU acts, the IbrcBomB. 

Lbcontmctnr’s obligation to indemnify,' defend arid hold hatmless the Indemnified Parlir.t shall be limllrd to thu Brcat-r oP. 

(a)A msxiraura of liS.OOO OQO.Ob; or 

Sverage limits avallabio to the Subcontractor under bny and all pbllcics of ihsutonce and applicable 

I to any Claimts/, 

•n,;. nartiixi and aekiiowledec that thio lirnilalloti bears a reasonable cohimerci^ lelationsliip to Ihis ABreement and the sei vibes beins 
Jlovfded her^ndtr, and this indemmiy disuse is imended icreoroply x.W. 

Florida Sialules Section 723,05, includliir any amendments thereto and Is to be intcrpreleJ Insuehawnyaslo belblly enTor^DUie. tiany 
SSefeS or'^wTon 13 is determined not to be In eompliao« With fior da Statutes Sect pn 

nmcndratnls llierjio, it shall be ineifcellye and the remnininB syonia, clauses and provulons sl«U remain in full force and ctfecl. 


iiiiuiciiisituly upon prescalalinn nfo .Claim by any per.'iiU nnimmy wim •yim'.u nvin.-. iu, ..... - — -tt- -r-.- • 

SMn^ivnlPmvisinm Subcoittmctor^s Oblisalion io indemnify, defend and bold harmless will •mrvlv c tho expiration or eariiti Irmdnpiion of 
this ABreement until it is dolehnined bk final Judgment that an ncUon against the IndeinniticJ Pariy/ici for any ami all matters indemnified 
is fully and finBlly barred by theappliuible statute of limilaiions. 

w.lMjr. nr siibrognilon: SubconlMftor waives any righU of ruhtogation agalnjt' Slock and shall 

subMntra.^^ laborcis, raaterlalnich, ngen'ls, or employees, and .myone fur Whose acts any of thorn may be liable to waiw. lliUr 
subrogation li^ts agilnst Stock.' 

c^niro. p'^rrormance! At.its solc disvretioD. Slockmmy withhold, fmm lime to time,' liotn nny nioiilei otherrviw due SubMnhactor 
teunderotunderany oliier contract ot agreements, a sum vf money, which, in the solcjudgmem of Slock, shall be sufiicientto iecure h 
perfomwnos of Subconitnetor's obligations under lliic PUiaeraph l3,' 

Knilea: Slock dtall provide wllldn imtice of any Clibns ^bin days afitrStoek becomes leaspnably aware tlisl Subepalractor 

may be liable for any sucli Claims. 

14 ' K 1 i nr.nM'nt ACTOK warRANTIBS : -Subconitaclur reprsseaU and warrants to Stock that all equipment and materials provided by 
' Suhcontracidr add Incorpdibicd in tha Work Will bb n«v, unless bihenvisc specified in iliePIaiw tmd Spocincaiions, and together with the 
Subcontractor's Work shall be of good iiunlity. free ofdefccls and in tonformlty v.ilh llto (lonlrai-t Documents. It is imderetood bel'^w 

:-. . - . .. . -.li-j.i. ..j Wv.i. m mnr.,'rm!iu shrill na dilietive. Subcontractor iPecificallyacteeK that U IS 


nny damnRe to mo won; wnicn pccurn prior iv smu imui ............^ 

herein SUBCONTRACTOR FURTHER wabu amtS! THAI ALL LABOR AND M.ATERIALS FURNISHED B / - 
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SL'DCONTRACrOR SHAIL BE FREE OF DEFECTS FCJRAFEWOD BEGINNING ATTHE DATE THAT STOCR CONVEYS 
UTOj OF THE SUBJECT OF THE WORR; IHOUSE Oft. CONDOMiNiU.vi I /NIT) TO A1’ URCH.\SER OF THE HOUSE OR ^ 

CONDOMJNllTM UNIT, AND CONTINUINO FROM SUCH D.ATE i/NTlJ- 'JTiE L'\S r OF THE FOLLOmO 7 0 OCC UR: (1) ONT: . 
YE \R: (i) FOR THE DURATION OF iWY LIMIFED WBlTTm,- WARRANTY GIVEN BY STOCK. TO SUCH PURCHASER OR (.3) 
THE DURATION OF ANY COMMON LAV/ OR STATE OR FEDERAL STATUTORY WARR^'TIES OF SUCH PURCHASER. Oft 
SUBSEQUENTEURCtLVSiat.ORANYO'THnRPr.RSONORENTirYiIKANYi SUBCONTIWCtORAGREESIOMAKE,AT 
SUBCONliiACIOR’S SOLE EXPENSE, ALL PJ*PA1RS AND CORRECTSUCH DEFECTS Frl OIU)ER TO MEET ANY OF 
SUBCONTRACTOR’.^ WAP.R.ANTY OBJ lOATlONS WITHIN EIGHTS) HOURS tjF NOTICE (ORAL OR WiUirEI'pOFSUCH 
DEFECiT IN AN E.V1ERGENCY (DETERNIINEb BY STOCR R; IIS SOLE DISCUF.T lOT'i) AND >Vl THTN FORTY*EIOHT (<13) _ 

HOURS OF NOTICE ON ANON-EMERGENCY BASIS. In addition, Subcontracior shall iwiiiilcr any and All Bppllf.jWekanufacfuwr’s ■ 
warrantU*!, togclhet Svitli all sem':(: and opeiating manuals for materials iliniNb^ by It under this Asrcement. to Stptk when the Work Is 
cimpleteti or this Agicemcnt Is terminated^ whiUif ver Oeews fitsL The wartemy cohinlped In this paraBtsph 14 Is in addition to any oilier 
special vwurahtles required by coutiaot or law, and such wnrrunly does not neROle or abi Idge Stock’s tight to assert claim.', for latent or 
patent dtfeds in accordaneo tvith applicable la'y. 


Hie Subcontractor ngices to siitisly such wiranty obligutloiis which appear within thr wanonty or guarantee peiloils estabhsli^ in the 
Contract Documents without tost to the Oiyiirr or the Contractor. jrno j tWi anl W Pf iv,>ri^nt‘Js J Fq«!S fa£ d;° ^r.lrnotor m 

nnn..aents.ilienihaSnheonlm'ctnrshdlmiai antceh rvraVranhu l« Sllhcpi1iri10 lOL aL « rMotllllUt!mL n 


convo ' mnce to thojond user. 


Tlie Suhcontracldf ibrfher iigrees to dscoutc any special guanuitcc-ior warranties ilun slkll be irqulr^ for the Subi onlmctqr s V ork prior 
to final payment 


;\ll guarantees and \iaiTBhlieJ must be submitted to the Contractor in n foim acceptable W the ! rohlraelot pnor la and as a condition for 
final pnymcnL 


Subcontractor oxpressl' agrees that ail wariaiitivs made by it In this Agreement shall smvitu tht> lei iidnation or esplralion of thh 
Agrewnent for env ramon prior to' the expiration of the fiill warrant period. 


, 13 . RUBBISH and DEBRIS ; Subcontractor agrees to keep the jobsite and adjoining property free of waste niatcrjal wd rubbish caused by its 
' Work or that of its subedutrnciora and to renlove all waslis iiiolcrials and mbbish oii completion or termination of its V/oiT.! together widi all 
tools, equipment, nnd niachlnery. Subcontractor agrees that upon terminating Its Work at ilie site, Subcontr\ct6r shall Mndncl general 
clean-up operations, including, biit nol limited to. the cleaning of glass surfaces, paved streets mid walk:, steps and Interior floors and': 
walls, where applicable. Any putsonai pmperiy left by Subconlraetofon oratuund job site’for thirty (30) days followwg completipnof the i 
Work, excliidiug any Woik perlhtnWd pursuant to 'Yqrraniy suivice objigulions, will become the property of Slock. 

116. Al>sir.NMF.t>m Siibcdniraclor shall no: assign iWs Agreenicnt orany paymenis due or to become due hereunder svitlwiit the prior wvitlen 
consent of Slock, svhich consent niaj/ be withheld hi tliO sole disurclinno^Stock, Paymeai< to Siibconliaelor will be made In rceordaheu 
with Stock's current published payment procedures, as the some (nay be amended from time to lline. Pnyment to Subto.atrBciorpfnllnr 
noy portion of any ptbgtess paytJicnt or Iho final pay’uvrnt shall nut conslmite pr Imply or be evidenre nrperrormance of the VVork by 
SubconttdetAr or acceptance of any potiion orsiibconltacior's Work by Stock, or in any way tvaivc or at feet,Stock’s claims or rights 
agiinsi Subcontmetor. 

17. CiHANOES ; Sidck rojcrves ihe right to niake changes in the Work in the nature of nddllloni/, deletions, or miidificutiqn^ svithduf 
invalidating this Agrecniciii and agrees to nirdtc eoriesiionding ttdju.riracnis in the contract price and time for perioimaiicc. All 
changes will be nuthorizeJ by n hew Svrlttcn Work Notification Form which wlll lnsloda wiifornirng changes in any 
Bld/Pioposal, payment schedule and/or time fur perforniJiicc, 


|g. INSURANCE RF-OniRP.MPNr.S : Subcoiilinctdr shall praeuti end mainialn insuraiice policies in the forth and uiiiaunts as ret 
ibrth on Exhibit "A", attached hereto and Incorporated herein b.v refercnr.s. All coyrrnge shall bo placed will: an Irisuranee 
nnrriers duly n^dtted In Ihe Slate'orK|arlda uhd shall be reasonably acceptable to Stock, A)l ihruihncc carrlera muftmainldtaan 
A.hf, Best rating of‘‘A-VIU*; or baiter, Clorliried copies of all Insurance policies m'lisl ?>»> made available and provided to StccL 
within ten (/Oi 'dayaofSloek’srciiUait. flit’word '•Claims’’ used in this paragraph 18 has been defined InPaicgtaph 13 above. 


r.T Ktnkcmenis In If.^iiraiieb Policies: In addltlorj to Exhibit ’’A'’, the Subcontiacthh shall carry and maintain eornihercinl general liability 
. innirance on ISO foim CO 00 01 10 01 (or n JubsUtute fonn providing coverage equal to or greater th.Hn said form). All pollcks of liability 
uisurahci shall contain an Additional Jusured Endorremeht oii ISO form CO20 ID 11 85 for a e.ibslltule form praWdinp'cpvOTse,egu^. 


PugB7ofl2’. 
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or gicaicr iJimi &B{ci furra which would ai n niiniiiium addhionni insuied stalus with respect arlsinc put of Stibcbnlnictor's WorkpursuBnl lo 
Iho Contract pociimeats and vvJiiidi provides coyeiage both (luriiiis Iho prudubir, conipleled bpem'ilons haznnl peiiod.) S'uidi insuninco shall 
covrr liability arising out ofpientises, operations, independent conuaclois^ pioduels-eomplctcd bpentliunr, personal alid ndvertisiris iiiji'Pj' 
bodily Injury, property damage, and liability aisumbd under an Insured eontmet (including the tort liability of anothor tcisumed in a 
businesi costraiiO. Tliere slinll bo lio endorsement or mbdiilcatloh of the 'cohimernhl gmcral iiabili^', exem^ of timbrelln coy^gc fonns. 
which contains any of the following! 

(pi Limitations or Modification uf Contractual liability Lnnpuage; 

(b) Limitations or c'^iuslons for Damage to Work Pcrfoimed by Sub Cnnimotnrt; 

(e) Limitations or Exclusions rorRcsidentiiil Woii, 

(d) Limithllohs or Exclusions forMulli-Unit Ovrellings 

t.c} Limitations or Exclusions lelatcd to e;,pbslon, colLtbsc, underground pippertydaniige; 

(0 Pnllutlon Lxeluiilons; or 

(g) work perfoimcd by subcpntnictors. 

Addliliinnl Tmiired : Stock shall be numod as an nJditioiml injured, Ibsi payee aiid certiPrate linldcr ou eacli n| the policies ns butiined lii 
Exhibit ''A". Coveragd under alt policies sliall be afforded to the ndJitionnI insuieds whether or not any Cliu'ms are actually in litigation. 

Stock shall rciuain as an additional insured on each pol|cy for a period not lets ihw ten (10) consecutive yrejs from the date of flnai 
cbmpielion uflhe entire cpnstrbction project that is llic subject ofthis Agreement and the Contract Documents regardless of the date when 
the Subixmliatior, Subcbutrnctor’s subconliuetorr,' laboreie, materialmUH, agents, employtts, bnd/of dnYohe for whose nets any ofthoin 
may be liable, completes or finisher, any Wot I: or any oilier construction work, and/or regardless oftiie dates any ccriincateY bfoecupancj 
are issued. Subcontractor's obligation to have Stock rerpain as bn additional insured on each polity lor i period not less ihsn ten (Ip) 
cotisecutK'c years from the dale of Enal colupletlbn of the entire cbnsiruotlon prpject will $ui vive ttrb expirbtinh or wllor termination of 
thL*. Agreemeut until any and all Claims arc tully and finally barred by ihegruatcr of any'nnd nil applicable statute of limitation prsiatutd of 
fepose. 

PrIoHw of Insurance Covgrnitm It is Uid Intent of the parlici that nil avaiiablt and applicable insumnee coverage of Iho Subcontnictor, 
whether primary or e.xecss or umbiclla policies, he primary cov’ciagd foi any end all Claims ennwi ning. j/eilainhig to, fcluled to, si islng but 
of ano'/ui^ connected with tlic Work and Coiitraet Dueumeirts, regardlass of wire nial.es said (ilnima, Further, the panicj intend that Sloik's 
insuranic policies be excess over any and nil available and npplicablc ineurontc. policies brSubcohlroctbr for thir purpose, of liidenmily imd 
' defense of Stock 

. ■ t ' 

Certificates nriiisiifTnbo : Prior to ebmmCnclng any Work, under ihls Agreciiient, Subcxintincibr diall subniil to Stock copies of pulicics of 
' Certincate oflnsunmce (hut confirm appropriate insurance coverage. 

Each Certifiente of Insumncc shall provide that the insurer must gdyr Stock at lean ninety (90) Jays prior wrillen notice of nomrenuval or 
.inaleriaichange in covemge and leniiinnllon ufllic' coverage tliereupdcr. Kot ieos than two ^.) weckx prior to the expualion, cancellailbb 
' or teimlnniion of any such policy, the Subcnmrneior shall uupply Stock with o nevv and repincemeni Crrlificate n'f IriwU'ance and additional' 
Irisiitud endoriremenlx as pibol'of rcnctyol/rcplaccinent puitcies of insniance. 

Subconirjctor's Notice lo ineurance Carriers and Ap.enis : Prior to commencing any \yvrk under jlib Agruemenl, Subcontractor must 
provide n fully ^eculed cbinpletc copy of this Agreerocm with Exhibit "A'' and all amendments to each of its insurance agents and 
msurance tmriera. Within ten (lOf Jays utter cXecutlnu by the partius uf any fhture BmendmentS; modincntions, additions, dbiuiions, 
changes or Bildendums to hits Agreement, Subcontractor must piovlde a Itiily executed complete copy of this Agreement with Exhibit t'A", 
os amended, to each ofits insurance dgcn'si and Insurance cairlci'j. ' ‘ 

SuhoorlfxctiT*sh'ubconlfiiciois : Subcontmetof acknov.leciges It sbiilj not subcontract any p.irt'of this Ahret'mcnt vviihoiii; supplying Stbel, 
proof that all Siibcontraetor's subcontriiPlofs, labbrcm, maicnalmen, actitis, o: ttnpluyics, and anyone for whose neu any of thint may be 
liable, obtains and maintains appropriaro insurance cbybmge as JeiqijeJ in Exhibit PA". It shall bo Subcontractor's sole rd'punsjbilityf 'o 
ensure that Subcontractor's subcontractors, laborers, matcrwloien. ugenis, or employee.^, and nriybhe for Wiore acts any of ilicm may be 
ilabte, iblly cbraplies with this Pamgtuph 18 and E.xlubll .‘'A*', und Kiture amendments theicio. 
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, Additionftliy, and priui -16 'coiiuncnMnient of the Work, llie Subfontmr.tor shall provide Slock willi a Cpriineato of Inrairiiw shoMin^ 
. Inmance coveracy, in complimico with Exhibit ‘-A” uach and avety Sabconiraclor's subc,.ntric!ors, Jaboi^ts, niatirialr.ien, afcnb. aiid/or 
employees, iiiid iuiyorm for Whose ncis any of iliam piay be liable. CoVu.ipe .shall bi no' less than the Ilmllf as described In Exhibit “A"; In 
the event atiy I'f these ppliries ah: teimlnated, for aiiy rcaion. the Subopntiflctor shell provide Siock copies of periifientee of Ittsamnre 
khowlng replnccnicht coverage In compliance with E.xhlbit “A" 

fmm In-tirers : Siibconu-ictor shall obtain fiiin vach of (is Insurers, .1 vvalvcr of suUgnlton as to «oh orbs 
insurance poUclcs,' In’favor of St.'J; wi'h wspect t<i any Claims toaceinlng. pe^alnlng to, rolated to, arisjng out of and/or connected v,-illi 
tli'e Wuih and Ckjolroct Docuhients. 


Brciieh; Failure ofSubixinlrietor to maintain complete and appropriate hiMitance is a malerial brcacli, (n iWs event, In nddiiicii to the all 
other tMtedy provls|oMS in this Agieeinqnl, Stock can tlecl io iorailnale this Agicement or to provide inruninec at Subeonltnrlor’s sole 
expense; in neither care, hovyeyer, phall Subcohirautor's liabiliV he lessened. 

19. COMPLETIO N! Immediately upon tbe petformanoe of any part of the Wori*, ns between Suhcnnlractoi and Stuck, title Ihereio shall vest 
■' in Slock to lliB extent pepnitled by' laW^' provided; how-cver, ths^'CPllneprsucb title dhall not impose any obligations on Stock or icljevc 
Subcomraclbr of nni' of its pbligotlons hereunder. Upon bompiciion of the Work described in any V/oth Nonneation Form, Subcontraclor 
shall request the,Slock trprcsciitalive on dir job site to eonlinn completion of the Work. Tlicrenflcr. provided that Subconimctor Is not iii 
brcach of this Agreymenl, and provided that Subcontractor Is othenvlse cnlilicd lu payment under this Agreement, upon notificslion to 
Stock, Slack shall pay Subcontractor fbr the Whrk described In the Work Notification I orm in accordance with the WorkNolincation 
Fomi and the Bid/Propoial.witliln sixty (60) days following Stock's tccnipi of a request for pay mcnl from Subconttacibr, Subcontractor ^ 
hereby agrees liiet if Subconliactor falls to request from Stockahy sum. including, but put llmiied to. wagbs qraintmcl .wnw due under this 
Agreement or any WoikNotincatibn Form, within ninety (90) days from the date they became due, said sums to Snbconliaciorand 
Subcoiiti jclor sliali have no claim Iboeto. 


v,. .WAIVER'-TO THE r.XTF.Nt,NOT.FnOHlBmrJ) B.V L.\w!.c6:-nP.AC10P. liERF,Ry.WAIVrd? .WP pUNQUiMiES ANY AND, 
ALLSrATUTURYORCONTRACfUALRIGHTS'(HATjtMAYIIAVETOCBfAlN STOPNOTTCESORLlEblSjMECHANlC.Sh . 
OR OTHERWISE, AOAINS rTHEPnOPERT\' OR IMPROVEWmiS THATAREIHE WORJC.AND AGREES NOT TO HLE ANY 

SUCHNOnCE OR LIEN against SUCH PR,OPrJl.r/.OR IbiPROVEbiEN'i'S FOR any LABOR, SERVICES, WORE, 

MATERlAl .<5 EQUlPJriENr.lOOI^OkOTHnRirEMSFURbnSHED TO OR FOR STOCK. TOTOBEXIENI NOT PROHIBITED 
BY-UAW; CON'l ftACTpR AORHE.S TO LOOK SOI.UY TO IT.R COMTOACTUAL RIpHTS FOR RECOVERY,. 

2 i T^ RF-S/CHAROES : Subcuhtriictor shall pay all taxev, contributions and/or ptcmiiirris payable on its employees or on iU operalitnis under 
' ’ Workers' ewnpensation Invis, unemployment compensation jaws, Uiw Fodcral; Social Sacurlty Ael, health and welfare benriil plans, gross 
business taxes, sales and Uie taxes, rontrlbutlons tuid/of piemlums y.bich are payabiq by the employ and Ihr Subcbiitractof shall 

iiideir.iury.Jcrend and hold Stock harmless Cum all liability. lo<;s imd expense resulihig from Subiuntraetor^s rallurc to comply with these 
requirements. Subcontraclor shall comply tvllh all rules and tegulatiohs at any lithe applicable hereto and shall, oii detiwiid, iiibitonllate to 

Slook'si^nibles'ntisiaclloiilhdlalltaxtsandchargcsaiebclneproperlypaid SUBCONTRACTOR SHALL BE ROLEI,Y 

RKPONGIBLE TOR WITHHOLDING TANRS, SOCIAL, SECURITY TAXES AND STATE UNEMPLOYMENT TAMS fOR A'-L 
EMPLOYEES OF SUBCONTRACTOR. 


22 , nKFF.CTtVE WORK: Should Slack holily Subcon(mctqr(otfliy orin writing) that any part qfthe Work Is Incorrect amt does not conforni 
to the tefrhs ofth'e Contract'DocumenLs,' Subcuhtiaclof shall Inihiedialcly being to currect such detective tvorkand shall complele such 
convcied work witliln forv-clght (48) homii unless Stock shall agree to e longer period. Ifoubcqotrnctorrelhscs to perform any corrective 
work, Subcontidctor sliall waive the ahovu described fqny-cigbt (48) hour period and such xctusal or faiUirc to parlfarm the eorwrJvu wqrit 
shall be deemed a delbult by Subcontractor hereunder. •Subcontractor shall bear the entire cost of such cntrcctiye work, Including any cost 
incuiTcd by the disturbance of Wlirkcomploted by ntherrontraclora. 


23. BREACH: SUBCONTRACTOR SHALL BE IN BREACH OF THIS AGRPEMl'NT IF: 


fa) Subcontractor's Work is dcfucilve and not remedied ae provided heroin; dr 

(b) Subcontractor does nut thakq 'pfompi and proper payments to its employees aijciiTS and/of snbcontraclorsi w ^ 

(c) SubDonlrVc'lqr does not make prompt and (proper pnynienls for labor, str/icqs. SvorlA materinlr or equipment fiirnljhcd by (hiril parties 1 

loikor , . . , 

(d) Another contractor is doinaged by uh act for Which flubcbntraclo riaKipqnSjbje; or 
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(c) silbcontriKor or iiny tliird par^ furniiliing labor, service-, wrk, iHstcrlal?, equipment; tools or pthcT Iteins for the Worl. fileJ any 
claim or lien against the prpj-irfy' whets the %'ork’hns been performed wid sil.'h clalm' or lieu has out been diteharged or losolyed T.-ithlu ^ 

I tvyenly-four(2*)) hours aflcr notice tlierebf to Subeoninieior, and Subcontrnetor has not pusfod a disclia^tc bond within this uvcniy Tour (24) 

'hour period, OK . i , 

(f) Subeootroitor fails to pcffornl warranty service under lilts Agreement or any bthi-r prior or e-onlemporaneoiis Subcohlmctor Agreement 

ivllh Sidckj or ‘ ' 

(g) Stotk is lined by any govemmsmal agency on account ofoi' arising out of Subcontractor’s (or Subuonlraclor’s subcontractoK or 

ugciits) ^olation of any law, ordinimcfc, resulntlon, adminisliallye ruijng and/or enmt order, or 

(h) Subcontruhor becomes insolvent or uny petitipn for bankruptcy Is tiled tvhh respect to Subcontrselor; or 

(i) SubconiraClof falls or neglects to prosecute llte V/oricd|llgenilv and promptly, whether due tj in^equate or iricorapelent superyfoiopp 
iusullicichl sklljedvmrkcrs. IjoK of material orequipinent impioper quantity or qualitj', or for any other reawn riot described herein;, 

0 Subcoutraclor fails to Mmpty with any len iis of this Agreement or an>' Work Notincalipri Form Issued dndei this Agreement. 

3 t’. RBMEnUjS: If subcontractor IS IN llRBACli OF I pis AGREEMbN'T, IN AUpmON TO A>r\'AND AL L OTlitR 

REMEDIES AYAILAULE UNDER APPLICABLE STOCK, IN fiiS SOLE DlSi,*RJlTION, MAY DO ANY OR ALL OFTHP 

FOLLO'WINO:. 

fA): IMMED1A1T.LY TERMIh.'ATE THIS AORb.EWEl it. ANY WORK NOTIFICATIOI1 FORM OR OTl fER YERB At OR 
WRlTfEN AQR1;EMHNT WITH SUBCONTlt ACTOR OR OtHLR SUBCON I RACTORBASE AOKBEMENT BETWEEN 
SUBCONTRACTOR AND STOCK AND DISMISS StiBCON IRACTOR FROM THE JOB SI fE BY PROVIDING 
SUBCONTRACTOR WnH WRITTEN N t'TlCE OF SUCK TERMINATION; 

irn ENGAGE OR EMPLOV OTHLR CONTRACTORS JO REMEDY SUBCONTRACTOR’S DEFECrfVE WORK, TO COMPLlifE 
ANY PORTION OF J HE WORK NOT COMPLETED BY SUBCONTiLtCfQR, PERFORM SUBCONTRACTOR'S WARRANTY 
SERVICE pBLiaATlONS OR OTHERWISE CURE SUBCONTRACTOR’S BREACH ATSUBCONTR ACTOR’S SOLE COST AND 
EXPENSE;’ 

(C) WITHHOLD FROM SUBCONTRACTOR FOR UP TO ONBHiWDRBU TWtNTY (120) DAYS ANY SUMS WHlCliMiGHTDE 
DUE OR BECOME DUE TO SUBCONTRACTOR, WHETHCRUNDER THIS AORLUMENT, A NY WOKK NOT IFICATIOM FORM 
OR ANY OTHER AGREEMENT, AND hiAY CHARGE AGAINST ANY SUCH SUhis WOTHKeLX) ALL SUMS EXPENDED OR 
CO.S1S L’>fCUKRLD BY STOCK ARISING FROM THE ENGAUb'MBNT OF OTHER COTITRACIORS AS PROVIDED IN (B) 
ABOVE OR OTHERW'LSE relating to SUBCONTRACTOR'S BREACH, INCLUDING, BUT NOT LIMITED TO, STOCK’S 
OVERHEAD AND PROFIT: AND,'OR 

(D) wrrHiioLD from subcontractor for Op to one (l) year an amount, which ^ount shallnot 

EXCEED FIVE PERCENT (5%) OF THECONTRACTFRiCEFORTHE WORII; TO INSURE SUBCONTRACTOR’S 
PERFORMANCE OF WARRANTY SERVICE OBLIGA'ITONS; BHOULD SUBCON fRACTOR WL TO PERFORM SUt.TI 
WARRANTY' SERVICE ODLIGATIONS, STOCK MAY CHARGE AGAINST SUCH AMOUNT WITHHELD ALL SU.MS 
EXPEND^ OR COSTS INCURRED BY STOCK ,\R!5R10 FROM SltBCONTRACTOR'S FAILURE TO PERFOlUij SI ICII 
'WARRANTY SERVICE ODLIGATIONS. 


TERMINATION; Tills Agrecniuit may also be 'tenrilnaltd and .Subrohtraclor dLirilsreti from thajub site by Stock at any timo In its sole 
discieliori, \villi or wlllw tit. cause, by providing Subeonira-Aoi vvlth' notice (v.rittwi or oral, in lire sole detclrhlnclien of Slock) of such 
tennination, and sucli tciminatlbn shall be rlT<xllye as of lhc lime and date stated in ruch nulice. In the event orierniinalionortliB 
Agicuincnl put iuani to this peiagiaph 2d without catw. Stock sliali pay Subconiiacior witiuii sixty (60) dnyv after the efrecavedate of such 
le'nuinaiion. all sums due and owing SubconUarttir (br nil labor iiieurTcd and all inaierlals Ineorporntid hi the Work performed tinder tliis 
Agreement piior to this cifective dale and tinio <irteimta8tlqn. Subcoriiraclor lieknowlcdges and a^n that jf Siibeonltqefi'r; is 'le^iiatcd' 
putsuonl to this paragraph 25 with cause, Siibconlrattor sbatl have no clahn against Stock for ari j nddlilohal sums. Including, Witlioul 
llmitalloiis any claims for maleiiai purchased blit rvR used In tlie Work, or For lo‘t profits or for any other vlaim or siuns whab-oever The 
tennlnmlqnpnyfoentdcscfllMdhcrcfa, Ifapplic^^ IsSuteontrjetbi’s sole remedy arid in no event shall Subroniraelpr have any claim for 
causcquoiitial claniuges. Further, In tho event of tcrmlriaiiori, Subeoninieior will turn over all equipment and materials ordered, puichssod 
for arid delivered to the Project, and .Slock will pay die Suheontrariorariy amounts diic based on the percentage of eompletfon of ^ 
SubconlrBetorN Work that is Incompliance tvilh litis Agreement and tne Pricing, uclually accomplished nnduquipmenl and materials . 
supplied to the Project; excluding any p'nyment for lincanied profit and bvorhead. Subbuiilracipr wll facilllate trai:srer of Wprkto Stock by 
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Suhconti'aclurIiiltIaK.;:^_^, 
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li., AG llP EMK?<iT: oiiis Agiracmcrit, together will) «hc Contract DociiiiitfniT. constitute the entire ngreinicnt bttwten Su^coii^dor 

and Stock nod there nro no otlinr Qgree'neitts, oral cr written, by and between tlia jntrlies heiew, except as to Subcontractdr'i! watraiitios 
under any prior dreontempoitaeous Subcontractor Agrrenien'ls \vith Stooki v/ln'ch ^vnrranties ore Incorpordied by reference herein for nil 
purposes. This Agrecmenl, tofietiicr w ith the Contioct Itocuinems, does not weato a pnrtnerslnp or piher unincorporated associaliun 
tslcberi tiie Snbconfrnctor nnd Stock. Tiie relationship of Subcontractor is ttui of an indcpeiident donitnclor. 

27. HeADTNriS: The paragraph headings In tins Aycomeht are forcoii'.cnichoe only and shall nut afifciri tlie menmngi interpretation dr itdpo - 
■ oniic provisions ^I'ch tnlldw ihein. 

28. NOnCBS i Unless otliehviso set forth herein, diiy iwlicts to be giwh dr reri'cd upon nny p»i^> hereto in connection vdth tlris Agieetnurl rourf be 
in vwilinp. and shall bufa)'delivered by hand, Cb) send bj i'edeiil C-ipicss, Express Mall pr olhtrpcemighl cbinlcrtcrvIec.Knrto lire addresi on 
Ihe fust pagehertsof or Hut* oliiej address fbr notice ns the portict ^all last haye fwtiished in wilting to rive person giying ihs noliw nr (c) sent by 
ihesini'iii Iton'mlssidti willi u copy delivered pursuant lo la) or (b) above. Any sucJi notice or demurid shatl be dwtned lo ha'/c been duly gi*cn 
or made and to haw become cJ(cctiyc(f) Ifdelivcred by handtoai'updniible olfiecf of thapaiij" toavliich it IsditcolEd, ntltve timeofthb receipt 
lliereorby such offlcet, CiiJ If rent by fa.-slinlie transmii^ion as of the dal? and lima ortransitiis«lon, and (iii) Ifsenl by federal Expiers. E-xpiCiS 
Mail or other reputable oyemight coivrier servEre, iipon rite earliw of Ihe date pi I'euipl or one 0 business day ofler posting Ihu tof. If a notice Is' 
mailed ht Iba manner provided above, |t Is duly given, wliclherot /lottlieaddrem^ ttcihed it. 

29, TNVA t .lOlTY ;. if wy provision of this Agreement Is held to be Illegal. Invaild or unonforccabjc under pit-scnt or ibtura laws, such 
prevision shall be fully saverabte. 'Ibis Agreement shall be roristriicd enforced ns If such Illegal, Intmli'd or unenforceable provision had 
never comprised a part oftlils Agieemoit, and the renialnlng provisions of thly Agreenvent shall reranlh In Ihll force iind crTccl and tlvall not 
bcailbcied by the illegal, Invalid or uhcr.rorceablc prpVlsioner by iie severnnLO ftoiiv this Asiecmcnt, Furtlierinort, there shall be added 
autoti'.ailv'aUy as It part of this .Agveemint a provision as similar In lcr)ns io such Illegal Invalid or unenrorceabJe provision as may be 
possible and may be legal, valid and enlbnceable. 

30, niSVUTF.! If a controversy or claliii arises out of or related to tills Agreement Inoludrng a elnlm relalirrg to an action takun by Stork 
porsuarri to the stlf-htlp remedies cf paiagraph 2d, and tire parlies catmof re ioivo-ibo matter between Ihcmselve; within jlxQf' (hO) diiys 
after Stock is fir ei previdwl written notice of the claim or cohitpvcisy by Subconhiunor, the parlies ngrte to by in gi»d faith to stlUc ihc 
dispute by mediation under the Cdmtruclion Industry M^iaiton Rrtlex 6f the American Arbilrallotr Assorrlutlon. If not settled hy 
mcdlalioo, the dispute shall be resolved bj finnt and btading arbitration in accordance with lire Crenslrutlibn Industry Arbitration Rnlet of 
tbo Anierican Arbjttatiotr Asioctatloii, arid judgmenl upon the ovvarid rendvred by the arbitiirtorfs) trray be cnlBnid in' any court httying 
jurlsdiclibn thereof. Should <i cllspirtc arise beuveen Stock and a buyer ofa residence fcgw^infe mateilals supplied or work performed by 
Subcontraelor, SuhronUacipr agrees to pbrirelp.tte nr, arid bd bound by, arbluailoti procesning? berween Stock and the buyer. 

:31, niRlsnttTtON andTRESUMpflbN i TIus Asrccmriitshall bcgoverned by'and eoasmtedunderthe IswofthcSiateofFIotldfi. ^y 
action brought to enforce or Interpret thh Agreemeut shall br bryught tn the court of apprepriatis jurtsdlcllon In the county in vvhieh the 
propeil) Is loo’ted. Should any provrislon of this Agivement requite judleml inti^tetat|dn, the parlies hereto agree und stipulate lliat fte 
court Interpreting or considering Ihc same shall not apply the ptesutnplion that the ternis herebt'shall be moro strictly construed sgainst a 
party by tuason of any Icjol cqricUision that a document should he construed more strictly ngalnst the party who it?el.>'or through its aginis 
prepared rite snrue, or being agreed that all parties hereto have pjtl'erpnicd in the pTepamtion rind negotiation of Ihi; Agrrenicnt and each 
parly had foil opportunity to consult lognl oourrsel ofiltr choice prior to the ckec'utioii of iJtli Agreement 

32: WAiVERr Except as expiwJy .set fortlt herein, this Agteemtnl iniy trot he changed, niodifled or terminated, except by an instmrneiil 
executed by the parties hereto. No vvoivct by either party of tuty ftdlurc or rafuMl to comply with Ihe obligation ot any other party 
hci eundcr shall be deemed li waiver a t any other or subsequent far jure or relbsaJ to so comply. 

33. rhTINTFRPARTS nnd rACRTMtl.K/PnF SIGNA'RtRPb'; Tbii Agreement rnay be c-teuiilcd ill any aunibtr of cpiinterrerts. each of 
■ which ^all bo deemed an original and all of which shall constitute one and the same agreemenu- Signatures given Via fKCsImile or scan 
PDF trhnsmission and shull be di'cmed given a.-' pfthe date iind tinvi of trammisslon to t^ other party and shall be deenwd original. 

3<i. PRRSOajS BC ’itfND: The provisions of this Agreomeht shall iiiiira l" the benefil of, and shall bind, iho tielrse executors, admintsliatois, ■ 
siiocossois and asslgtis of the riisj^rtlvq parties. No persan shall be decnied to be a third pmty beneficiary of this Agieeiin.nl or any poltion 
diereof. Subodniriictof niiiy not iiwign this Agreamenl vwiliout Slock'a prioi vvriltin consent, VYlfich consent Stock may vrrithhold in Its sole 
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and absolute discretion. Sfoclc may Bssigri this AGiStmenl to nny amiiate, substdiaiy oi other Uiird pariy by providlnf .Sutconlraetor five 
• (5) da^s written notice tlicrcof. 


IN WITNESS WHEREOF, the parlies linve exeeutad this Aereenwnl oioflhe day and year first above xvritteii, 
StOCKi 


STOCK CONSTRUCIEN. LLO,^ 
Pionda Ibrtficaliability comj 


Print'Name’ ^ - —, , ■ , , , 

1 illo: ' 



SlTJCONTRAaOR: 

Q'/t . ■ 'i' 

(Subcontiactoi Entity Name'j 

Print Ndmej V. , 

Titio: ■ uyc/ .‘} Cf} - 
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